ftDAA  7t<*  90 

UNITED  STATES  AIR  FORCE*' 

* 

SUMMER  RESEARCH  PROGRAM  -  1993 
SUMMER  RESEARCH  PROGRAM  FINAL  REPORTS 

VOLUME  5A 
WRIGHT  LABORATORY 


AIR  FORCE  OFFICE  OF  SCIENTIFIC  RESEARCH 
Bolling  Air  Force  Base 
Washington,  D.C. 

December  1993 

DHC  •'p*4'-'  -  —  i!2D3 


Best 

Available 

Copy 


MEMORANDUM  FOR  DI'IC  (Acquisition) 

(Attn:  Pat  Mauby) 


SUBJECT:  Distribution  of  USAF  (AFOSR  Summer  Research  Program  (Air  Force 
Laboratories)  and  Universal  Energy  Systems,  Inc.,  and  the  Research  Initiation  Program 

FROM:  AFOSR/XPT 
Joan  M.  Boggs 

110  Duncan  Avenue,  Suite  B115 
Bolling  AFB  DC  20332-0001 

1.  All  of  the  books  forwarded  to  DTIC  on  the  subjects  above  should  be  considered 
Approved  for  Public  Release,  distribution  is  unlimited  (Distribution  Statement  A). 

2.  Thank  you  for  processing  the  attached  information. 


Ft-Zhc~/n . 

JOAN  M.  BOGGS 

Chief,  Technical  Information  Division 


/993  Vd  /  4  3.  4  54  44  4  4/; 


(/o  6*L) 


Master  Index  for  Faculty  Members 


Abbott,  Bon  ' 

Research,  NS 
Box  1649  Station  B 
Vanderbilt  Onivoraity 
Naahvillo,  IN  37235-0000 

Abrato,  Sorgo 
Aaaiatant  Professor,  PhD 
Mechanical  <  Aeroapaco  Kn 
Onivoraity  o£  Miaaouri  -  Roll a 
Rolla,  MO  65401-0249 

Aljaallahi ,  Hussein 
Instructor,  MS 
P.O.  Box  308 

Prairie  View  A  CM  Onivoraity 
Prairie  View,  IX  77446-0000 


Field: 

Laboratory: 

Vol-Page  Mo 


Field: 

Laboratory: 

Vol-Page  No 


Field: 

Laboratory: 

Vol-Page  No 


Anderaon ,  James 
Associate  Profesaor,  PhD 
Chemistry 

Onivoraity  of  Georgia 
Athens,  GA  30602-2556 

Anderson,  Richard 
Profesaor,  PhD 
Physics 

Onivoraity  of  Missouri,  Rolla 
Rolla,  MO  65401-0000 


Field: 

Laboratory: 

Vol-Page  No 


Field: 

Laboratory: 

Vol-Page  No 


Aahraf iuon ,  Bashem 
Aaaiatant  Professor,  PhD 
Mechanical  Engineering 
Villanova  Onivoraity 
Villanova,  PA  19085-0000 


Field: 

Laboratory: 

Vol-Page  No 


Backs,  Richard 
Aaaiatant  Profeaaor,  PhD 
Dept .  of  Psychology 
Wright  State  Oniveraity 
Dayton,  OH  45435-0001 

Baginaki ,  Thomas 
Aasoc  Professor,  PhD 
200  Broun  Hall 
Auburn  Oniveraity 
Auburn,  AL  36849-5201 


Field: 

Laboratory: 

Vol-Page  No 


Field: 

Laboratory: 


Electrical  Engineering 
AEDC/ 


6-  1 


Aeronautical  Engineering 
WL/FX 

5-15 


Electrical  Engineering 
AL/HR 

2-25 


Analytical  Chemistry 
AL/EQ 

2-18 


Phyaica 

PL/LI 

3-  7 


Mechanical  Engineering 
AL/CF 

2-  6 


Experimental  Psychology 
AL/CF 

2-  7 


Electrical  Engineering 
WL/MN 


Vol-Page  No: 


5-40 


Master  Index  for  Faculty  Members 


Abbott ,  Bon 
Research,  MS 
Box  1649  Station  B 
Vanderbilt  University 
Haahvillo ,  TO  37235-0000 

Abrata ,  Sorgo 
Assistant  Professor,  PhD 
Mechanical  &  Aerospace  En 
University  of  Missouri  -  Rolls 
Rolls,  MO  65401-0249 

Almallahi,  Hussein 
Instructor ,  MS 
P.O.  Box  308 

Prairie  View  ASM  University 
Prairie  View,  TX  77446-0000 

Anderson ,  Janes 
Associate  Professor,  PhD 
Chemistry 

University  of  Georgia 
Athens ,  GA  30602-2556 

Anderson,  Richard 
Professor,  PhD 
Physics 

University  of  Missouri,  Rolls 
Rolls,  MO  65401-0000 

Ashrafiuon ,  Bashea 
Assistant  Professor,  PhD 
Mechanical  Engineering 
Villanova  University 
Villanova,  PA  19085-0000 

Backs ,  Richard 
Assistant  Professor,  PhD 
Dept .  of  Psychology 
Wright  State  University 
Dayton,  OH  45435-0001 

Baginski ,  Thomas 
Assoc  Professor,  PhD 
200  Broun  Hall 
Auburn  University 
Auburn,  AL  36849-5201 


Tield:  Electrical  Engineering 

Laboratory:  AEDC/ 

Vol-Page  Ho:  6-1 


Field:  Aeronautical  Engineering 

Laboratory:  WL/FI 

Vol-Page  No:  5-15 


Field:  Electrical  Engineering 

Laboratory:  AL/HR 

Vol-Page  No:  2-25 


Field:  Analytical  Chemistry 

Laboratory:  AL/EQ 

Vol-Page  No:  2-18 


Field:  Physics 

Laboratory:  PL/ LI 

Vol-Page  No:  3-7 


Field:  Mechanical  Engineering 

Laboratory:  AL/CF 

Vol-Page  No:  2-6 


Field:  Experimental  Psychology 

Laboratory:  AL/CF 

Vol-Page  No:  2-7 


Field:  Electrical  Engineering 

Laboratory:  WL/MN 


Vol-Page  No: 


5-40 


SFRP  Participant  Data 


Baker ,  Suzanne 

Assistant  Professor,  PhD 

Dept .  of  Psychology 

James  Madison  Oniversity 
Harrisonburg,  VA  22807-0000 

Field: 

Laboratory: 

Vol-Page  Mo 

Baker ,  Albert 

Assistant  Professor,  PhD 

Field: 

Laboratory: 

Oniversity  of  Cincinnati 

,  -  o 

Vol-Page  No 

Balakrishnan,  Sivasubramanya 
Associate  Professor,  PhD 

Field: 

Laboratory: 

Oniversity  of  Missouri,  Rolls 

-  o 

Vol-Page  Ho 

Bannister,  William 

Professor ,  PhD 

Field: 

Laboratory: 

Oniv  of  Mass.-Lowell 

Dowell,  MA  1854-0000 

Vol-Page  No 

Barnard ,  Kenneth 

Assistant  Professor,  PhD 

Field: 
Laboratory : 

Memphis  State  Oniversity 

,  -  o 

Vol-Page  No 

Bayard ,  Jean-Pierre 

Associate  Professor,  PhD 

6000  J  Street 

California  State  Oniv-Sacramen 
Sacramento,  CA  95819-6019 

Field: 

Laboratory: 

Vol-Page  No: 

Beardsley ,  Larry 

Research  Professor ,  MS 

Field: 

Laboratory: 

Athens  State  College 

-  o 

Vol-Page  No: 

Beecken ,  Brian 

Assoicate  Professor,  PhD 

3900  Bethel  Dr. 

Bethel  College 

Field: 

Laboratory: 

Vol-Page  No: 

St.  Paul,  MN  55112-0000 


n 


AL/OE 

2- 36 

Electrical  Engineering 
WL/MT 

:  5-53 

Aerospace  Engineering 
WL/MN 

5-41 

Organic  Chemistry 
WL/FI 

5-16 

Electrical  Engineering 
WL/AA 

5-  1 

Electrical /Electronic  Eng 
RL/ER 

4-  7 

Mathematics 

VTL/MN 

5- 42 

Dept.  of  Physics 
PL/VT 

3- 23 


SFRP  Participant  Data 


Bellam,  Raymond 
Dept,  CBM.  El  ca,  PhD 
3200  Willow  Crock  Road 
Embry-Riddle  Aeronautical  Oniv 
Prescott,  AZ  86301-0000 

Bellem,  Raymond 
Dept,  CBM.  EX  cs,  PhD 
3200  Willow  Crook  Road 
Embry-Riddle  Aeronautical  Univ 
Prcacott,  AZ  86301-0000 

Bhuyan ,  Jay 

Aaaiatant  Professor,  PhD 
Dopt .  of Computer  Science 
Tuskegee  University 
Tuskegee,  AL  36088-0000 

Biegl,  Caaba 

Aaaiatant  Professor,  PhD 
Box  1649  Station  B 
Vanderbilt  Oniveraity 
Naahville ,  TN  37235-0000 

Bigga ,  Albert 
Profoaaor,  PhD 
Electrical  Engineering 
Oniv.  of  Alabama,  Huntsville 
Huntaville,  AL  35899-0000 

Blyatone ,  Robert 

Profeaaor ,  PhD 

Trinity  Oniveraity 

715  Stadium  Drive 

San  Antonio,  TX  78212-7200 

Bran ting ,  Luther 
Aaaiatant  Profeaaor ,  PhD 
PO  Box  3682 
Oniveraity  of  Wyoming 
Laramie,  WT  82071-0000 

Bryant,  Barrett 
Aaaociate  Profeaaor ,  PhD 
115A  Campbell  Hall 
Oniveraity  of  Alabama,  Binning 
Birmingham,  AL  35294-1170 


Field:  Dept,  of  Computer  Science 

laboratory:  PL/VT 

Vol-Page  No:  3-24 

Field:  Dept,  of  Computer  Science 

Laboratory:  / 

Vol-Page  No:  0-0 

Field:  Computer  Science 

Laboratory:  PL/WS 

Vol-Page  No:  3-33 

Field:  Electrical  Engineering 

Laboratory:  AEDC/ 

Vol-Page  No:  6-2 

Field: 

Laboratory:  PL/WS 
Vol-Page  No:  3-34 

Field:  Dept  of  Biology 

laboratory:  AL/OE 

Vol-Page  No:  2-37 

Field:  Dept  of  Computer  Science 

Laboratory:  AL/HR 

Vol-Page  No:  2-26 

Field:  Computer  Science 

Laboratory:  RL/C3 

Vol-Page  No:  4-1 


m 


SFRP  Participant  Data 


Callens ,  Jr . ,  Eugene 

Field: 

Assocition  Professor ,  PhD 

Industrial 

Laboratory: 

Louisiana  Technical  University 
Ruaton,  LA  71270-0000 

Vol-Page  No: 

Cannon ,  Scott 

Field: 

Associate  Professor,  PhD 

Computer  Science 

Laboratory: 

Utah  State  University 

Logan,  UT  84322-0000 

Vol-Page  No 

Carlisle ,  (Sene 

Field: 

Professor,  PhD 

Dept,  of  Physics 

Laboratory: 

West  Texas  State  University 

Canyon,  TJC  79016-0000 

Vol-Page  No: 

Catalano,  George 

Field: 

Associate  Professor,  PhD 

Mechanical  Engineering 

Laboratory: 

United  States  Military  Academy 

Ifest  Point,  NT  10996-1792 

Vol-Page  No 

Chang,  Ching 

Field: 

Associate  Professor,  PhD 

Euclid  Ave  at  E.  24th  St 

Laboratory: 

Cleveland  State  University 
Cleveland,  OH  44115-0000 

Vol-Page  No 

Chattopadhyay,  Somnath 

Field: 

Assistant  Professor,  PhD 

Laboratory: 

University  of  Vermont 

Burlington,  VT  5405-0156 

Vol-Page  No 

Chen,  C.  L.  Philip 

Field: 

Assistant  Professor,  PhD 

Computer  Science  Engineer 

Laboratory: 

Wright  State  University 

Dayton,  OH  45435-0000 

Vol-Page  No 

Choate ,  David 

Field: 

Assoc  Professor,  PhD 

Dept,  of  Mathematics 

Laboratory: 

Transylvania  University 

Lexington ,  RY  40505-0000 

Vol-Page  No 

IV 


Aerospace  Engineering 
WL/MN 

5- 43 

Computer  Science/Biophye. 
PL/VT 

3-25 

Killgore  Research  Center 
PL/ LI 

3-  8 

Department  of  Civil  £ 
AEDC/ 

6-  3 

Dept .  of  Mathematics 
WL/FI 

5-17 

Mechanical  Engineering 
PL/RX 

3-14 

Electrical  Engineering 
WL/ML 

5-26 

Mathematics 
PL/ LI 

3-  9 


SFRP  Participant  Data 


Chubb,  Gerald 
Assistant  Professor,  PhD 
164  W.  19th  Avs. 

Ohio  Sts to  Oniversity 
Columbus,  08  43210-0000 

Chuong ,  Chong- Jon 
Aasocitae  Professor,  PhD 
501  W.  1st  Street 
Oniversity  of  Texas,  Arlington 
Arlington,  TX  76019-0000 

Citers,  Maryalice 
Assistant  Professor,  PhD 
Department  of  Psychology 
Wright  State  Oniversity 
Dayton,  OH  4-5435 

Collard ,  Jr. ,  Sneed 
Professor ,  PhD 
Ecology  6  Evolutionary  Bi 
Oniversity  of  West  Florida 
Pensacola,  Ft  32514-0000 

Collier,  Geoffrey 
Assistant  Professor,  PhD 
300  College  St. ,  MX 
South  Carolina  State  College 
Orangeburg, ,  SC  29117-0000 

Cone ,  Milton 
Assistat  Professor,  PhD 
3200  Willow  Creek  Road 
Embry-Riddel  Aeronautical  Univ 
Prescott,  A2  86301-3720 

Cundari,  Thomas 
Assistant  Professor,  PhD 
Jim  Smith  Building 
Memphis  State  Oniversity 
Meaqphis ,  TH  38152-0000 

D’Agostino,  Alfred 
Assistant  Professor,  PhD 
4202  E  Fowler  Ave/SCA-240 
University  of  South  Florida 
Tsapa,  Ft  33620-5250 


Field:  Dept,  of  Aviation 

Laboratory:  AL/BR 

Vol-Page  No:  2-27 

Field:  Biomedical  Engineering 

Laboratory:  AL/CF 

Vol-Page  No:  2-8 

Field:  Industrial  Psychology 

Laboratory:  AL/CF 

Vol-Page  No:  2-  9 

Field:  Biology 

Laboratory:  AL/EQ 

Vol-Page  No:  2-19 

Field:  Dept  of  Psychology 

Laboratory:  AL/CF 

Vol-Page  No:  2-10 

Field:  Electrical  Engineering 

Laboratory:  WL/AA 

Vol-Page  No:  5-2 

Field:  Department  of  Chemistry 

Laboratory:  PL/RK 

Vol-Page  No:  3-15 

Field:  Dept  of  Chemistry 

Laboratory:  WL/ML 

Vol-Page  No:  5-27 


V 


SFRP  Participant  Data 


Das,  Asesh 

field: 

Assistant  Professor.  PhD 

Research  Center 

Laboratory: 

West  Virginia  Oniversity 
Morgantown,  WV  26505-0000 

Vol-Page  Ho 

DeLyser ,  Ronald 

field: 

Assistant  Professor ,  PhD 

2390  S.  York  Street 

Laboratory : 

Oniversity  of  Denver 

Denver,  CO  80208-0177 

Vol-Page  No 

OelVecchio,  Vito 

field : 

Professor,  PhD 

Biology 

Laboratory: 

Oniversity  of  Scranton 

Scranton,  PA  18510-4625 

Vol-Page  Ho 

Dey,  Pradip 

field: 

Associate  Professor,  PhD 

Laboratory: 

Hanpton  Oniversity 

,  -  o 

Vol-Page  No 

Ding,  Zhi 

field: 

Assistant  Professor ,  PhD 

200  Broun  Ball 

Laboratory : 

Auburn  Oniversity 

Auburn,  AL  36849-5201 

Vol-Page  No 

Doherty ,  John 

field: 

Assistant  Professor,  PhD 

201  Coover  Ball 

Laboratory: 

Iowa  State  Oniversity 

Ames,  XA  50011-1045 

Vol-Page  No 

Dolson,  David 

field: 

Assistant  Professor,  PhD 

Laboratory: 

Wright  State  Oniversity 

,  -  o 

Vol-Page  No 

Dominic ,  Vincent 

Field: 

Assustant  professor,  MS 

300  College  Park 

Laboratory: 

Oniversity  of  Dayton 

Dayton,  OB  45469-0227 

Vol-Page  No 

Concurrent  Engineering 
AL/HR 

2-28 


Electrical  Engineering 
PL/WS 

3-35 


Biochemical  Genetics 
AI>/ AO 

2-  1 

Computer  Science 
{CL/ IR 

4- 16 

Electrical  Engineering 
WL/MN 

5- 44 

Electrical  Engineering 
RL/OC 

4- 21 

Chemistry 

WL/PO 

5- 56 


Electro  Optics  Program 
WL/ML 

5-28 


VI 


SFRP  Participant  Data 


Donkor,  Eric 

Assistant  Professor ,  PhD 
Engineering 

University  of  Connecticut 
Stroes,  CT  6269-1133 

Driscoll ,  JaaKS 
Associate  Professor,  PhD 
3004  rXB  Bldg  2118 
University  of  Michigan 
Ann  Arbor,  MX  48109-0000 

Duncan ,  Bradley 
Assistant  Professor,  PhD 
300  College  Park 
Oniversity  of  Dayton 
Dayton,  OH  45469-0226 

Ehrhart ,  Lee 
Instructor,  MS 
Cosnunications  &  Xntellig 
George  Mason  University 
Fairfax,  VA  22015-1520 

Ewert,  Daniel 
Assistant  Professor,  PhD 
Electrical  Engineering 
North  Dakota  State  University 
Fargo,  IN  58105-0000 

Ewing,  Mark 

Associate  Professor,  PhD 
2004  Learned  Hall 
University  of  Kansas 
Lawrence ,  KS  66045-2969 

Foo ,  Simon 

Assistant  Professor ,  PhD 
College  of  Engineering 
Florida  State  University 
Tallahessee,  FL  32306-0000 

Frantziskonis ,  George 
Assistant  Professor,  PhD 
Dept  of  Civil  Engrng/Mech 
University  of  Arizona 
Tuaon,  AZ  85721-1334 


Field:  Electrical  Engineering 

Laboratory:  RL/OC 

Vol-Page  No:  4-22 

Field:  Aerospace  Engineering 

Laboratory:  WL/PO 

Vol-Page  No:  5-57 

Field:  Electrical  Engineering 

Laboratory:  WL/AA 

Vol-Page  No:  5-3 

Field:  Electrical  Engineering 

Laboratory:  RL/C3 

Vol-Page  No:  4-2 

Field:  Physiology 

Laboratory :  AL/AO 

Vol-Page  No:  2-2 

Field :  Engineering  Mechanics 

Laboratory:  PL/SX 

Vol-Page  No:  3-22 

Field:  Electrical  Engineering 

Laboratory:  WL/MN 

Vol-Page  No:  5-45 

Field:  College  of  Engrng/Mines 

Laboratory:  WL/ML 

Vol-Page  No:  5-29 


vn 


SFRP  Participant  Data 


Frenzel  III,  Jams 
Assistant  Professor ,  PhD 
Dept  of  Electrical  Engnr 
Oniversity  of  Idaho 
Moscow,  ID  83844-1023 

friod,  Jool 
Profossor,  PhD 
Chemical  Engineering 
Oniversity  of  Cincinnati 
Cincinnati,  OS  45221-0171 

Friedman,  Jeffrey 
Assistant  Professor,  PhD 
Physics 

Oniversity  of  Puerto  Rico 
Mayaguez,  PR  681-0000 

Fuller ,  Daniel 
Dept .  Chairman ,  PhD 
Chemistry  £  Physics 
Nicholls  State  Oniversity 
Thibodaux,  LA  70310-0000 


Field:  Electrical  Engineering 

"  iboratory:  WL/AA 

-Page  No:  5-4 


i:  Polymer  Science 

i  atory:  WL/PO 

V*  to  No:  5-58 

Fieo.  Physics/Astrophysics 

Labors  y:  PL/GP 

Vol-Page  No:  3-1 


Field:  Chemistry 

Laboratory:  PL/BE 

Vol-Page  No:  3-16 


Gao ,  Zhan jun 
Assistant  Professor,  PhD 
203  K.  Old  Main,  Box  5725 
Clarkson  Oniversity 
Potsdam,  NY  13699-5725 


Field:  Mechanical/Aeronautical  E 

Laboratory:  WL/ML 

Vol-Page  No:  5-30 


Gavankar ,  Prasad 
Asst  Professor,  PhD 
Cangms  Box  191 
Texas  All  Oniversity 
Kingsville,  TX  78363-0CC 

Gebert ,  Glenn 

Assistant  Professor,  PhD 

Mechanical 

Otah  State  Oniversity 
Logan,  OT  84339-0000 

Gerdom,  Larry 
Professor,  PhD 
Natural  Science 
Mobile  College 
Mobil,  AL  36663-0220 


Field:  Mech  £  Indust  Engineering 

Laboratory:  WL/MT 

Vol-Page  No:  5-54 


Field:  Aerospace  Engineering 

Laboratory:  HL/MN 

Vol-Page  >  -  5-46 


Field:  Chemistry 

Laboratory:  AL/EQ 

Vol-Page  No:  2-20 


vm 


SFRP  Participant  Data 


Ghajar,  Afshin 
Professor,  PhD 
Maoh.  &  Aerospace  Engine* 
Oklahoma  Stata  University 
Stillwater,  OK  74078-0533 

Oopalan ,  Kaliappan 
Aaaociat*  Professor,  PhD 
Dept  of  Engineering 
Purdue  University,  Calumet 
Hasnond,  IN  46323-0000 

Gould,  Richard 
Assistant  Professor,  PhD 
Mechanical  &  Aerospace  En 
N.  Carolina  State  University 
Raleigh,  NC  27695-7910 

Gowda ,  Raghava 
Assistant  Professor,  PhD 
Dept  of  Cos^uter  Science 
University  of  Dayton 
Dayton,  OH  45469-2160 

Graetz,  Kenneth 
Assiatant  Professor,  PhD 
300  College  Park 
University  of  Dayton 
Dayton,  OH  45469-1430 

Gray ,  Donald 

Associate  Profeasor,  PhD 

PO  Boa  6101 

West  Virginia  Uniceraity 
Morgantown,  WV  20506-6101 

Green,  Bobby 
Assistant  Profeasor,  MS 
Box  43107 

Texas  Tech  University 
Lubbock,  TX  79409-3107 

Grubbs,  Elmer 
Assistant  Professor,  MS 
Engineering 

Hew  Mexico  Highland  University 
Las  Vegas,  NM  87701-0000 


Field:  Mechanical  Engineering 

Laboratory:  WL/PO 

Vol-Page  No:  5-59 

Field: 

Laboratory:  AL/CF 
Vol-Page  No:  2-11 

Field:  Mechanical  Engineering 

Laboratory:  WL/PO 

Vol-Page  No:  5-60 

Field:  Computer  Information  Sys. 

Laboratory:  WL/AA 

Vol-Page  No:  5-5 

Field:  Department  of  Psychology 

Laboratory:  AL/HR 

Vol-Page  No :  2-29 

Field:  Dept  of  Civil  Engineering 

Laboratory:  AL/EQ 

Vol-Page  Ho:  2-21 

Field:  Electrical  Engineering 

Laboratory:  WL/FI 

Vol-Page  No:  5-18 

Field:  Electrical  Engineering 

Laboratory:  WL/AA 

Vol-Page  No:  5-6 


IX 


SFRP  Participant  Data 


Quest,  Joyce 
Aasoiate ,  PhD 
Department  of  Chemistry 
University  of  Cincinnati 
Cincinnati,  OH  45221-0172 


Field: 

Laboratory: 

Vo  1 -Page  No 


Oumba,  Godfrey 
Professor,  PhD 
Physics  6  Astronomy 
University  New  fork  Hunters  Co 
New  fork,  NT  10021-0000 

Bakkinen ,  Raimo 
Professor ,  PhD 
207  Jolley  Hall 
Washington  University 
St.  Louis,  MO  63130-0000 

Hall,  Jr.,  Charles 
Assistant  Professor,  PhD 
Mech  &  Aerospace  Engr. 

North  Carolina  Univ. 

Raleigh,  NC  27695-7910 

Hancock ,  Thomas 
Assistant  Professor,  PhD 


Field: 

Laboratory: 

Vol-Page  No 


Field: 

laboratory: 

Vol-Page  No 


Field: 

Laboratory: 

Vol-Page  No 


Field: 

Laboratory: 


Grand  Canyon  University 
-  0 

Hannaf in ,  Michael 
Visiting  Professor ,  PhD 
30S-D  Stone  Building, 3030 
Florida  State  University 
Tallahassee,  FL  3-2306 


Vol-Page  No 


Field: 

Laboratory: 

Vol-Page  No 


Belbig,  Herbert 
Professor ,  PhD 
Physics 

Clarkson  University 
Potsdam,  NT  13699-0000 


Field: 

Laboratory: 

Vol-Page  No 


Henry,  Robert  Field: 

Professor,  PhD  Laboratory: 

Electrical  Engineering 

University  of  Southwestern  Lou  Vol-Page  No 

Lafayette,  LA  70504-3890 


Physical  Chemistry 
WL/ML 

5-31 

Condensed  Matter  Physics 
WL/EL 

5-12 

Mechanical  Engineering 
WL/FI 

5-19 

WL/FI 

5-20 

Educational  Psychology 
AL/HR 

2-30 

Educational  Technology 
AL/HR 

:  2-31 

Physics 

RL/ER 

4-  8 

Electrical  Engineering 
RL/C3 

4-  3 


X 


SFRP  Participant  Data 


Bong,  Lang 

Assistant  Professor,  PhD 
Dept  of  Electrical  Engin 
Wright  State  University 
Dayton,  OB  45435-0000 

Bsu ,  Li fang 

Assistant  Professor,  PhD 

Le  Moyne  College 

,  -  0 

Huang,  Ming 

Assistant  Professor,  PhD 
500  NW  20th  Street 
Florida  Atlantic  University 
Boca  Raton,  FL  33431-0991 

Humi ,  Mayer 
Professor,  PhD 
Mathematics 

Worchester  Polytechnic  Institu 
Worchester,  MA  1509-2280 

Humi,  Mayer 
Professor ,  PhD 
Mathematics 

Worchester  Polytechnic  Institu 
Worchester,  MA  1609-2280 

Jabbour ,  Kamal 
Associate  Professor,  PhD 
121  Link  hall 
Syracuse  University 
Syracuse,  NT  13244-1240 

Jaszczak ,  John 
Assistant  Professor,  PhD 
Dept,  of  Physics 
Michigan  Technological  Univers 
Houghton,  MI  49931-1295 

Jeng ,  San-Mou 
Associte ,  PhD 
Mail  Location  170 
University  of  Cincinnati 
Cincinnati,  OB  45221-0070 


Field:  Electrical  Engineering 

Laboratory:  WL/AA 

Vol-Page  No:  5-7 

Field:  Mathematical  Statistics 

Laboratory:  RL/ER 

Vol-Page  No:  4-9 

Field:  Mechanical  Engineering 

Laboratory:  AL/CF 

Vol-Page  No:  2-12 

Field:  Applied  Mathematics 

Laboratory:  PL/6P 

Vol-Page  No:  3-2 

Field:  Applied  Mathematics 

Laboratory:  / 

Vol-Page  No:  0-0 

Field:  Electrical  Engineering 

Laboratory:  RL/C3 

Vol-Page  No:  4-4 

Field: 

Laboratory:  WL/ML 
Vol-Page  No:  5-32 

Field:  Aerospace  Engineering 

Laboratory:  PL/RK 

Vol-Page  No:  3-17 


XI 


SFRP  Participant  Data 


Johnson,  Dsvid 
Associate  Professor,  PhD 
Dopt  of  Chemistry 
University  of  Osyton 
Osyton,  OH  45469-2357 

KsrimjL,  Amir 
Associate ,  PhD 
Division  Engineering 
University  of  Texes,  Sen  Anton 
Ssn  Antonio,  TX  7824-9065 

Kheyf ets ,  Arkady 
Assistant  Professor,  PhD 
Dept,  of  Mathematics 
North  Carolina  State  Univ. 
Raleigh,  NC  27695-7003 

Koblasz,  Arthur 
Associate ,  PhD 
Civil  Engineeing 
Georgia  State  University 
Atlanta,  GA  30332-0000 

Kraft,  Donald 

Professor ,  PhD 

Dept,  of  Computer  Science 

Louisiana  State  University 

Baton  Rouge,  LA  70803-4020 

Kumar ,  Ra jendra 
Professor ,  PhD 
1250  Bellflower  Blvd 
California  State  University 
Long  Beach,  CA  90840-0000 


field:  Chemistry 

Laboratory:  WL/ML 

Vol-Page  No:  5-33 

Field:  Mechanical  Engineering 

Laboratory:  PL/VT 

Vol-Page  No:  3-26 

Field: 

Laboratory:  PL/VT 
Vol-Page  No:  3-27 

Field:  Engineering  Science 

Laboratory:  AL/AO 

Vol-Page  No:  2-  3 

Field: 

Laboratory:  AL/CF 
Vol-Page  No:  2-13 

Field:  Electrical  Engineering 

Laboratory:  RL/C3 

Vol-Page  No:  4-5 


Kumta,  Prashant  Field:  Materiels  Science 

Assistant  Professor,  PhD  Laboratory:  WL/ML 

Dept  of  Materials  Science 

Carnegie-Mellon  University  Vol-Page  No:  5-34 

Pittsburgh,  PA  15213-3890 

Kuo,  Spencer  Field:  Electrophysics 

Professor,  PhD  Laboratory:  PL/GP 

Route  110 

Polytechnic  University  Vol-Page  No:  3-3 

Farmingdsle,  NT  11735-0000 


xn 


SFRP  Participant  Data 


Lakeou ,  Samuel 
Professor ,  PhD 
Electro. eel  Engineering 
University  of  the  District  of 
Washnington ,  DC  20008-0000 

Langhof f ,  Peter 
Professor ,  PhD 

Indians  University 
Bloomington,  IN  47405-4001 

Lawless ,  Brother 
Assoc  Professor ,  PhD 
Dept .  Science  /Mathematic 
Fordham  University 
Hew  fork,  NY  10021-0000 

Lee,  Tzesan 

Associate  Professor ,  PhD 
Dept,  of  Mathematics 
Western  Illinois  University 
Macomb,  IL  61455-0000 

Lee,  Min-Chang 
Professor,  PhD 
167  Albany  Street 
Massachusetts  Institute 
Cambridge,  MA  2139-0000 

Lee,  Byung-Lip 
Associate  Professor,  PhD 
Engineering  Sci.  &  Meehan 
Pennsylvania  State  University 
University  Park,  PA  16802-0000 

Leigh ,  Wallace 
Assistant  Professor,  PhD 
26  H.  Main  St. 

Alfred  University 
Alfred,  NY  14802-0000 

Levin ,  Rick 

Research  Engineer  II ,  MS 
EM  Effects  Laboratory 
Georgia  Institute  of  Technolog 
Atlanta,  GA  30332-0800 


Field:  Electrical  Engineering 

Laboratory:  PL/VT 

Vol-Page  No:  3-28 

Field:  Dept,  of  Chemistry 

Laboratory:  PL/RX 

Vol-Page  No:  3-18 

Field:  Box  280 

Laboratory:  AL/OK 

Vol-Page  No:  2-38 

Field: 

Laboratory:  AL/OS 
Vol-Page  No:  2-39 

Field:  Plasma  Fusion  Center 

Laboratory:  PL/GF 

Vol-Page  No:  3-4 

Field:  Materials  Engineering 

Laboratory :  WL/ML 

Vol-Page  No:  5-35 

Field:  Electrical  Engineering 

Laboratory :  RL/ER 

Vol-Page  No:  4-10 

Field:  Electrical  Engineering 

Laboratory:  RL/ER 

Vol-Page  No:  4-11 


Xffl 


SFRP  Participant  Data 


Li,  Jian 

Field: 

Asst  Professor,  PhD 

216  Larsen  Hall 

Laboratory: 

University  of  Florida 

Gainesville,  FL  32611-2044 

Vol-Page  Mo: 

Lilienfield,  Lawrence 

Field: 

Professor,  PhD 

3900  Reservoir  Rd. ,  NW 

Laboratory: 

Georgetown  University 

Washington,  DC  20007-0000 

Vol-Page  No: 

List,  Tae 

Field: 

Assistant  Professor,  PhD 

2004  Learned  Hall 

Laboratory: 

University  of  Kansas 

Lawrence,  KA  66045-0000 

Vol-Page  Mo: 

Lin ,  Paul 

Field: 

Associate  Professor ,  PhD 

Mechanical  Engineering 

Laboratory: 

Cleveland  State  University 
Cleveland,  OH  4-4115 

Vol-Page  Mo: 

Liou,  Juin 

Field: 

Associate  Professor ,  PhD 

Electrical  &  Computer  Eng 

Laboratory: 

University  of  Central  Florida 
Orlando,  FL  32816-2450 

Vol-Page  Mo 

Liu ,  David 

Field : 

Assistant  Professor,  PhD 

100  Institute  Rd. 

Laboratory: 

Worcester  Polytechnic  Inst. 
Worcester,  MA  1609-0000 

Vol-Page  Mo 

Losiewicz ,  Beth 

Field: 

Assistant  Professor ,  PhD 
Experimental  Psychology 

Laboratory: 

Colorado  State  University 

Fort  Collins,  CO  80523-0000 

Vol-Page  No 

Loth,  Eric 

Field: 

Assistant  Professor,  PhD 

104  S.  Wright  St,  321C 

Laboratory: 

University  of  Xllinois-Urbana 
Urbane ,  XL  61801-0000 

Vol-Page  Mo 

Electrical  Engineering 
WL/AA 

5-  8 

Physiology  &  Biophysics 
WHMC/ 

6- 14 

Mechanical /Aerospace  Engr 
FJSRL/ 

6-  8 

Associate  Professor 
WL/FI 

5-21 

Electrical  Engineering 
WL/EL 

5- 13 

Department  of  Physics 
RL/ER 

4-12 

Psycholinguistics 

RL/IR 

4-17 

Aeronaut/Astronaut  Engr 
AEDC/ 

6-  4 


XIV 


SFRP  Participant  Data 


Lu,  Christopher 
Associate  Professor ,  PhD 
300  College  Park 
Oniversity  of  Dayton 
Dayton,  OH  45469-0246 

Manoranjan,  Valipuraa 
Associate  Professor,  PhD 
Neill  Hall 

Washington  State  Oniversity 
Pullman,  WA  99164-3113 

Marsh ,  James 
Professor,  PhD 
Physics 

Oniversity  of  Nest  Florida 
Pensacola,  FL  32514-0000 

Massopust,  Peter 
Assistant  Professor,  PhD 

Sam  Houston  State  Oniversity 
Huntsville,  TX  77341-0000 

Miller ,  Arnold 
Senior  Instructor,  PhD 
Chemistry  £  Geochemistry 
Colorado  School  of  Mines 
Golden,  CO  80401-0000 

Misra ,  Pradeep 
Associate  Professor,  PhD 

Oniversity  of  St.  Thomas 

,  -  0 

Mon say ,  Evelyn 
Associate  Professor,  PhD 
1419  Salt  Springs  Rd 
Le  Moyne  College 
Syracuse,  NT  13214-1399 

Morris,  Augustus 
Assistant  Professor,  PhD 

Central  State  Oniversity 


Field:  Dept  Chemical  Engineering 

Laboratory:  WL/PO 

Vol-Page  No:  5-61 

Field:  Pure  £  AppliedMathematics 

Laboratory:  AL/EQ 

Vol-Page  No:  2-22 


Field:  Physics 

Laboratory :  WL/MN 

Vol-Page  No:  5-47 

Field:  Dept,  of  Mathematics 

Laboratory:  AEDC/ 

Vol-Page  No:  6-5 


Field: 

Laboratory:  FJSRL/ 
Vol-Page  No:  6-9 


Field:  Electrical  Engineering 

Laboratory:  WL/AA 

Vol-Page  No:  5-9 


Field:  Physics 

Laboratory:  RL/OC 

Vol-Page  No:  4-23 


Field:  Biomedical  Science 

Laboratory:  AL/CF 


Vol-Page  No: 


2-14 


SFRP  Participant  Data 


Mueller ,  Charles 
Professor,  PhD 
W140  Saaahora  Hall 
Dnivaraity  of  Iowa 
Iowa  City,  IA  52242-0000 

Murty ,  Vedula 
Aaaociata  Profcaaor,  MS 


Field: 

Laboratory: 

Vol-Paga  No 


Field: 

Laboratory: 


Texas  Southern  Dnivaraity 

,  -  0 

Mu  a a vi ,  Mohamad 
Aaaoc  Profaaaor,  PhD 
5708  Barrowa  Hall 
Dnivaraity  of  Maine 
Orono ,  ME  4469-5708 

Naishadhaa,  Krishna 
Assistant  Profaaaor,  PhD 
Dapt.  of  Elactrical  Eng. 
Wright  Stata  Dnivaraity 
Dayton,  OH  45435-0000 

Noal,  Charlaa 
Aaaociata  Profaaaor,  PhD 
151A  Campbell  Ball 
Ohio  Stata  Dnivaraity 
Columbus ,  OH  43210-1295 


Vol-Paga  No 

Field: 
Laboratory : 

Vol-Paga  No 

Field: 

Laboratory: 

Vol-Paga  No 


Field: 

Laboratory: 

Vol-Paga  No 


Norton ,  Grant 
Asst  Professor,  PhD 
Mechanical  &  Materials  En 
Washington  Stata  Dnivaraity 
Pullman,  WA  99164-2920 


Field: 

Laboratory: 

Vol-Paga  No 


Noyes ,  Jamas 
Professor ,  PhD 
Mathematics  6  Computer  Sc 
Wittenberg  Dnivaraity 
Springfield,  OH  45501-0720 

Nurra,  Joseph 
Assistant  Professor,  PhD 
Elec.  &  Computer  Engineer 
Ohio  Dnivaraity 
Athena,  OH  45701-0000 


Field: 

Laboratory: 

Vol-Paga  No 


Field: 

Laboratory: 


Dept  of  Sociology 
AL/HR 

2-32 


Physics 

PL/VT 

3-29 


Elect /Comp.  Engineering 
RL/IR 

4-18 


Electrical  Engineering 
WZ./EL 

5-14 


Dept  of  Textiles  £  Cloth 
PL/RK 

3-19 


Materials  Science 
WX./ML 

5-36 


Computer  Science 
WL/FI 

5-22 


Mechanical  Engineering 
AL/CF 


Vol-Page  No: 


2-15 


SFRP  Participant  Data 


Nygren ,  Thomas 
Associate  Professor ,  PhD 
1885  Hail  Ava.  Mail 
Ohio  State  University 
Columbus,  OH  43210-1222 

Osterberg,  Olf 
Assistant  Professor,  PhD 
Thayer  School  of  Engrg . 

Dartmouth  College 
Hanover,  HH  3755-0000 

Pan ,  Chi ng- Tan 
Associate  Professor ,  PhD 
Physics 

Utah  State  University 
Logan ,  UT  84322-4415 

Panday,  Ravindra 
Assistant  Professor ,  PhD 
1400  Townsend  Dr 
Michigan  Technological  Univers 
Houghton ,  MI  49931-1295 

Patton ,  Richard 
Assistant  Professor,  PhD 
Mechani cal £Nu clear  Engine 
Mississippi  State  University 
Mississippi  State,  MS  39762-0000 

Peretti,  Steven 
Assistant  Professor ,  PhD 
Chemical  Engineering 
North  Carolina  State  Univ. 
Raleigh,  NC  27695-7905 

Petschek ,  Rolf e 
Associate  Professor ,  PhD 
Department  of  Physics 
Case  Western  Reserve  Universit 
Cleveland,  OH  44106-7970 

PezeshJci ,  Charles 
Assistant  Professor,  PhD 

Washington  State  University 
Pullman,  HA  99164-2920 


Field:  Department  of  Psychology 

Laboratory:  AL/CF 

Vol-Page  No:  2-16 

Field: 

Laboratory :  FJSRL/ 

Vol-Page  No:  6-10 

Tield:  Condensed  Matter  Physics 

Laboratory:  PL/WS 

Vol-Page  No:  3-36 

Field:  Physics 

Laboratory:  FJSRL/ 

Vol-Page  Mo:  6-11 

Field:  Mechanical  Engineering 

Laboratory:  PL/VT 

Vol-Page  No:  3-30 

Field: 

Laboratory:  AL/EQ 
Vol-Page  No:  2-23 

Field:  Physics 

Laboratory:  WL/ML 

Vol-Page  No:  5-37 

Field:  Mechanical  Engineering 

Laboratory:  FJSRL/ 

Vol-Page  No:  6-12 


xvn 


SFRP  Participant  Data 


Piepmeier ,  Edward 

Assistant  Professor ,  PhD 

College  of  Pharmacy 

University  of  South  Carolina 
Columbia,  SC  29208-0000 

Field: 

Laboratory:  AL/AO 

Vol-Page  No:  2-4 

Pittarelli ,  Michael 

PO  Box  3050,  Marcy  Campus 

SONY,  Institute  of  Technology 
Utica,  NT  13504-3050 

Field:  Information  Sys  &  Engr. 

Laboratory:  RL/C3 

Vol-Page  No:  4-6 

Potasek ,  Mary 

Research  Prof essor ,  PhD 

Field:  Physics 

Laboratory:  WL/ML 

Columbia  University 

-  o 

Vol-Page  No:  5-38 

Prasad ,  Viahwanath 

Professor,  PhD 

Field:  Mechanical 

Laboratory:  RL/ER 

Engineering 

3UNY ,  Stony  Brook 

Stony  Brook,  NT  11794-2300 

Vol-Page  No:  4-13 

Priestley,  Keith 

Research  Scientist ,  PhD 

Field:  Geophysics 

Laboratory:  PL/GP 

I 

University  of  Nevada,  Reno 

-  o 

Vol-Page  No:  3-5 

Purasinghe ,  Rupasiri 

Professor ,  PhD 

5151  State  Univ.  Dr. 

California  State  Univ. -LA 

Los  Angeles,  CA  90032-0000 

Field:  Dept  of  Civil  Engineering 

laboratory:  PL/RK 

Vol-Page  No:  3-20 

Raghu ,  Surya 

Assistant  Professor ,  PhD 
Mechanical  Engineering 

SUNT ,  Stony  Brook 

Stony  Brook,  NT  11794-2300 

Field:  Mechanical 

Laboratory:  KL/PO 

Vol-Page  No:  5-62 

Engineering 

Ramesh,  Ramaswaay 

Associate  Professor ,  PhD 

School  of  Management 

SUNT,  Buffalo 

Buffalo,  NT  14260-0000 

Field:  Magement  Science/ Systems 

Laboratory:  AL/HR 

Vol-Page  No:  2-33 

xvm 


SFRP  Participant  Data 


Raan,  Alexander 
Professor ,  PhD 
Hath— tics 

Kansas  State  University 
Manhattan,  XS  66506-2602 

Ray,  Paul 

Assistant  Professor,  PhD 
Box  870288 

University  of  Alabama 
Tuscaloosa,  AL  35487-0288 

Raimann ,  Michael 
Assistant  Instructor,  MS 
Information  Systems 
The  University  of  Texas -Arling 
Arlington,  TX  76019-0437 

Rodriguez ,  Armando 
Assistant  Professor,  PhD 

Arizona  State  University 
Tempe ,  AZ  85287-7606 

Rohxbaugh ,  John 
Research  Engineer ,  PhD 
347  rerst  St 

Georgia  Institute  of  Techno log 
Atlanta,  GA  30332-0800 

Roppel ,  Thaddeus 
Associate  Professor ,  PhD 
200  Broun  Hall 
Auburn  University 
Auburn,  AL  36849-5201 

Rosenthal ,  Paul 
Professor ,  PhD 
Mathematics 

Los  Angeles  City  College 
Los  Angeles,  CA  90027-0000 

Rotz ,  Christopher 
Associate  Professor,  PhD 

Brigham  Young  University 
Provo,  UT  84602-0000 


Field: 

Laboratory:  AL/CF 
Vol-Page  Ho:  2-17 

Field:  Industrial  Engineering 

Laboratory:  AL/OE 

Vol-Page  Ho:  2-40 

Field:  Computer  Science 

Laboratory:  WL/MT 

Vol-Page  Ho:  5-55 

Field:  Electrical  Engineering 

Laboratory:  WL/MN 

Vol-Page  Ho:  5-48 

Field:  Sensors  &  Applied  Electro 

Laboratory:  RL/ER 

Vol-Page  No:  4-14 

Field :  Electrical  Engineering 

Laboratory:  WL/MN 

Vol-Page  Ho:  5-49 

Field:  Mathematics 

Laboratory:  PL/RX 

Vol-Page  Ho:  3-21 

Field:  Mechanical  Engineering 

Laboratory:  PL/VT 

Vol-Page  No:  3-31 


XEX 


SFRP  Participant  Data 


Rudolph,  Wolfgang 
Aaaociate  Professor,  PhD 
Oopt  of  Physic*  and  Aatro 
University  of  Wow  Mori  co 
Albuquerque ,  WM  84131-0000 

Rudzinaki,  Waltor 

Prof osaor ,  PhD 

Dopt.  of  Chemistry 

Southwest  Toxas  St* to  Gniversi 

San  Marcos,  TX  78810-0000 

Rulo ,  Williab 
Asst  Prof oaaor ,  PhD 
Mochanical  Engxnooring 
University  of  Alabama 
Tuacalooaa,  AL  35487-0278 

Ryan ,  Patricia 
Roaoarch  Aaaociato,  MS 
Qoorgia  Tech  Roaoarch  Xna 
Georgia  Institute  of  Tech 
Atlanta,  GA  30332-0000 

Saiduddin ,  Syod 

Prof oaaor ,  PhD 

1900  Coffey  Rd 

Ohio  State  Oniveraity 

Columbus,  OH  43210-1092 

Sehonberg,  William 
Aaaoc  Prof oaaor ,  PhD 
Engineering  Dept. 

Oniveraity  of  Alabama,  Huntavi 
Huntaville,  AL  35899-0000 

Schulz ,  Timothy 
Aaaiatant  Prof  oaaor,  PhD 
1400  Townaend  Dr 
Michigan  Technological  Univers 
Houghton,  MX  49931-1295 

Shen,  Mo-How 
Aaaiatant  Profoaaor,  PhD 
2036  Weil  Ave. 

Ohio  State  Univeraity 
Columbua,,  OH  43210-1276 


Field:  Phyaica 

laboratory:  PL/LX 

Vol-Page  No:  3-0 

Field:  Profeaaor 

Laboratory:  AL/OE 

Vol-Page  Ho:  2-41 

Field:  Engineering  Mechanic* 

Laboratory:  WL/MN 

Vol-Page  No:  5-50 

Field:  Electrical  Engineering 

Laboratory:  WL/AA 

Vol-Page  No:  5-10 

Field:  Phyaiology/Pharmacology 

laboratory:  AL/OE 

Vol-Page  No:  2-42 

Field:  Civil  &  Environmental 

Laboratory:  WL/MN 

Vol-Page  No:  5-51 

Field :  Electrical  Engineering 

laboratory:  PL/ LI 

Vol-Page  No:  3-11 

Field :  Aeroepace  Engineering 

Laboratory:  WL/FX 

Vol-Page  No:  5-23 


XX 


SFRP  Participant  Data 


Shexsan ,  Larry  ri«ld : 

Professor,  PhD  Laboratory: 

Dopt.  of  Ch  anus  try 

University  of  Scranton  Vol-Pago  Mo 

Scranton,  PA  18510-4626 

Shively,  Jon 
Professor,  PhD 
Civil  &  Industrial  Eng. 

California  State  University,  N 
Horthridge,  CA  91330-0000 


Snapp ,  Robert 

Field: 

Assistant  Professor,  PhD 

Dept  of  Computer  Science 

Laboratory: 

University  of  Vermont 

Burlington,  VT  5405-0000 

Vol-Page  Mo 

Soumekh ,  Mehrdad 

Field: 

Associate  Professor ,  PhD 

201  Bell  Ball 

Laboratory: 

SUMY,  Buffalo 

Amherst ,  NT  14260-0000 

Vol-Page  Mo: 

Spetka ,  Scott 

Field: 

Assistant  Professor,  PhD 

PO  Box  3050,  Marcy  Campus 

Laboratory: 

SUMY,  Institute  of  Technology 
Utica,  MY  13504-3050 

Vol-Page  Mo: 

Springer ,  John 

Field: 

Associate  Professor,  PhD 

Laboratory: 

Fisk  University 
,  -  0 

Vol-Page  Mo: 

Stevenson,  Robert 

Field: 

Assistant  Professor,  PhD 

Electrical  Engineering 

Laboratory: 

University  of  Notre  Dame 

Notre  Dame,  IN  46556-0000 

Vol-Page  No: 

Stone,  Alexander 

Field: 

Professor,  PhD 

Mathematics  &  Statistics 

Laboratory: 

University  of  Mew  Mexico 
Alburquerque ,  MM  87131-1141 

Vol-Page  No: 

Field: 

laboratory: 

Vol-Page  Mo 


Analytical  Chemistry 
AL/OK 

2- 43 

Metallurgy 

PL/VT 

3- 32 

Physics 

RL/XR 

4- 19 

Elee/Caaputer  Engineering 
PL/LI 

3- 12 

Information  Sys  &  Engrg 
RL/XP 

4- 26 

Physics 

AEDC/ 

6-  6 

Electrical  Engineering 
RL/XR 

4-20 


PL/WS 


3-37 


XXI 


SFRP  Participant  Data 


Sveum,  Myron 
Assistant  Professor,  MS 
Electronic  Engineering  To 
Metropolitan  State  College 
Denver,  CO  80217-3362 

Swanaon ,  Paul 
Research  Aaaociate ,  PhD 
electrical  Engineering 
Cornell  University 
Ithaca,  NY  14853-0000 

Swope ,  Richard 
Professor,  PhD 
Engineering  Science 
Trinity  Oniveraity 
San  Antonio,  TX  78212-0000 

Tan ,  Ar jun 
Prof eaaor ,  PhD 
Phyaica 

Alabama  A&M  University 
Normal ,  AL  35762-0000 

Tarvin ,  John 

Associate  Professor,  PhD 
800  Lakeahore  Drive 
Samford  University 
Birmingham,  AL  35229-0000 

Taylor,  Barney 

Visiting  Assist  Professor,  PhD 
1601  Peck  Rd. 

Miami  Univ.  -  Hamilton 
Hamilton,  OH  4-5011 

Thio,  Y. 

Associate  Professor ,  PhD 

University  of  Miami 

Coral  Gables,  FL  33124-0530 

Tong,  Carol 

Assistant  Professor,  PhD 
Electrical  Engineering 
Colorado  State  University 
Fort  Collins,  CO  80523-0000 


Field:  Electrical  Engineering 

Laboratory:  RL/OC 

Vol-Page  No:  4-24 

Field:  Electrical  Engineering 

Laboratory:  RL/OC 

Vol-Page  No:  4-25 

Field:  Mechanical  Engineering 

Laboratory:  AL/AO 

Vol-Page  No:  2-5 

Field:  Physics 

Laboratory :  PL/WS 

Vol-Page  No:  3-38 

Field:  Department  of  Physics 

Laboratory:  AEDC/ 

Vol-Page  No:  6-7 

Field:  Dept,  of  Physics 

Laboratory:  WL/ML 

Vol-Page  No:  5-39 

Field:  Physics  Dept. 

Laboratory:  PL/NS 

Vol-Page  No:  3-39 

Field: 

Laboratory:  WL/AA 
Vol-Page  No:  5-11 


xxn 


SFRP  Participant  Data 


Truhon ,  Stephen 
Associate  Professor ,  PhD 
Social  Sciences 

Winston-Salem  State  University 
Winston-Salem,  NC  27110-0000 

Tzou ,  Horn-Sen 
Associate  Professor ,  PhD 
Mechanical  Engineering 
University  of  Kentucky 
Lexington,  KY  40506-0046 

Vogt ,  Brian 
Professor ,  PhD 

Bob  Jones  University 


Wang,  Xingwu 

Asst  Professor,  PhD 

Dept,  of  Electrical  Eng. 

Alfred  University 
Alfred,  MY  14802-0000 

Whitefield,  Philip 
Research  Assoc  Professor,  PhD 
Cloud  6  Aerosol  Sciences 
University  of  Missouri-Rolla 
Rolls,  MO  65401-0000 

Willson,  Robert 

Research  Assoc  Professor,  PhD 

Robinson  Hall 

Tufts  University 

Medford,  MA  2155-0000 

Witanachehi,  Sarath 
Assistant  Professor,  PhD 
4202  East  Fowler  Avenue 
University  of  South  Florida 
Tanpa,  FL  33620-7900 

Woehr ,  David 

Assistant  Professor ,  PhD 

Psychol oogy 

Texas  ACM  University 

College  Station,  TX  77845-0000 


Field :  Psychology 

Laboratory:  AL/HR 

Vol-Page  Mo:  2-34 

Field:  Mechanical  Engineering 

Laboratory:  WL/FX 

Vol-Page  Ho:  5-24 

Field:  Pharmaceutical  Sciences 

Laboratory:  AL/EQ 

Vol-Page  No:  2-24 

Field:  Physics 

Laboratory:  WL/FI 

Vol-Page  No:  5-25 

Field:  Chemistry 

Labors cory:  PL/LI 

Vol-Page  No:  3-13 

Field:  Physics  and  Astronomy 

Labors  tory :  PL/  GP 

Vol-Page  No:  3-6 

Field:  Department  of  Physics 

Laboratory:  FJSRL/ 

Vol-Page  No:  6-13 

Field:  Psychology 

Laboratory :  AL/HR 

Vol-Page  No:  2-35 


xxm 


SFRP  Participant  Data 


Xu ,  Longya 

Assistant  Professor,  PhD 
Electrical  Engineering 
The  Ohio  State  University 
Columbus,  OH  43210-0000 

Yavuskurt,  Savas 
Associate  Professor,  PhD 

Pennsylvania  State  University 
University  Park,  PA  16802-0000 

Zhang ,  Xi -Cfieng 
Associate  Professor ,  PhD 
Physics  Department 
Rensselaer  Polytechnic  Znstitu 
Troy,  NY  12180-3590 

Zhou ,  Kemin 

Assistant  Professor,  PhD 
Dept,  of  Elec  &  Coop.  Eng 
Louisiana  State  University 
Baton  Rouge,  LA  70803-0000 

Zismermann ,  Wayne 
Associate  Professor,  PhD 
P.O.  Boa  22865 
Texas  Woman's  University 
Denton,  TX  76205-0865 


Field:  Electrical  Engineering 

Laboratory:  WL/PO 

Vol-Page  No:  5-63 

Field:  Mechanical  Engineering 

Laboratory:  WL/PO 

Vol-Page  No:  5-64 

Field:  Physics 

Laboratory:  RL/ER 

Vol-Page  No:  4-15 

Field: 

Laboratory:  WL/rih 
Vol-Page  No:  5-52 

Field:  Dept  Mathematics/ Computer 

Laboratory:  PL/WS 

Vol-Page  No:  3-40 


XXIV 


Nonmechanical  microscanning  using  optical  space-fed  phased  arrays 


Kenneth  J.  Barnard 
Assistant  Professor 
Department  of  Electrical  Engineering 


Memphis  State  University 
Memphis,  TN  38152 


Pinal  Report  for: 

Summer  Faculty  Research  Program 
Wright  Laboratory 
WL/AARI 


Sponsored  by: 

Air  Force  Office  of  Scientific  Research 
Bolling  Air  Force  Base 
Washington,  D.C. 


August  1993 


1-1 


Non  mechanical  microscanning  using  optical  space-fed  phased  arrays 


Kenneth  J.  Barnard 
Assistant  Professor 
Department  of  Electrical  Engineering 

Memphis  State  University 
Memphis,  TN  38152 


Abstract 

A  method  for  microscanning  in  imaging  sensors  is  developed  that  allows  liquid-ciystal  beam 
steerers  to  be  used  as  nonmechanical  microscan  devices.  This  submicroscanning  method  involves 
using  liquid-crystal  beam  steerers  to  shift  images  on  a  focal  plane  array  by  a  fraction  of  the  amount 
used  in  typical  microscan  methods.  Interpolation  techniques  based  on  interlaced  sampling  are  used 
to  produce  images  free  of  aliasing  out  to  twice  the  Nyquist  frequency  determined  by  the  focal  plane 
array.  Since  a  continuous  phase  ramp  is  produced  by  the  liquid-crystal  beam  steerer,  dispersion 
effects  due  to  the  grating-like  nature  of  the  devices  are  avoided.  Simulations  for  both  one-  and  two- 
dimensional  cases  are  presented,  as  well  as  experimental  results  using  a  3-  to  5-pm  imaging  sensor 
and  a  liquid-crystal  beam  steerer  designed  foT  1.064  pm  operation. 
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Nonmechanical  microscanning  using  optical  space-fed  phased  arrays 

Kenneth  J.  Barnard 
Assistant  Professor 
Department  of  Electrical  Engineering 

Memphis  State  University 
Memphis,  TN  38152 

1.  Introduction 

Microscanning  is  a  technique  for  improving  the  resolution  and  reducing  aliasing  effects  in 
staring  imaging  sensors.  The  microscan  process  involves  recording  multiple  images  of  a  scene, 
where  each  image  has  been  shifted  by  a  fraction  of  the  pixel  pitch  of  the  focal-plane  array  (FPA).  The 
field-of-view  (FOV)  of  the  sensor  remains  fixed  during  the  integration  time  for  each  image. 

Successive  image  fields  are  combined  to  form  a  single  image  frame  that  has  a  larger  effective 
sampling  rate  than  any  of  the  individual  image  fields.  Currently,  microscanning  is  accomplished 
using  a  mechanical  scan  mirror  that  steers  the  FOV  of  the  imaging  sensor  over  sub-pixel  distances. 

Development  of  programmable  optical  space-fed  phased  arrays  for  beam  steering  in  laser 
radar  systems  has  prompted  investigation  into  using  these  devices  to  steer  broad  spectral  band 
radiation  in  passive  sensors.4  One  such  application  would  be  as  nonmechanical  microscan  devices. 
The  advantages  inherent  in  a  nonmechanical  system  would  be  lighter  weight,  less  mechanical 
complexity,  and  greater  reliability.  Costs  would  eventually  decrease  as  the  phased  arrays  and  control 
electronics  become  cheaper  to  manufacture. 

Optical  space-fed  phased  arrays  steer  optical  beams  in  a  manner  analogous  to  phased  arrays 
used  in  microwave  radar  systems.  .An  array  of  continuous  liquid-crystal  phase  shifters  allow  a 
desired  optical  path  delay  (OPD)  ‘a  be  written  spatially  across  an  input  beam.  A  linearly  increasing 
OPD  is  identical  to  a  prism  and  has  the  effect  of  steering  the  beam  into  a  given  direction.  The 
maximum  OPD  is  determined  by  the  product  of  the  birefringence  and  thickness  of  the  liquid-crystal 
material.  However,  the  switching  speed  is  proportional  to  the  square  of  the  thickness  of  the  nematic 
crystal  layer.4  To  maximize  switching  speed,  a  linear  phase  ramp  is  generated  by  limiting  the 
maximum  OPD  to  one  wavelength  which  produces  a  phase  of  2n,  and  then  periodically  resetting  the 
phase  to  0  when  a  phase  of  2jc  is  reached  in  the  phase  ramp.  Each  phase  ramp  itself  is  also 
approximated  in  the  liquid  crystal  by  using  a  quantized  number  of  steps  between  the  2 n  phase 
resets.4  In  this  fashion,  the  liquid-crystal  beam  steerer  still  behaves  as  a  prism  for  a  given  design 
wavelength,  and  the  steering  angle  is  determined  by  the  angle  of  the  phase  ramp.  For  wavelengths 


other  than  the  design  wavelength,  the  device  acts  as  a  blazed-phase  grating  and  will  produce 
dispersion  when  used  as  a  broadband  beam  steerer. 

In  microscanning,  small  steering  angles  are  required  and  in  some  cases  it  may  be  possible  to 
use  liquid-crystal  beam  steerers  without  phase  resets,  thus  eliminating  grating  dispersion.  Also,  the 
liquid  crystal  material  used  in  these  devices  is  transmissive  through  the  IR  wavelength  band  from 
0.8  pm  to  12  pm,  as  well  as  over  the  visible  wavelength  band.  For  a  typical  microscan  operation,  the 
image  on  the  FPA  must  be  shifted  over  one  half  of  the  pixel  pitch.  In  many  cases,  with  the  currently 
available  liquid-crystal  beam  steerers,  it  is  not  possible  to  steer  at  these  required  angles  without 
phase  resets.  Still,  images  shifted  over  a  fraction  of  this  distance,  or  submicroscanned,  can  be  used  in 
conjunction  with  interlaced  sampling  techniques  to  produce  the  same  half-pixel  microscan  effect. 

In  this  report,  I  examine  the  use  of  interlaced  sampling  techniques  for  submicroscanned 
images  as  would  be  produced  by  a  liquid-CTystal  beam  steerer  in  a  staring  imaging  sensor.  Image 
processing  techniques  are  developed  that  allow  submicroscanned  images  to  be  combined  to  produce 
an  image  with  a  Nyquist  frequency  that  is  twice  that  of  the  original  images.  Results  of  simulations 
on  one-  and  two-dimensional  submicroscanned  images  will  be  presented.  Also,  results  of  an 
experimental  validation  of  nonmechanical  microscanning  using  a  liquid-crystal  beam  steerer  will  be 
given.  These  results  indicate  that  interlaced  sampling  techniques  and  submicroscanning  provide  the 
same  image  enhancement  as  typical  mechanical  microscanning  at  the  expense  of  added  computation 
time.  Use  of  hardware  implementations  of  FFT  algorithms  and  multiple-processor  architectures 
would  provide  increased  frame  rates. 

2.  Sampling  and  Interpolation 

A  typical  microscan  pattern  is  a  2  x  2  microscan  where  four  image  fields  are  sequentially 
recorded  to  form  one  image  frame.  A  standard  scenario  would  have  field  one  correspond  to  a 
reference  position,  field  two  displaced  by  half  a  pixel  pitch  to  the  right,  field  three  displaced  by  half  a 
pixel  pitch  vertically  from  field  two,  and  field  four  displaced  by  half  a  pixel  pitch  to  the  left  of  field 
three.  If  each  image  field  is  composed  of  N  x  N  pixels,  then  the  combined  image  frame  will  consist  of 
2N  x  2N  pixels.  This  effectively  increases  the  spatial  sampling  frequency  by  a  factor  of  two.  The 
Nyquist  frequency  is  likewise  increased  by  a  factor  of  two.  Spatial  filtering  of  the  image  due  to  the 
finite  size  of  the  detector  is  not  affected  by  microscanning. 

In  many  cases,  nonmechanical  liquid-crystal  beam  steerers  cannot  produce  the  required  half¬ 
pixel  pitch  image  shift  for  the  typical  microscan  pattern  without  dispersion.  It  is  possible  to  use 
interlaced  sampling  techniques  to  compensate  for  a  smaller  image  shift  by  interpolating  the  data 
values  at  the  half-pixel  pitch  image  locations.®’®  Thus,  interlaced  samples  can  be  used  to  obtain  an 
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image  frame  consisting  of  2N  x  2N  pixels.  This  may  seem  to  be  in  violation  of  the  Whittaker-Shannon 
sampling  theorem.  However,  it  should  be  recognized  that  the  sampling  theorem  is  a  sufficiency 
condition  and  not  a  necessity  constraint.  ?  The  interlaced  sampling  technique  is  an  alternate 
reconstruction  method  that  provides  image  data  out  to  twice  the  Nyquist  frequency  without  aliasing. 
Spatial  frequencies  higher  than  twice  the  Nyquist  frequency  are  aliased  just  as  in  the  2x2 
microscan.  Interpolation  can  provide  the  same  set  of  sample  points  as  in  the  2x2  microscan. 

The  derivation  given  here  is  similar  to  that  contained  in  Refs.  5  and  6,  except  that  here  the 
sampling  function  remains  fixed  and  the  image  is  shifted.  For  simplicity,  the  one-dimensional  case  is 
analyzed  first.  The  technique  can  be  readily  extended  to  two  dimensions  as  will  be  shown.  For  the 
one-dimensional  case,  two  data  sets  are  required,  where  the  image  data  in  one  set  is  shifted  by  a 
fraction  of  the  pixel  pitch  relative  to  the  other.  Interpolation  is  based  on  using  spatial  frequency 
information  contained  in  the  zeroth-  and  ±first-order  spectra  resulting  from  the  Fourier  transform  of 
the  sampled  data  sets.  A  reconstruction  filter  modifies  the  spectra  such  that  the  sum  of  the  filtered 
data  sets  will  be  free  of  aliasing  out  to  twice  the  Nyquist  frequency.  We  begin  with  a  one¬ 
dimensional  image  function  f(x),  where  f(x)  has  been  blurred  by  both  the  optics  of  the  system  and  by 
the  effects  of  the  finite  size  of  the  detectors  in  the  FPA.  The  image  is  assumed  to  be  bandlimited  such 
that  F (§)  =  0  for  |f;|  >  1/d,  where  upper-case  letters  indicate  the  Fourier  transform,  and  d  is  the  pixel 
pitch  of  the  FPA.  The  image  function  is  sampled  to  produce  one  sampled  image,  then  shifted  and 
sampled  again  to  generate  the  second  sampled  image.  These  two  sampled  images  can  be  written  as 

fi(x)  =  f(x)samp(x) 


f2(x)  =  f(x  +  a)  samp(x) , 

where  a  is  the  image  shift  and  samp(x)  is  given  by 

samp(*)=JjComb(i)  (J) 

The  goal  of  the  reconstruction  is  to  find  interpolation  filters,  m!  (x)  and  m2  (x) ,  such  that 
f(x)  can  be  reconstructed  exactly  by 

f (x)  =  fj  (x)  *  m,  (x)  +  f2  (x)  *  ma  (x)  .  (4) 

Here,  information  contained  in  both  sampled  images  is  used  to  exactly  reconstruct  f(x)  even  though 
fj  (x)  and  f2  (x)  contain  aliased  information.  This  may  be  more  intuitively  pleasing  if  it  is  recognized 
that  the  reconstruction  of  f(x)  utilizes  twice  as  many  samples  as  in  either  of  the  sampled  image 
functions.  Finding  m,  (x)  and  m2  (x)  is  most  readily  accomplished  in  the  frequency  domain.  First,  the 
Fourier  transform  of  each  of  the  sampled  images  is  found.  Fourier  transforming  Eqs.  (1)  and  (2)  gives 

Fi  (^  =  F  (Q  *  comb(dE) 


and 


F2  (9  =  F  (£)  exp  (j  2na4)*  comb  (d£)  . 


(6) 


This  expected  result  indicates  that  the  original  spectrum  off(x)  is  replicated  at  integer  multiples  of 
1/d  in  the  spatial  frequency  domain.  The  only  difference  between  Eqs.  (5)  and  (6)  is  that  the  latter 
includes  a  linear  phase  shift.  It  is  this  linear  phase  shift  that  enables  us  to  recover  F  (£) .  Restricting 
our  attention  to  the  interval  -1/d  <4  <  1/d  ,  Eqs.  (5)  and  (6)  can  be  rewritten  to  include  only  those 
terms  that  are  nonzero  over  this  interval,  as 

F>ra-i[FH)+l'®*FM)l 


and 


F2  fc)  =  J  {exp  [j  2rca($  +  ^)]  F  (^  +  ^)  +  exp  (j  2na£)  F  (Q  +  exp  [j  2rea{^  - 1)]  F  - 1)}  . 


(7) 


(8) 


The  phase  terms  in  Eq.  (8)  remain  centered  about  each  of  the  replicated  spectra. 

We  now  have  two  equations  in  three  unknowns  that  can  be  solved  for  F  (£)  by  restricting  the 
domain  of  the  solution.  Since  it  was  originally  assumed  that  F  (^)  =  0  for  |^|  >  1/d,  one  of  the  unknowns 
in  Eqs.  (7)  and  (8)  will  be  zero  depending  on  whether  £>  0  or  £<0.  For^>0,  F{^  +  1/d)  =  0 ,  and  the 
set  of  equations  in  Eqs.  (7)  and  (8)  can  be  solved  for  F  (£)  to  give 

exp  (- j  2i^j)  ,  exp  ( j  2n&) 

■  (9) 

Likewise,  for  ^  <  0,  F(^ -  1/d)  =  0,  and  Eqs.  (7)  and  (8)  can  again  be  solved  for  F (E)  ,  giving 

.exp  ( j  2tc|)  exp  (- j  2nf ) 

Comparing  the  constant  multiplying  factors  of  F,  (§  and  F2  (£)  in  Eqs.  (9)  and  ( 10),  it  is  evident  that 
they  are  complex  conjugates  of  each  other  in  each  equation  and  between  the  equations.  This  means 
that  on  the  interval  -1/d  <  t,  <  1/d,  the  two  equations  can  be  simplified  and  combined  to  form 

F(£)  =  Fi(E)M(E)  +  F2(g  M*  ©  exp(-j  2^ ,  (u) 

where  M(£)  can  be  derived  from  Eqs.  (9)  and  (10)  as 

M(!H  rect(4)  -  2  cot(2,t4r) trf  ( A)  ■ 

Here,  the  prime  indicates  a  derivative  operation  with  respect  to  %. 

Thus,  f(x)  can  be  reconstructed  exactly  by  filtering  the  spectra  of  the  two  sampled  data  sets 
in  the  spatial  frequency  domain,  summing  the  results,  and  then  performing  an  inverse  transform. 

The  interpolation  function  m(x)  is  given  by 

m  M  =  Bine  ( .  I  c°t(2*J)  W  ( J)  .  (u) 


(12) 


Referring  to  Eq.  (4),  it  is  evident  that  m,  (x)  is  just  m  (x)  and  m2  (x)  is  m  (a  -  x) .  One  special  case  worth 
noting  is  when  the  image  shift  is  equal  to  half  the  pixel  pitch.  In  this  case,  m(x)  reduces  to 

m(x)  =  sinc(|  xj , 

or  in  the  spatial  frequency  domain, 


(14) 


d 

2 


M(§  =  «  rect 


m 


(15) 


This  corresponds  to  an  ideal  reconstruction  filter  for  an  image  sampled  at  twice  the  original  sampling 
frequency  of  1/d. 


3.  Numerical  Computation 

The  most  direct  computation  of  the  submicroscanned  image  involves  evaluating  Eq.  (11)  in 
the  spatial  frequency  domain  and  then  inverse  Fourier  transforming  to  obtain  f(x)  .  Discrete  signal 
processing  techniques  are  used  in  addition  to  the  reconstruction  algorithm  to  obtain  the  final  image. 
Producing  the  submicroscanned  image  requires  the  spatial  filtering  of  two  N-point  data  sets  to 
generate  one  2N-point  data  set  where  every  other  data  point  has  been  correctly  interpolated  to  avoid 
aliasing. 

For  the  first  step  in  the  computation,  the  number  of  points  in  each  data  set  is  increased  by  a 
factor  of  two  by  inserting  zeros  between  the  data  points.  A  system  for  accomplishing  this  is  referred 
to  as  a  sampling  rate  expander.®  Proper  discrete  filtering  in  the  frequency  domain  will  correctly 
interpolate  the  zero-valued  data  points  to  the  unaliased  values.  A  fast  Fourier  transform  (FFT)  of 
either  of  the  two  expanded  data  sets  produces  a  discrete  spectrum  similar  to  the  one  shown  in  Fig.  1, 
where  because  of  the  expander,  F(  [k]  and  F2[k]  contain  two  sampled  replications  of  the  continuous 
zeroth  order  spectra,  F(£)  and  F(^)  exp(j  2ra^)  ,  indicated  by  the  heavy  solid  lines.  Aliasing  is 
indicated  by  the  overlap  of  the  dashed  spectra. 


0  N/2  N  3N/2  2N  k 


Fig.  1.  Conceptual  plot  of  the  magnitude  of  the  FFT  of  each  expanded  data  set. 


Recognizing  that  the  portions  of  the  spectrum  labeled  C  and  D  in  Fig.  1  are  identical  to  those 
on  the  negative  axis,  it  is  evident  that  the  FFT  of  each  of  the  expanded  data  sets  provides  the  spectra 
given  in  Eqs.  (7)  and  (8)  within  the  spatial  frequency  range  of-l/d  <4  <  1/d.  Thus,  the  reconstruction 
filter  can  be  applied  over  this  range  to  produce  an  unaliased  spectrum  out  to  twice  the  original 
Nyquist  frequency.  Examination  of  Eq.  (11)  indicates  that  the  linear  phase  terms  in  Eq.  (8)  witl  be 
eliminated  when  multiplied  by  the  complex  conjugate  phase  term  in  Eq.  (11)  during  the  spatial 
filtering  step.  After  applying  the  reconstruction  filter,  an  inverse  FFT  of  the  sum  of  the  two  filtered 
data  sets  yields  the  unaliased  data  set. 

4.  Error  Analysis 


The  previously  described  algorithm  can  exactly  reconstruct  the  bandlimited  image  function 
provided  that  the  image  shift  is  precisely  known,  and  round-off  and  quantization  errors  do  not  occur. 
We  now  examine  the  effects  of  pointing  errors,  i.e.,  image  shift  errors,  on  the  submicroscanned 
image.  For  this  analysis,  a  sinusoidal  input  is  assumed  that  has  a  spatial  frequency  such  that 
aliasing  occurs  when  it  is  sampled.  A  closed-form  solution  for  the  reconstructed  image  is  found  and 
the  error  in  reconstruction  is  defined  as  the  mean-squared  error  between  the  reconstructed  signal 
and  the  original  signal.  Round-off  and  quantization  effects  are  not  considered. 

Assume  the  input  function  is  a  sinusoidal  signal  given  by 

f(x)  =  2cos(2^0x),  (16) 

where  1/  (2d)  <  ^  <  1/d  ,  so  f(x)  is  aliased  when  sampled  with  a  sampling  period  d.  The  image  shift  a 
is  now  assumed  to  contain  some  error  A  such  that  the  two  sampled  functions  become 

f1{x)  =  f(x)samp(x) 


f2(x)  =  f(x  +  a  +  A)samp(x),  (lg) 

where  samp(x)  is  defined  in  Eq.  (3).  Using  Eqs.  (11)  and  ( 12)  to  reconstruct  the  spectrum  of  f(x)  on 
the  interval  -1/d  <  ^  <  1/d  gives 

F r  (4)  =  [cos  My  +  sin  MU  cot  (^)j  [6  K  -  y  exp  (j  nA4J  +  §  {%  +  exp  (-  j  itAtJ] 

-  {6[%- ~  ^)]  e*p(- j  (t  -  ^>)1  - 5  [^- (-  a + ^>)1  “Pp  ”  (a  *  ^)D  •  <19) 


where  the  r  subscript  indicates  the  reconstructed  spectrum.  The  last  two  terms  in  Eq.  (19)  represent 
aliased  spectral  components  that  have  not  been  completely  eliminated  in  the  reconstruction.  The 
reconstructed  signal  is  found  from  the  inverse  Fourier  transform  of  Eq.  (19)  as 


1-8 


fr(x)  =  2 
-2 


cos(jiAJjo)  +  sin(nA^))  c°t(^)]  cos(2t4x  +  ’^o) 


sin  (itAEn) 


sin(f) 


coS|2,t(l-4,)x-(f • 


(20) 


It  should  be  noted  that  expressions  for  the  reconstructed  signal  and  its  spectrum  given  in  Eqs.  (19) 
and  (20)  are  valid  for  both  positive  and  negative  shift  errors.  For  positive  shift  errors,  the  term 
corresponding  to  the  unaliased  signal  in  Eq.  (20)  increases  in  amplitude,  and  the  aliased  term 
subtracts.  For  negative  shift  errors,  the  unaliased  term  decreases  in  amplitude,  and  the  aliased  term 
undergoes  a  phase  reversal.  This  suggests  that  it  may  be  possible  to  use  the  phase  reversal  of  the 
aliased  components  to  determine  the  exact  image  shift  in  real  images. 

The  reconstruction  error  is  defined  as  the  mean-squared  error  between  the  reconstructed 
signal  and  the  original  signal  and  is  given  by 

MSE  =  jfr(x)-f(x)|2  . 

Using  Eqs.  (16)  and  (20),  the  difference  between  the  reconstructed  and  original  signals  can  be 
written  as 

fr  (x)  - f (x)  =  2 1 cos (itAiy  [cos (rcAy  +  sin (rcAy  cot jj  -  1 J  cos (2tc^0x) 

-  2  {sin  (jtAy  [cos  (rcAy  +  sin  (t&4)  cot(^)]}  sin  (2j4x) 


(21) 


-2 


sin(7tay 


Sin(®) 


(22) 


C0S[2n(d“^)X“Pcf  ' 


(23) 


In  all  cases  of  interest,  the  image  shift  will  be  less  than  half  the  pixel  pitch,  a  <  d/2,  the 
magnitude  of  the  error  will  be  less  than  the  image  shift,  |  A|  <  a ,  and  spatial  frequency  of  the  input 
signal  will  be  restricted  to  the  recoverable  bandwidth,  <  1/d.  Assuming  small  image  shifts  and 
small  shift  errors  such  that  a/d  «  1,  Eq.  (22)  can  be  approximated  as 

fr  (x)  -  f  (x)  -  2  (^)  cos  (274.x)  -  2  (tcAU  [  1  +  (^)]  sin  (2t4x) 

♦**•)!  • 

The  approximate  mean-squared  error  is  found  by  substituting  Eq.  (23)  into  Eq.  (21),  giving 

MSE  -  4  (^f  +  2  (Kiy*  [l  +  (4*)f  .  (M) 

To  minimize  the  mean-squared  error  in  the  reconstructed  sinusoidal  signal,  the  shift  error  A  must  be 
small  compared  to  the  submicroscan  image  shift.  The  reconstruction  error  also  depends  on  the 
frequency  of  the  aliased  signal,  with  smaller  frequencies  producing  less  error.  In  addition,  because  of 
the  second  term  in  Eq.  (24),  the  MSE  will  be  slightly  less  for  negative  shift  errors  than  positive 
errors.  This  suggests  that  when  the  exact  image  shift  is  unknown,  it  is  advantageous  to  overestimate 
the  image  shift  when  applying  the  reconstruction  algorithm. 
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5.  Two-dimensional  Interpolation 


The  one-dimensional  interpolation  technique  can  be  extended  into  two-dimensions  by 
applying  the  reconstruction  algorithm  on  each  dimension  separately.  This  requires  four  image  data 
sets  shifted  on  a  2  x  2  rectangular  submicroscan  grid,  where  the  x-  and  y-direction  image  shifts  need 
not  be  equal.  As  will  be  shown,  the  separability  of  the  interpolating  filters  in  each  direction  allows 
the  reconstruction  algorithm  to  be  interpreted  in  terms  of  two-dimensional  filtering.  Utilizing  two- 
dimensional  FFT  routines,  the  four  images  can  be  filtered  simultaneously  and  combined  to  form  the 
submicroscanned  image. 

Assuming  an  image  function  f(x ,  y)  ,  a  2  x  2  submicroscan  operation  will  produce  four 
sampled  data  sets  given  by 


fi  (x ,  y)  =  f(x , y)  samp(x  ,y) , 
f2  (x ,  y)  =  f(x  +  a ,  y)  samp(x  ,  y) , 
f3  (x  >  y)  =  .  y  +  b)  samp(x ,  y) , 


(25) 

(26) 
(27) 


f4  (x ,  y)  =f(x  +  a ,  y  +  b)  samp(x ,  y) , 

where  a  and  b  are  the  submicroscan  image  shifts  in  the  x  and  y  directions,  and 

samp  (x ,  y)  =  comb  ( j  ,  . 


(28) 

(29) 


Ignoring  the  y  direction  and  applying  the  one-dimensional  reconstruction  algorithm  on  the  image 
pairs  fj  and  f2 ,  and  f3  and  f4  along  the  x  direction ,  generates  two  images  interpolated  in  the  x  direction 
but  shifted  relative  to  each  other  in  the  y  direction.  In  the  spatial  frequency  domain,  the  spectra  of 
the  two  interpolated  images  can  be  written  according  to  Eq.  (11)  as 

Gi  £-y)  =  F\  ,  y)  Mfc)  +  F2£,  y)  M*  fc)  exp(-  j  2k^)  (3Q. 

and 


G2  ($,  y)  =  F3  6,  y)  M  {$)  +  F4  £ ,  y)  M*  ©  exp  (-  j  2*a4) , 


(31) 


where  the  upper-case  letters  indicate  one-dimensional  Fourier  transforms.  Next,  applying  the  one¬ 
dimensional  algorithm  in  the  y  direction  on  the  image  pair  in  Eqs.  (30)  and  (31)  yields  the  spectrum 
of  the  final  reconstructed  image.  Defining  an  interpolation  filter  for  the  y  direction  based  on  Eq.  (12) 
as 


N  "H  rect(w)  *  I  “‘I2"  m)  ,rf  (is)  • 


(32) 


the  spectrum  of  the  reconstructed  image  can  be  written  as 


Fr  &T|)  =  Gx  (4,n)  N  (Tl)  +  G*  (^,n)  N*  (ri)  exp  (-  j  2nbvi) , 


(33) 


or 

Fr  (4,n)  =  F,  (£,,r|)  M(^)N(n)  +  F2  (4,11)  M*  (4)N  (n)  exp (- j  2*a4) 

+  F3 (4,h)  M(4) N (ti)  exp(-j  2nbn)+  F4 (4,r|)  M* (4)N* (r|)  exp[-j  2jc(a4  +  bp)]  (34) 

From  Eq.  (34),  a  two-dimensional  interpolating  filter  function  can  be  determined  for  each  of  the  four 

sampled  image  data  sets. 

Numerically,  the  four  N  x  N  image  data  sets  are  first  expanded  to  2N  x  2N  points  by 
inserting  zeros  for  every  other  data  point  in  the  x  and  y  directions.  Taking  the  two-dimensional  FFT 
of  the  images  yields  the  sampled  versions  of  the  image  spectra  in  Eq.  (34)  over  the  spatial  frequency 
range  of-  1/d  <  4  <  1/d  and  —  1/d  <  rj  <  1/d.  Multiplying  each  image  spectra  by  its  associated  two- 
dimensional  interpolation  filter  in  Eq.  (34),  and  then  summing  the  results  produces  the  final  image 
spectrum.  A  final  inverse  FFT  yields  the  2N  x  2N  unaliased  submicroscanned  image. 

6.  Simulations 

The  one-dimensional  submicroscan  technique  was  demonstrated  using  a  one-dimensional 
chirped-frequency  signal.  This  signal  was  chosen  to  illustrate  aliasing  effects  in  the  sampled  image. 
The  object  function  before  sampling  consisted  of  2210  data  points  and  is  shown  in  Fig.  2. 


X  (o.u.) 

Fig.  2.  Chirped-frequency  object  function. 

For  thi?  case,  the  effects  of  the  optics  were  ignored.  The  detectors  in  the  FPA  were  assumed  to  have  a 
width  of  13  points  and  a  pixel  pitch  of  17  points.  Prior  to  sampling,  the  object  function  was  convolved 
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with  a  detector  function  to  simulate  blurring  due  to  the  finite  detector  size.  The  convolution  kernel 
was  assumed  to  be  a  rectangle  function  with  a  width  of  13  points.  The  blurred  image  is  shown  in  Pig. 
3. 


X  (o.u.) 

Fig.  3.  Blurred  object  function. 


The  sampled  images  were  generated  by  sampling  the  blurred  object  function  at  every  17 
points  to  simulate  the  detector  spacing.  This  produced  images  consisting  of  128  points.  The  relative 
image  shift  between  the  two  data  sets  was  2  points,  giving  an  image  shift  of  12  percent  of  the  pixel 
pitch.  The  two  128-point  images  were  then  interpolated  using  the  submicroscan  technique  to  produce 
a  256-point  image.  Also,  one  of  the  128-point  images  was  interpolated  to  256  points  using  standard 
techniques  for  comparison.  This  standard  image  and  the  submicroscanned  image  are  shown  in  Figs. 

4  and  5.  Aliasing  in  the  standard  image  is  obvious  and  it  is  completely  removed  in  the 
submicroscanned  image. 
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Fig.  4.  Image  obtained  without  submicroscanning. 
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X  (o.u.) 

Fig.  5.  Image  obtained  with  submicroscanning  technique. 

Sampling  artifacts  that  cause  variations  in  the  amplitude  of  the  signal  are  apparent  in  the 
submicroscanned  image  .  As  shown  in  Fig.  6,  these  artifacts  vanish  when  the  image  is  interpolated  to 
1024  points  using  standard  techniques. 
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Fig.  6.  Submicroscanned  image  interpolated  to  1024  points. 

For  the  two-dimensional  case,  a  Fresnel  zone  plate  was  used  as  the  test  object.  Image 
blurring  was  not  performed  prior  to  sampling  for  this  case.  The  images  were  sampled  by  taking  every 
17th  point  in  the  object  as  in  the  one-dimensional  case  to  produce  128  x  128  images.  A  rectangular 
submicroscan  grid  was  used  to  generate  four  128  x  128  images  with  a  relative  image  shift  of  6 
percent  of  the  pixel  pitch  in  each  shift  direction.  The  four  images  were  interpolated  using  the  two- 
dimensional  submicroscan  technique  to  produce  a  256  x  256  image.  For  comparison,  one  of  the  128  x 
128  images  was  interpolated  to  256  x  256  points  using  standard  techniques  as  was  done  in  the  one¬ 
dimensional  case.  This  standard  image  and  the  submicroscanned  image  are  shown  in  Figs.  7  and  8. 
The  reduction  in  aliasing  is  clearly  evident  in  Fig.  8. 
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Fig.  8.  Two-dimensional  image  obtained  with  submicroscanning  technique. 
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7.  Experimental  Results 


A  verification  of  the  submic  .  interpolation  technique  was  performed  using  a  liquid- 
crystal  beam  steerer  designed  for  uon  at  1.064  pm.  This  device  produced  a  maximum  OPD  of 
1.064  pm  over  a  clear  aperture  of  .  >  cm,  giving  a  submicroscan  angle  of  52  prad.  The  imaging 

sensor  was  an  Amber  InSb  system  with  a  128  x  128  FPA  and  associated  optics  for  3-  to  5-pm 
operation.  The  detectors  in  the  FPA  were  40-pm  square  with  a  50-pm  pixel  pitch.  An  F/3  lens  system 
with  a  100-mm  focal  length  combined  with  a  submicroscan  angle  of  52  prad  generated  an  image  shift 

of  5.2  pm.  The  experimental  setup  is  shown  in  Fig.  9. 

IR  Wire-Grid 
f  =  100  mm  Polarizer 


From  Target/ 

Collimator  Assembly 

IR  Imaging  Sensor  L,Juld_C[ysta| 

Beam  Steerer 

Fig.  9.  Nonmechanical  microscan  experimental  setup. 

The  IR  wire-grid  polarizer  was  necessary  to  polarize  the  incident  radiation  along  the  extraordinary 
ray  direction  in  the  liquid  crystal.  An  adjustable  iris  positioned  in  front  of  the  polarizer  blocked 
unwanted  stray  radiation  at  the  expense  of  increased  background  noise.  Due  to  time  constraints,  the 
cold  shield  of  the  imaging  system  was  not  adjusted  to  reduce  this  background  noise. 

Although  the  beam  steerer  was  designed  for  1.064  pm,  it  was  predicted  to  have 
approximately  35  percent  transmittance  from  3  to  3.5  pm.  The  overall  transmittance  of  the  beam 
steerer-polarizer  combination  was  expected  to  be  below  12  percent.  High-temperature  blackbody 
targets  were  necessary  due  to  the  low  transmittance  and  short  wavelengths.  A  target  temperature  of 
61°  C  with  a  background  temperature  of  50°  C  was  chosen  to  maximize  image  contrast  within  the 
constraints  of  the  blackbody  sources.  Since  the  Nyquist  frequency  of  the  imaging  system  was  1.0 
cyc/mrad,  a  four-bar  target  with  a  spatial  frequency  of  1.5  cyc/mrad  was  chosen  so  that  aliasing 
would  occur.  The  cutoff  spatial  frequency  due  to  the  detector  size  was  2.5  cyc/mrad. 

Two  image  fields  were  acquired;  one  with  the  beam  steerer  off  and  the  other  with  the  beam 
steerer  switched  on.  In  both  cases,  the  image  of  target  was  aliased  and  unresolved.  These  image 
fields  are  shown  in  Figs.  10  (a)  and  (b).  The  two  images  were  then  processed  using  the  submicroscan 
interpolation  technique  to  produce  an  unaliased  submicroscanned  image.  Contrast  in  both  of  the 


images  was  low,  but  as  shown  in  Fig.  11,  the  four-bar  target  is  resolvable  in  the  submicroscanned 
image.  _ _ _ _ 


Fig.  10(a).  Aliased  image  of  a  four-bar  target  with  the  beam  steerer  on. 


Fig.  10(b).  Aliased  image  of  a  four-bar  target  with  the  beam  steerer  off. 
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Fig.  11.  Submicroscanned  image  of  a  four-bar  target. 
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8.  Conclusions 


Submicroscan  interpolation  techniques  provide  a  method  of  incorporating  optical  space-fed 
phased  arrays  as  nonmechanical  beam  steerers  in  microscanned  imaging  sensors.  While  typical 
microscan  patterns  require  image  shifts  of  a  half  pixel  pitch,  the  submicroscan  patterns  used  here 
require  image  shifts  of  only  a  small  fraction  of  the  pixel  pitch.  Small  image  shifts  are  necessary 
because  the  liquid-crystal  beam  steerers  have  a  limited  steering  angle  if  dispersion  effects  associated 
with  the  grating-like  nature  of  these  devices  are  to  be  avoided.  The  interlaced  sampled  images 
produced  by  these  devices  can  be  processed  using  the  unique  interpolation  techniques  derived  here  to 
obtain  results  equivalent  to  those  of  typical  microscanning. 

The  experimental  results  demonstrate  that  liquid-crystal  beam  steerers  can  be  used  to 
perform  nonmechanical  microscanning  when  combined  with  submicroscan  interpolation  techniques. 
The  results  given  here  were  generated  under  non  optimum  operating  conditions  with  a  device  not 
designed  for  operation  over  3  to  5  pm.  A  device  specifically  designed  for  this  application  would  have  a 
much  higher  transmittance  over  the  passband  and  would  produce  a  dramatic  improvement  in  image 
contrast. 

Currently  available  liquid-crystal  beam  steerers  can  only  steer  in  one  direction,  but  they 
would  be  able  to  provide  image  enhancement  along  one  direction  in  the  FOV  of  a  staring  imaging 
sensor.  Hardware  implementation  of  FFT  algorithms  and  the  use  of  multiprocessor  systems  should 
provide  increased  frame  rates  for  submicroscanned  sensors  utilizing  liquid-ciystal  beam  steerers. 
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AN  APPROACH  FOR  UNIFIED  SENSOR  MANAGEMENT  DESIGN 

Milton  L.  Cone 
Assistant  Professor 

Department  of  Computer  Science/Electrical  Engineering 
Embry-Riddle  Aeronautical  University 

Abstract 

Modern  aircraft  are  sophisticated  machines  with  increasing  numbers  of  sensors  that  generate  more  data  and 
operate  in  a  greater  variety  of  modes  than  ever  before.  To  improve  the  performance  of  these  machines  a 
sensor  manager,  in  the  words  of  Stan  Musick,  is  necessary  "to  direct  the  right  sensor  to  the  right  task  at  the 
right  time."  The  design  of  a  sensor  manager  is  difficult.  The  common  approach  is  to  use  ad  hoc  methods 
develop  rules  which  direct  the  sensors'  operation  under  various  conditions.  The  goal  is  to  develop  a 
technique  that  unifies  the  sensor  manager  design.  This  report  examines  one  such  technique,  the  Analytic 
Hierarchy  Process.  The  author  concludes  that  a  modified  version  of  the  Analytic  Hierarchy  Process  is  a  good 
candidate  for  the  job  of  design  integrator  for  the  development  of  a  sensor  manager. 
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An  Approach  for  Unified  Sensor  Management  Design 

Milton  L.  Cone 

Introduction 

In  future  combat  missions  where  high  valued  assets  are  used  against  large  numbers  of  lesser  valued 
assets,  a  very  high  exchange  rate  will  be  militarily  as  well  as  politically  necessary.  Future  sensor  systems 
are  expected  to  produce  large  quantities  of  information  that  can  easily  overload  a  pilot  thus  degrading  his 
performance  and  reducing  the  exchange  ratio.  Several  software,  pilot  interface  and  hardware 
improvements  are  needed  to  aid  the  pilot  in  reacting  and  controlling  these  advanced  systems.  The 
Formal  Mathematical  Methods  for  Sensor  Management  (FMMSM)  is  one  of  these  programs.  Initiated  by 
Stan  Musick  of  WL/AAAS-3,  Wright  Labs,  Wright-Patterson  AFB,  OH,  this  program  addresses  the  design 
of  smart  controllers  for  the  on-board  sensors.  While  recent  sensor  managers  for  tactical  aircraft  have 
been  assembled  by  ad  hoc  or  combinations  of  methods,  this  program’s  approach  is  to  develop  rigorous 
methods  for  a  unified  sensor  management  design. 

AHP1  Overview 

This  report  uses  the  Analytic  Hierarchy  Process,  AHP,  as  a  method  to  guide  the  design  of  the  functions 
of  the  sensor  manager  system.  In  some  cases  an  AHP  design  will  be  used  to  achieve  a  sensor  manager 
function.  In  other  cases  the  AHP  design  philosophy  will  be  used  as  a  paradigm  to  guide  the 
development.  This  approach  maintains  a  consistent  design  philosophy  throughout  the  sensor 
management  system.  The  design  of  one  sensor  manager  function  will  be  completed  using  two  AHP 
decompositions. 

The  first  principle  of  AHP  is  that  a  system  can  be  broken  down  into  hierarchies.  Most  techniques 
subscribe  to  this  type  of  decomposition.  In  AHP  these  hierarchies  reflect  a  natural  decomposition  of  a 
system  into  the  basic  elements  of  the  problem.  Saaty'  calls  these  basic  elements  the  problem’s  entities. 
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By  progressing  from  top  to  bottom  ot  the  AHP  hierarchy,  the  entities  change  from  general  or  more 
uncertain  to  more  particular  or  definite  .  Entities  can  be  grouped  into  levels  which  influence  only  the 
entities  at  the  next  higher  level  and  are  influenced  only  by  entities  at  the  next  lower  level.  Within  any  one 
level  an  entity  is  influenced  by  all  of  the  entities  at  the  next  lower  level.  See  Figure  1  reproduced  from 
reference  2  for  an  example.  In  that  figure  the  entity  "Maximize  Long  Range  Knowledge"  is  affected  by  all 
of  the  level  3  entities  but  not  directly  by  any  of  the  level  4  requests. 

The  second  AHP  principle  is  comparative  judgement.  Preferences  are  developed  between  each  of  the 
entities  at  a  level  with  each  of  the  entities  at  the  next  lower  level.  These  preferences  are  pair-wise 
comparative  judgements  of  the  relative  importance  of  each  of  the  lower  level  entities  to  each  one  of  the 
entities  at  the  next  higher  level.  For  example  in  Figure  1 ,  "ATR-Classification  Requests"  is  compared  to 
"ATR-Recognition  Requests"  to  determine  which  entity  better  satisfies  the  subgoal  of  "Maximum  Long 
Range  Knowledge" .  A  pair-wise  comparison  is  made  between  each  of  the  request  characteristics  to 
determine  their  contribution  towards  maximizing  long  range  knowledge.  The  pair-wise  comparisons 
become  elements  in  a  comparison  matrix  which  is  used  to  determine  overall  priorities.  Thus  "Maximum 
Long  Range  Knowledge"  produces  a  13x13  preference  matrix  of  pair-wise  comparisons.  Additionally, 
each  of  the  four  subgoals  also  has  a  13  x  13  matrix  associated  with  it. 

The  third  principle  of  AHP  is  the  synthesis  of  priorities.  In  going  from  the  bottom  to  the  top  of  the 
hierarchy,  AHP  determines  the  ability  of  each  of  the  lowest  level  actions  to  contribute  to  each  of  the 
entities  in  each  of  the  higher  levels  until  finally  the  best  action  to  satisfy  the  global  priority  is  chosen.  In 
Figure  1 ,  AHP  ranks  all  requests  according  to  their  ability  to  meet  some  overall  sensing  goal.  As  each 
request  is  processed  through  the  hierarchy  different  request  characteristics  and  subgoal  priorities  cluster 
together.  The  pair-wise  preference  matrices  determined  above  make  sure  that  the  contribution  of  each 
request  to  each  of  the  intervening  levels  is  properly  included.  At  the  top  level  each  sensor  request  has 
been  compared  to  each  other  sensor  request  on  the  basis  of  its  ability  to  satisfy  the  overall  goal.  Saaty 
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provides  details  on  the  matrix  manipulations.  They  will  not  be  reproduced  here  as  the  mam  interest  of  this 
paper  is  on  decomposition. 


When  the  pilot  is  a  sensor  manager,  he  develops  a  prioritized  target  list,  assigns  which  sensor  he  wants 
to  perform  each  task  and  then  determines  when  he  wants  the  task  to  happen.  He  may  have  valid 
reasons  for  some  choices  and  preferences  for  others.  The  difference  between  a  valid  reason  and  a 
preference  is  that  a  valid  reason  is  a  preference  supported  by  stronger  evidence.  AHP  is  a  process  which 
formalizes  the  pilot’s  actions  into  a  design  for  a  sensor  manager. 

Miss:  vtanaaer  Overview 

The  guidance  to  contractors  for  the  FMMSM  program  outlines  how  a  sensor  manager  system  fits  intc  the 
larger  mission  manager  system.  Generally  a  mission  manager  coordinates  all  on-board  operations, 
tailoring  the  operation  of  each  of  the  systems  to  the  particular  phase  of  the  mission.  In  any  aircraft  there 
are  basically  three  things  to  control.  These  are  the  flight  controls  of  the  plane,  the  weapon  systems  that 
may  be  on-board  the  plane  and  the  sensor  systems  that  are  available  in  the  plane.  Figure  2  shows  how 
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information  flows  between  the  system  manager  and  the  pilot,  on-board  systems  and  external  systems. 
Modem  aircraft  will  be  intemetted  with  other  aircraft  in  its  flight  as  well  as  with  external  systems  such  as 
AWACS.  For  the  FMMSM  study  the  internetting  function  was  not  considered.  This  approach  makes  a 
simpler  problem  whose  solution  can  be  extended  when  internetting  is  permitted. 

Figure  3  outlines  the  inner  workings  of  the  mission  manager.  There  are  seven  functions  within  the 
mission  manager .  The  Mission  Manager  Executive  directs  the  operation  of  the  other  six.  It  maintains 
control  of  the  flow  of  all  information  into  and  out  of  the  mission  manager  and  between  functions  within  the 
mission  manager.  While  flight  control  is  far  more  complex  than  indicated,  it  is  not  the  focus  of  this  paper 
and  so  is  represented  by  a  single  box.  (This  will  be  done  again  in  the  description  of  the  pilot-vehicle 
interface  where  several  functions  are  grouped  together.  In  AHP  terminology  this  is  analogous  to 


Figure  3  A  Mission  Manager  Decomposition 
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clustering  of  entities  when  moving  up  the  hierarchy.)  The  internetting  function  has  been  disabled  and  will 
be  referred  to  only  when  necessary  to  show  how  that  function  can  be  incorporated  into  the  current  design. 
Three  of  the  four  remaining  functions  will  be  briefly  described.  These  descriptions  are  similar  to  the  ones 
in  the  A3M  study3.  The  fourth.  Sensor  Management,  will  be  more  fully  described  using  AHP  to  develop 
the  design. 

The  function  of  fire  control  is  to  determine  prioritization  for  each  track  designated  by  the  pi1  :t  or  the 
internetting  function  (ignored  here),  to  select  and  allocate  weapons,  and  to  compute  the  ■?*  jnch  envelopes 
for  ownship’s  weapons  for  each  target.  Missile  update  guidance  and  kill  assessment  can  be  computed  if 
required. 

The  pilot-vehicle  interface  allows  the  pilot  to  communicate  with  the  mission  manager  executive.  While  the 
broad  view  of  the  mission  manager  taken  here  includes  all  controls  with  which  the  pilot  interacts,  the 
concentration  is  on  displays  and  cockpit  controls  involving  the  sensors.  The  status  of  all  sensors  and 
weapons  systems,  missile  launch  envelopes  and  kill  assessment  may  be  displayed.  The  pilot  inputs  his 
commands  through  controls  on  the  stick,  cockpit  switches  or  touch-screen  menu  options.  In  advanced 
designs,  the  pilot-vehicle  interface  may  also  include  voice  actuation.  The  pilot-vehicle  interface  includes 
mission  planning  and  automatic  route  planning.  Many  of  these  functions  would  be  broken  out  into  their 
own  blocks  in  a  complete  system  description.  Here  it  is  convenient  to  group  them  together. 

Multisource  integration,  MSI,  fuses  sensor  data  and  creates  and  maintains  the  MSI  track  files.  These  files 
are  composite  tracks  derived  from  inputs  from  all  on-board  sensors.  Inputs  from  the  radar  and  IRST 
sensors  (assumed  available)  are  used  to  develop  composite  kinematic  tracks.  An  identification  function  is 
also  provided  which  determines  classification  (fighter,  bomber,  tank,  armored  personnel  carrier,  et 
cetera),  target  type  (Mig  29,  B-52,  T-72,  BMP-1)  and  friend/foe/neutral.  It  is  assumed  that  an  individual 
sensor  continues  to  perform  its  tracking  function  if  it  has  one.  The  multisource  integration  function  fuses 
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existing  correlated  tracks  or  attribute  data  from  each  sensor.  (In  some  designs  the  individual  sensor  track 
correlation  function  is  also  performed  by  the  MSI.)  The  MSI  then  prepares  a  request  for  the  sensor 
manager  indicating  on  which  targets  it  wants  additional  data,  what  service  it  requires  and  why  it  thinks  this 
data  is  required.  Generally  this  will  be  a  request  for  information  on  all  new  and  active  tracks.  The 
architectural  implementation  of  this  request  generation  process  may  be  at  the  sensor  or  MSI  level  as  part 
of  that  system,  at  the  sensor  manager  but  distributed  at  the  sensor  or  MSI  processor,  or  at  the  sensor 
manager  as  part  of  the  sensor  manager’s  central  processor.  Here  request  generation  is  assumed  to  take 
place  at  the  source  of  the  data.  Hence  each  sensor  generates  its  own  requests  for  the  sensor  manager 
as  does  the  MSI.  If  this  assumption  is  not  true  then  the  sensor  manager  diagram  in  Figure  4  gains 
another  block  for  request  generation. 

Sensor  Manager 

The  sensor  manager  directs  the  controllable  sensors  on  the  aircraft.  The  manager  intelligently  makes 
sensor  assignments  based  on  requests  of  the  mission  manager  executive.  This  may  include  pilot 
requests,  requests  from  the  internetting  function  for  cooperative  attack  planning,  requests  from  the  fire 
control  for  weapons  launch  or  attack  support  and  requests  for  special  operations  like  passive  sensing 
from  the  mission  manager  executive.  Figure  4  shows  the  functions  that  the  sensor  manager  performs 
and  the  flow  of  information  into  and  out  of  each  function.  The  sensor  manager  first  validates  the 
requests.  This  includes  checking  the  existing  database  to  see  if  the  request  can  be  fulfilled  without  any 
additional  sensing.  The  request  then  enters  onto  a  list  of  tracks  to  be  serviced.  The  sensor  manager 
prepares  this  list  of  all  tracks  requiring  sensing  from  the  special  requests,  the  multisensor  integrator,  the 
tracking  sensors  and  the  mission  manager  (for  search  requests).  (The  basic  principle  is  that  every 
function  should  prepare  its  own  request.  The  sensor  manager  takes  the  global  view  and  prioritizes  these 
requests.)  This  process  requires  inputs  from  the  mission  manager  executive  to  establish  mission 
priorities,  the  navigation  system  for  ownship  coordinates,  the  internetting  system  and  the  broad  area 
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Figure  4  Functions  of  the  Sensor  Manager  and  Relation  to  the  Mission  Manager 
detection  systems  like  a  radar  warning  receiver  for  threat  areas  to  search. 


Next  the  sensor  manager  has  to  create  a  prioritized  list  of  tracks.The  sensor  manager  can  do  four  things. 
It  can: 

1 .  order  a  track  update  on  an  existing  track  to  maintain  tracking  and/or  to  increase  accuracy, 

2.  order  a  sensor  to  collect  more  information  to  try  to  identify  by  class,  type  or  friend/foe/neutral, 
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3.  direct  a  sensor  to  determine  more  information  about  the  number  of  targets  in  an  existing  track, 


and 

4.  redirect  a  sensor’s  search  area  or  technique  to  satisfy  mission  priority. 

For  these  four  functions  the  Sensor  Manager  determines  a  priority  based  on  a  set  of  predetermined 
criteria  and  weights.  From  the  prioritized  list  of  tracks  the  sensor  manager  determines  which  sensor 
services  are  to  be  performed  by  each  controllable  sensor  and  issues  the  broad  commands  to  each 
sensor.  In  the  next  section  more  detail  about  each  of  the  sensor  manager  functions  and  an  AHP  design 
for  the  "Prioritize  Requests"  is  given. 

Request  Validation  Function 

The  Mission  Manager  communicates  the  sensor  status  and  all  requests  for  sensor  service  to  the  Mission 
Manager  Executive.  The  Mission  Manager  Executive  coordinates  the  activities  of  the  other  mission 
manager  functions.  Requests  for  sensor  service  can  come  from  the  sensors,  the  MSI,  the  pilot, 
Internetting  and  Fire  Control.  A  request  is  composed  of  a  request  number  assigned  by  the  Sensor 
Manager  Executive,  a  track  number  if  one  exists,  a  request  for  the  type  of  service  desired  (which  are  track 
update,  track  identification,  track  raid  assessment  or  area  search),  and  a  request  for  a  particular  sensor 
and  mode  if  known.  These  requests  are  validated  according  to  broad  sensor  availability  rules.  These 
include  such  criteria  as: 

1 .  The  sensor  is  not  operational 

2.  The  sensor  is  under  the  control  of  the  pilot 

3.  The  mission  goals  restrict  the  use  of  the  sensor. 

Generally  only  certain  requests  will  require  a  specific  sensor.  These  typically  come  from  the  pilot  or  from 
a  lower  level  cueing  where  one  sensor  derives  pointing  commands  for  another  sensor  or  predicts  the 
onset  of  a  particular  target  activity  or  maneuver.  Any  interaction  between  sensors  should  be  coordinated 
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through  the  sensor  manager.  The  sensor  manager  has  a  global  view  of  sensor  requirements.  Letting  the 
sensors  interact  on  their  own  makes  it  difficult  for  the  sensor  manager  to  effectively  control  the  limited 


sensor  resources. 

Prioritize  Request  Function 

The  validated  requests  are  passed  to  the  Prioritize  Requests  function.  This  function  establishes  the 
preference  for  which  request  to  service  first  and  which  sensor  mode  will  fill  that  request.  Figures  5  and  6 
show  how  those  preferences  are  developed  using  AHP.  A  request  comes  in  to  the  sensor  manager  with 
a  known  type  of  service  desired  (update  track,  update  ID,  update  raid  assessment  or  perform  search). 
The  type  of  service  picks  one  of  the  paths.  For  example,  the  preferences  for  update  tracks  would  be  (1 , 
0,  0,  0)  indicating  no  preference  for  update  ID,  update  raid  assessment  or  search.  (It  might  be  possible 
fora 


Figure  5  Prioritize  All  Requests 
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preference  to  be  mixed  for  example  (1 . 1 , 0,  0)  indicating  an  equal  desire  for  two  services.)  The  next  level 
lists  characteristics  that  allow  discrimination  of  which  type  of  service  best  fits  the  incoming  request.  At  the 
lowest  level  are  ail  of  the  requests.  For  each  request,  functions  can  be  created  that  calculate  a  value  for 
track  loss  potential  and  track  imminence3.  Track  loss  potential  is  the  likelihood  of  losing  a  track;  track 
imminence  estimates  the  time  to  encounter  ownship.  For  example  the  function  that  determines  track  loss 
potential  might  be  a  function  of  track  speed,  altitude,  range,  track  ID,  time  since  last  update,  variances 
associated  with  MSI  estimates  of  track's  range,  azimuth  and  elevation.  The  track  imminence  function 
might  be  a  function  of  distance  to  ownship,  track  velocity  and  their  relative  variances.  The  function  for 
track  disposition  expresses  the  intent  of  the  track  as  either  friendly,  unknown  or  hostile.  This  information 
is  available  from  the  attribute  fusion  function  of  the  MSI.  The  Mission  Phase  Requirement  is  a  preference 
for  track  or  search  based  on  mission  phase.  The  mission  phase  is  established  by  pilot  input  or  the 
mission  manager.  Time  Since  Last  Search  shows  the  preference  for  search  over  track  as  the  search  data 
ages.  This  characteristic  forces  a  search  to  be  done  periodically.  For  this  decomposition,  AHP’s 
prioritization  scheme  is  similar  to  that  advocated  in  Popoli4  using  fuzzy  set  theory.  See  his 
■Demonstration  1  \ 

In  Figure  5,  preferences  must  be  expressed  between  the  various  sen/ice  requests  and  the  various 
characteristics  of  the  tracks.  While  there  can  be  a  good  argument  that  all  are  equally  important,  it  seems 
that  in  most  cases  raid  assessment  is  less  important  than  knowing  the  track’s  ID  or  maintaining  a  good 
track.  The  danger  in  assigning  these  values  is  that  in  the  end  all  requests  will  be  ranked  with  those 
highest  ranked  generally  getting  the  best  and  fastest  service.  If  update  ID  is  generally  given  a  higher 
preference  than  raid  assessment,  then  raid  assessment  may  not  ever  get  done.  But  if  maintaining  a 
good  track  means  doing  a  raid  assessment  then  the  two  combine  to  make  this  a  very  high  priority  task. 
The  strength  of  AHP  is  that  these  preferences  are  clearly  evident  and  easily  modified. 

Figure  6  shows  how  the  prioritized  requests  from  Figure  5  get  assigned  to  the  desired  sensor  and  sensor 
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Figure  6  Assigning  Preferred  Sensor  Modes  to  Prioritized  requests 
mode.  The  goal  of  this  process  is  a  list  of  tracks,  along  with  the  associated  preference  for  which  tracks  to 
service,  and  the  preference  for  which  sensor  mode  to  assign  to  that  track.  The  sensor  manager  exists  at 
two  levels4.  There  is  the  macro-level  that  is  centralized  in  one  processor  and  a  p-level  which  is  distributed 
in  the  individual  sensor  processors.  When  the  sensors  generate  the  original  requests  the  p  sensor 
manager  calculates  whether  a  track  update,  ID  update  or  raid  assessment  is  required.  This  process  will 
be  based  on  a  set  of  criteria  such  as  maximum  position  error,  maximum  velocity  error,  minimum  track 
score  determined  by  some  function  (there  may  be  several  of  these),  maximum  residual  allowable  or  time 
from  last  update.  The  determination  to  request  a  track  update  carries  with  it  the  values  of  these  criteria. 
The  macro-manager  takes  these  values  and  prioritizes  them  in  real  time.  The  preferences  for  which 
sensor  modes  best  address  a  type  of  request  are  made  off-line.  Assignments  are  made  using  a 
weighted  AHP  technique  that  reflect  a  sensor  mode’s  availability.  The  mode  availability  will  be  reduced 
by  a  factor  k,  0<k<1 ,  each  time  that  that  mode  is  assigned  to  a  request.  The  factor  k  is  based  on  the 
average  expected  duration  of  the  tasks  to  be  executed  between  sensor  manager  updates.  An  example 
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may  help  clarify  how  this  process  works. 


Suppose  a  request  for  a  track  update  is  generated  by  the  radar  sensor  ^manager.  The  pmanager  has 
sensed  that  the  track  quality  is  degrading  because  the  maximum  time  criteria  from  the  last  update  and 
the  maximum  residual  has  been  exceeded.  It  has  been  established  that  the  first  track  quality  measure  is 
best  corrected  by  sensor  1 ,  modes  a,  d  or  f  or  sensor  3,  modes  e  or  g  and  the  latter  track  quality  measure 
is  corrected  by  sensor  2,  mode  b  or  sensor  3,  modes  e  or  h.  Depending  on  the  degree  by  which  one 
sensor  mode  is  preferred  over  the  other,  sensor  3,  mode  e  will  probably  have  the  highest  preference. 

After  picking  sensor  3,  mode  e  the  weight  of  that  sensor  mode  is  reduced  by  the  factor  k.  Assume  k  is 
0.25  and  the  previous  weight  of  sensor  3,  mode  e  is  1 .0,  then  for  the  next  time  the  preferences  are 
generated  that  involve  sensor  3,  mode  e  the  preference  for  that  sensor  mode  is  reduced  but  not  to  0.  The 
reason  for  not  reducing  the  weight  to  zero  the  first  time  that  sensor  mode  is  picked  is  that  the  process 
may  be  completed  in  less  time  than  it  takes  to  repeat  the  sensor  manager  cycle.  This  technique  allows 
one  sensor  in  a  particular  mode  to  be  used  more  than  once.  Depending  on  how  the  sensor  operates  it 
may  be  necessary  to  reduce  all  of  the  sensor’s  modes  by  a  factor  when  any  mode  for  that  sensor  is 
picked. 

Schedule  Requests  Function 

Leaving  the  Prioritize  Request  block  are  requests  that  are  prioritized  according  to  their  importance  and 
which  have  assigned  sensors  and  sensor  modes  appropriate  for  their  requirements.  The  next  block  on 
Figure  4  is  the  Schedule  Requests  function.  The  two  common  approaches  to  scheduling  are  the  myopic 
or  “best  first"  and  the  non-myopic  or  “brick  laying  approach4.*  The  best  first  approach  takes  the  highest 
priority  request  and  fills  it  first  and  then  works  through  the  list  until  there  are  no  more  requests  or  no  more 
sensor  time  to  be  allocated.  The  brick  laying  approach  tries  to  optimize  the  scheduling  so  that  some 
criteria  is  maximized.  Frequently,  this  criteria  is  to  serve  the  most  requests.  A  search  of  all  combinations 
of  potential  sensor  assignments  finds  the  combination  that  serves  the  most  requests.  The  major 
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drawback  to  the  bricklaying  approach  is  the  amount  of  time  that  the  exhaustive  search  takes  and  the 
inability  to  serve  pop-up  requests4.  Popoli  suggests  that  the  macro-manager  has  two  types  of  taskings, 
fluid  and  hard  deadline.  Fluid  tasks  can  be  scheduled  most  anytime  during  the  sensor  manager  cycle  but 
may  still  have  some  weak  constraint  like  “can’t  start  before  such  a  time*.  The  hard  deadline  tasks  have  to 
be  scheduled  within  a  narrow  window  of  time.  An  example  of  a  hard  deadline  task  is  a  missile  update 
request  generated  from  the  fire  control  system.  Either  approach  may  be  better  based  upon  a  specific 
application  but  Popoli  recommends  the  myopic  approach  since  the  macro-manager  generally  has  very 
fluid  tasking  requests.  This  implies  many  solutions  are  nearly  optimal  so  that  an  exhaustive  search  is 
unnecessary.  He  also  feels  that  a  myopic  scheduler  can  best  handle  pop-up  requirements  like 
rescheduling  a  failed  sensor  request  without  waiting  until  the  next  macro-manager  cycle.  The  myopic 
scheduler  described  by  Popoli  looks  at  the  ha'd  deadline  tasks  first.  The  highest  priority  task  is  taken  and 
scheduled.  Then  as  many  fluid  tasks  as  can  be  fit  before  the  first  hard  deadline  occurs  will  be  scheduled. 
Fluid  tasks  are  taken  on  a  highest  priority  basis.  Anytime  a  pop-up  task  is  sensed  a  new  fluid  schedule  is 
generated  and  the  process  repeats. 

Develop  Broad  Commands  Function 

The  next  block  in  figure  4  is  develop  broad  commands.  This  function  generates  the  high  level  tasking  for 
the  sensor.  These  commands  tell  the  sensor  what  tasks  to  perform.  The  commands  are  communicated 
from  the  central  processor  to  a  part  of  the  sensor  manager  located  in  the  sensor’s  processor.  This 
remote  sensor  manager  is  called  a  p  sensor  manager.  The  p  sensor  manager  develops  the  low  level 
commands  that  tell  the  sensor  how  a  particular  task  can  best  be  accomplished. 

Summary 

This  report  has  shown  how  AHP  can  be  adapted  to  perform  the  functions  required  for  a  unified  sensor 
design.  AHP  follows  the  three  principles  of  problem  solving1.  These  are  decomposition,  comparative 
judgements  and  synthesis  of  priorities.  Within  the  broad  framework  that  AHP  pmvit ->s.  many  different 
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techniques  for  uncertainty  management  can  be  incorporated.  This  makes  AHP  a  good  candidate  for  the 
job  of  design  integrator  for  the  development  of  a  sensor  manager. 
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SCANNING  IMAGE  PROCESSING  FOR  OPTICAL  REMOTE  SENSING 


Bradley  D.  Duncan,  PhD. 

Assistant  Professor 
Center  for  Electro-Optics 
Department  of  Electrical  Engineering 
University  of  Dayton 

Abstract 

An  incoherent  two  pupil  scanning  image  processing  technique  appropriate  for 
optical  remote  sensing  applications  (e.g.,  LADAR)  has  been  investigated.  By  scanning 
simultaneously  with  two  superposed  optical  beams,  of  slightly  different  temporal 
frequencies,  complex  ii.e.,  amplitude  and  phase)  and/or  bipolar  spatial  filtering 
operations  can  be  applied  to  intensity  representations  of  remote  objects.  The  technique 
is  similar  in  a  sense  to  the  way  by  which  computer  based  post  processing  has 
traditionally  been  applied  to  incoherent  optical  images  in  that  an  appropriate  optical 
convolution  kernel,  generated  by  the  two  pupil  interaction  process,  is  convolved  by 
scanning  with  object  intensity  records.  The  all  optical  technique,  however,  is  capable  of 
real  time  image  processing,  and  in  many  instances  may  be  capable  of  producing  higher 
resolution  processed  images  than  are  achievable  by  computer  based  post  processing 
alone. 


SCANNING  IMAGE  PROCESSING  FOR  OPTICAL  REMOTE  SENSING 

Bradley  D.  Duncan,  PhJD. 


INTRODUCTION: 

In  conventional  (i.e.,  single  pupil)  optically  incoherent  scanning  image  processing 
systems,  severe  limitations  exist  on  the  image  processing  functions  available  for 
implementation  due  to  resulting  non-negative  intensity  spread  functions.  Such 
limitations  can  be  avoided,  however,  by  introducing  a  two  pupil  system  in  which  both 
pupils  simultaneously  and  interactively  process  a  desired  image  through  scanning  [1,2]. 
As  will  be  shown,  any  bipolar  and/or  complex  incoherent  impuLe  response  can  be 
synthesized  by  using  two  pupil  methods,  as  long  as  each  pupil  function  can  be 
arbitrarily  specified. 

Heuristically,  optical  remote  scanning  image  processing  is  achieved  by  convolving 
a  target  image  with  an  appropriate  point  spread  function  (PSF),  or  convolution  kernel 
which  describes  the  desired  processing  function.  The  convolution  kernel  is  synthesized 
by  choosing  appropriate  scanner  plane  pupil  functions,  such  that  after  diffracting  to  the 
target,  the  desired  PSF  is  generated.  The  PSF  is  then  moved  about  the  target  by  scanning 
(analogous  to  the  sliding  process  required  for  mathematical  convolution),  after  which  the 
back  scattered  light  is  collected  and  converted  to  an  electrical  voltage  or  current  signal 
(analogous  to  the  integration  process  required  for  mathematical  convolution).  The 
processed  image  can  then  be  viewed  (possibly  in  real  time  [2,3])  by  synchronously 
mapping  (with  respect  to  the  scanner  position)  the  signal  thus  generated  to  some  display 


device. 


Incoherent  processing  of  remote  target  images  is  of  interest  due  to  the  inherent 
reduction  of  undesired  speckle  artifacts  which  plague  coherently  processed  images.  As 
with  most  familiar  computer  based  post  detection  image  processing  schemes,  incoherent 
optical  processing  often  involves  the  enhancement  or  extraction  01  desired  features 
contained  within  an  intensity  based  target  image.  By  comparison  to  computer  based 
processing  schemes,  though,  all  optical  techniques  are  capable  of  producing  images 
processed  in  real  time,  as  the  desired  processing  function  is  implemented  optically  at  the 
target  prior  to  detection.  Furthermore,  all  optical  techniques  will  generally  be  capable 
of  producing  higher  resolution  processed  images  than  are  possible  with  computer  based 
techniques,  since  optical  processing  occurs  at  the  target  itself,  whereas  computer  based 
post  processing  is  performed  on  already  reduced  resolution  (i.e.,  spatially  low  pass 
filtered)  target  intensity  records  [4,5].  Ideally,  optical  processing  techniques  are  limited 
in  resolution  only  by  the  diffraction  limited  resolution  of  the  receiving  optics. 

Contained  within  is  a  general  description  of  a  proposed  two  pupil 
superheterodyne  scanning  image  processor  appropriate  for  implementation  in  optical 
remote  sensing  schemes.  The  accompanying  theoretical  analysis  will  detail  the  process 
by  which  bipolar  and/or  complex  incoherent  processing  functions  can  be  achieved. 
Comparisons  will  also  be  made  between  the  two  pupil  technique  and  similar  coherent 
and  incoherent  single  pupil  scanning  image  processing  techniques.  Finally,  some 
practical  trade-off  issues  will  be  addressed  and  directions  for  continuing  and  future 
research  will  be  identified. 


TWO  PUPIL  SUPERHETERODYNE  SCANNING  IMAGE  PROCESSING: 

The  proposed  scanning  image  processing  system  based  on  acousto-optic  two  pupil 
interaction  is  shown  schematically  in  Figure  1.  Assuming  short  intra-processor 
propagation  distances  and  linear  (e.g.,  horizontal)  source  polarization,  we  see  that  the 
pupil  functions  U  and  V  are  superposed  on  an  x-y  scanning  device  after  passing  through 
a  polarizing  beam  splitter  cube  (PBS)  (e.g.,  oriented  to  pass  horizontally  polarized  light) 
and  a  quarter  wave  plate  oriented  to  produce  a  circularly  polarized  transmit/ scanning 
beam.  The  composite  scanning  beam  is  then  expanded  by  a  telescope  and  is 
subsequently  used  to  scan  a  remote  target  r,  located  a  distance  z  from  the  telescope's 
monostatic  transmit /receive  aperture.  The  back  scattered  energy  received  from  the 
scanned  target  then  follows  a  reciprocal  path  back  through  the  telescope  and  quarter 
wave  plate  to  produce  a  linearly  polarized  beam  which  is  reflected  by  the  polarizing 
beam  splitter  cube  in  the  direction  of  a  photodetector  (PIN).  Also  notice  lens  {t.  This  lens 
is  chosen  and  placed  so  as  to  produce  a  reduced  image  of  the  scanner  at  the 
photodetector  plane  in  order  to  reduce  the  effects  of  scanner  wobble;  though  it  should 
be  mentioned  that  for  remote  targets  which  are  small  with  respect  to  their  distance  from 
the  transmit /receive  aperture,  the  peak-to-peak  scanner  deflection  will  typically  be  very 
small.  For  example,  only  a  02°  peak  to  peak  scanner  deflection  would  be  required  to 
scan  a  30  m  target  at  a  distance  of  10  km. 

Notice  now  that  the  contribution  due  to  pupil  U  is  upshifted  in  frequency 
according  to  the  operating  frequency  fc  of  the  indicated  acousto-optic  modulator  (AOM). 
After  detection  then,  the  processed  target  information  will  be  contained  in  an 
intermediate  frequency  (IF)  signal  centered  at  frequency  fc .  The  photodetector  is  thus 
followed  by  a  bandpass  filter  (BPF),  centered  at  fc,  and  an  RF  amplifier  appropriate  for 
amplifying  the  IF  signal.  Under  many  circumstances  the  IF  signal  will  now  simply  be 
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synchronously  demodulated  by  mixing  with  a  pure  sinusoid  at  frequency  tc,  after  which 
the  demodulated  information  is  available  for  output  to  some  display  or  storage  device. 
If,  for  instance,  the  demodulated  IF  signal  is  mapped  to  a  display  screen  in  synchronism 
with  the  scanner's  motion,  the  processed  image  of  the  target  T  will  be  seen,  as  will  be 
shown  shortly.  Figure  1,  however,  shows  a  more  general  demodulation  scheme  in 
which,  prior  to  display  or  storage,  the  IF  signal  is  first  mixed  down  to  a  reduced 
intermediate  frequency  f0  and  level  shifted  by  the  addition  of  the  DC  voltage  Vj*. .  These 
steps  are  in  general  necessary  in  order  to  enure  the  preservation  of  IF  phase  information 
after  display  and/or  to  provide  the  opportunity  for  incorporating  spatial  carriers  into  the 
processed  image.  These  more  complex  demodulation  procedures  have,  for  example, 
proven  useful  in  the  area  of  optical  scanning  holography  in  which  a  scanning  processing 
system  similar  to  that  shown  in  Figure  1  has  been  employed  [2,3]. 

To  begin  a  more  formal  analysis  of  the  incoherent  scanning  image  processing 
technique,  we  first,  for  convenience,  consider  the  two  pupil  functions  U  and  V  as  they 
exist  at  the  telescope  s  exit  aperture.  Specifically,  we  write 

Vrfc)  =  V(po/M)  ,  (1) 


and 

<MPi)  =  U(p0/M)  , 


(2) 


where  UT  and  VT  are  expanded  pupil  functions  which  are  subsequently  transmitted 
toward  the  target,  M  is  the  telescope  magnification  and  p‘Q  and  p\  represent  the  two 
dimensional  intra-processor  and  transmit/ receive  aperture  coordinate  systems, 
respectively.  As  the  processed  target  image  will  ultimately  be  resolution  limited  upon 
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detection  according  to  the  size  and  shape  of  the  telescope's  monostatic  aperture,  we  also 
introduce  the  notation  to  represent  the  monostatic  aperture  function.  After 

scanning  and  collecting  the  back  scattered  light,  the  time  varying  electrical  signal 
produced  by  photodetection  is  then  written,  in  voltage  form,  as 

OB 

v(p,  z;  t)  =  jj\w'(p2)  *{(VT'(p2 -p?  z)  +  ,  (3) 

UT'  (p2  -  p;  z)  e~j2xtft  ]  T  (p’j)  } I2  dp2 


where,  in  the  case  of  very  distant  targets,  the  primes  indicate  the  far  field  (i.e., 
Fraunhoffer)  diffraction  patterns  of  the  indicated  pupil  and  aperture  functions,  * 
indicates  convolution,  ~p2  is  the  two  dimensional  target  coordinate  system,  p-  is  a  time 
varying  two  dimensional  shift  variable  corresponding  to  the  motion  of  the  scanner,  and 
where  for  generality  the  distance  z  to  the  target  has  been  retained  as  a  parameter. 
Ideally,  with  an  infinite  receiver  aperture  (i.e.,  w‘ ( p2)  =  3  Cp2) ),  equation  (3)  is 
interpreted  as  follows.  First,  the  target  r(’pJ )  is  illuminated  by  the  superposition  of  U'T 
and  V'T ,  the  far  field  diffraction  patterns  of  pupil  functions  UT  and  VT ,  where  U'T  is 
shifted  in  frequency  by  an  amount  fc  due  the  action  of  the  AOM  shown  in  Figure  1.  As 
the  composite  scanning  beam  is  scanned  about  the  target  then,  the  back  scattered  light 
is  collected  by  the  receiver  aperture,  focused  onto  a  photodetector  and  converted  to  an 
electrical  signal.  Due  to  the  finite  size  of  the  receiver  aperture,  though,  the  received 
optical  information  must  first  be  convolved  with  the  far  field  diffraction  pattern  of  the 
receiver  aperture  function  w*  Cp2) ,  prior  to  detection,  in  order  to  account  for  the  limited 
spatial  frequencies  capable  of  passing  through  the  receiver  aperture.  As  such  receiver 
apertures  typically  act  as  low  pass  spatial  frequency  filters,  this  convolution  process  in 
essence  serves  to  limit  the  resolution  of  the  scanned  processed  image  [4,6]. 
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Upon  performing  the  appropriate  simplifications  of  equation  (3),  the  IF  signal  v 
following  the  RF  amplifier  of  Figure  1  is  found  to  be 


v(p,  z;  t)  =  $e[  jj{tf'(p2)  •(y/fpj  -p;  z)  r(p2) )}  x 

{u‘  (P2)  *  (  VT'  (p2  -  p;  z )  T ( p 2 )  ) }  dp2  e~J2Mt'e  ] 


(4) 


where  indicates  the  real  function  and  the  superscripted  *  indicates  complex 
conjugation.  Notice  that  equation  (4)  is  in  the  form  of  the  inverse  phasor  transformation. 
That  is,  we  may  write 

v(p,  z;  t)  =  Sfte[  V(p,  z)  e'j2xtrt  ]  ,  (5) 


where  the  phasor  V(p,  z )  is  given  by 


V(p,z)  =  jj[w'  (p2)  *(  VT'  (p2  -  p;  z)  np2)  )}  x 
[w‘  (pj)  *(U/(p2-  p;  z)  T(p2)  )}dp2 


(6) 


Notice  that  equation  (6)  is  a  function  only  of  spatial  coordinates  and  is  in  general 
complex.  In  fact,  equation  (6),  though  rather  cumbersome  at  this  point,  represents  the 
complex  processed  image  of  the  target  T( ~p2 ) .  We'll  look  at  equation  (6)  more  carefully 
later.  For  now,  though,  consider  the  demodulated  signal  produced  by  further  frequency 
and  level  shifting  as  shown  in  Figure  1.  In  general,  the  signal  finally  available  for  output 
to  a  display  or  storage  device  is  written  as 

va(p,  z;  t)  =  Vx  *  JKe[  V{p;  z)  e'12**'*)  .  (7) 
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Note  the  similarity  of  this  result  and  that  given  by  equation  (5).  The  only  difference  is 
that  the  temporal  frequency  has  been  changed  to  fQ  and  that  a  DC  bias  has  been  applied. 
Let's  look  at  each  of  these  effects  separately. 

First,  consider  that  case  where  f0  =  0.  That  is,  assume  that  the  IF  frequency  is 
removed  from  equation  (5)  by  mixing,  prior  to  storage  or  display.  Equation  (7)  then 
becomes 

v0(p;  z)  =  +  |  V(p;  z)  |  cos {<£>$(();  z )}  ,  (8) 


where  <P^(p;  z)  is  the  phase  of  the  processed  image  represented  by  equation  (6).  We 
see  then  that  the  addition  of  is  required  in  order  to  ensure  that  |  va  |  >  0 .  For 
instance,  most  display  devices  are  incapable  of  responding  to  negative  modulating 
signals.  In  order  to  properly  preserve  the  phase  %  of  the  processed  image  then,  V^-  is 
simply  adjusted  to  ensure  that  |  va  \  >  0 . 

Next,  consider  the  case  for  which  V(p;  z)  =  1,  everywhere.  That  is,  consider 
T(p2)  to  be  a  uniformly  illuminated  white  background,  for  instance.  Also  consider  that 
the  signal  of  equation  (7)  is  fed  to  the  modulating  input  of  some  display  device  whose 
electron  gun  (in  the  case  of  a  common  CTR  display  monitor)  is  adjusted  for  raster 
scanning.  That  is,  the  velocity  vx  of  the  electron  gun  in  the  x-direction,  is  very  much 
greater  than  the  velocity  vy  of  the  electron  gun  in  the  y-direction.  Equation  (7)  can  then 
be  written  as 


v0(p;  z) 


1 

*2 


/ 

+  cos 

\ 


(9) 
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where  we  have  assumed  that  =1/2.  After  display,  then,  we  see  that  the  effect  of  the 
temporal  frequency  f„  is  to  create  a  corresponding  spatial  frequency  ij  vx .  Though  not 
always  necessary,  as  previously  mentioned  the  incorporation  of  spatial  frequency  carriers 
by  this  method  has  proven  useful  in  the  generation  of  off  axis,  spatial  carrier  frequency 
holograms  by  scanning  techniques  similar  to  those  described  here.  The  only  requirement 
is  that  the  spatial  frequency  ij  vx  be  resolvable  by  the  chosen  display  device.  Thus  f„  is 
usually  chosen  much  smaller  than  fe,  as  the  ACM  drive  frequencies  are  usually  on  the 
order  of  tens  to  hundreds  of  MHz.  We  therefore  interpret  equation  (7)  as  representing 
the  processed  image  V(p z)  of  our  target  T(p‘2),  level  shifted  by  in  order  to 
preserve  the  phase  and  upon  which  has  been  imposed  a  spatial  carrier  frequency 
fn/v0,  as  desired.  Now  let's  look  at  the  processed  image  V{~p;  z)  given  in  equation  (6) 
more  carefullv. 

Consider  for  now  that  the  monostatic  transmit/ receive  aperture  of  the  telescope 
in  Figure  1  is  arbitrarily  large,  such  that  W*  Cp,)  =5  Cpz)  .  Equation  (6)  then  becomes 

oo 

Z)  =  jjvT,m(p2 -p;  z)  ur  tp2 -p;  z)  j  r(p2)  | 2  dp2  ,  (10) 

-  (V/*(p;  z)  UT'  ( p;  z))®  |  T(p)  |2 


where  the  subscript  » indicates  an  infinite  receiver  aperture  and  ©  indicates  correlation. 
In  terms  of  the  more  common  convolution  process  we  may  write 

£»(P;  z)  =  ( *V(-p;  *)  UT'(~pt  z))  *  |  T(p)  | 2  .  (11) 

Notice  that  equation  (11)  in  general  represents  an  incoherent  image  processing  function 
since  the  complex  convolution  kernel  operates  on  the  target  intensity  distribution  |  T  j 2 . 
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Though  not  conveniently  obvious,  the  more  general  representation  of  the  processed 
image  given  in  equation  (6)  is  simply  a  spatially  low  pass  filtered  version,  of  sorts,  of  the 
ideal  processed  image  given  in  equation  (11).  Furthermore,  and  quite  interestingly, 
equation  (10)  may  also  be  applied  directly  in  the  case  where  a  target  is  not  so  distant 
from  the  scanner  as  to  be  in  the  far  field.  In  such  a  case  (e.g.,  a  laboratory  environment) 
where  resolution  limits  due  to  finite  receiver  apertures  are  less  severe,  or  possibly 
negligible,  we  simply  take  the  primes  of  equation  (10)  to  represent  Fresnel  diffraction 
and  interpret  Vm{p;  z)  as  our  complex  processed  image. 

A  greater  challenge  is  to  now  determine  the  appropriate  pupil  functions  UT  and 
VT  such  that  after  propagation  to  the  target  the  desired  convolution  kernel  is  created.  In 
practice  the  two  pupil  synthesis  process  proceeds,  generally,  as  follows.  First,  a  decision 
must  be  made  as  to  the  processing  function  (e.g.,  edge  extraction)  which  is  to  be  applied 
to  the  target.  A  convolution  kernel  capable  of  yielding  this  processing  function  is  then 
identified  (e.g.,  the  "Lapladan-of-the-Gaussian,"  or  LOG  kernel,  for  edge  extraction  [5]) 
and  written  as  the  product  of  two  other  functions  vT,m  ( -"p ;  z)  and  C/T'  ( -p";  z) .  We 
then  make  a  change  of  variables  and  back  propagate  these  functions  to  the  scanner  plane 
to  determine  the  pupil  functions  and  UT(p1 ) .  As  may  be  expected,  the  last  step 

is,  in  general,  the  most  difficult,  and  may  need  to  be  performed  numerically. 

COMPARISON  TO  SINGLE  PUPIL  PROCESSING: 

To  further  investigate  the  advantages  of  the  incoherent  two  pupil  scanning  image 
processing  technique  we  shall  now  compare  it  to  two  other  similar  scanning  image 
processing  techniques.  First  consider  a  single  pupil  direct  detection  (i.e.,  no  optical 
mixing  at  either  the  transmit  or  receive  stages)  scanning  image  processor.  We  will  also, 
for  convenience,  consider  an  arbitrarily  large  receiver  aperture.  For  such  a  system  then. 
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the  post  detection  electrical  signal,  represented  as  a  voltage,  will  be 


v(p;  z)  =  £J* |  a'  ( p2  -p;  z)  T(p2)  |2  dp2 

oo 

=  £||u/(p2-p;  z)\2  |r(p2)|2dp2 


(12) 


or 


v(p;  z)  =  |  C/'(-p)  l2  *  1  T(p)  |2 


(13) 


where  U  is  the  single  pupil  function,  the  primes  indicate  either  Fresnel  or  Fraunhoffer 
diffraction,  as  appropriate,  p"2  is  the  two  dimensional  coordinate  system  at  the  target,  z 
is  the  distance  to  the  target,  p  is  a  time  variant  two  dimensional  shift  parameter 
corresponding  to  the  motion  of  the  scanner,  and  *  indicates  convolution.  As  equation  (13) 
is  seen  to  yield  a  processed  version  of  |  r|2,  we  thus  recognize  equation  (13)  as 
representing  the  mechanism  by  an  image  is  incoherently  processed  by  single  pupil 
scanning.  Unfortunately,  this  technique  is  severely  limited  with  respect  to  possible 
processing  functions  due  to  the  strictly  real /positive  nature  of  the  processing  kernel 
|  if  | .  In  fact,  the  optical  transfer  function  (OTF)  of  a  single  pupil  scanning  system  has 
been  shown  to  be  [1] 

OTF  ■=  £L y(p;  Z)  I  =  U®U  ,  (14) 

i  np)  i2} 

where  Vindicates  the  spatial  two  dimensional  Fourier  transformation  and  where® 
represents  correlation.  As  the  OTF  of  an  incoherent  imaging  system  is  representative  of 
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its  spatial  filtering  characteristics,  we  see  that  a  single  pupil  scanning  image  processor 
is  inherently  limited  to  low  pass  spatial  filtering  operations  since  the  OTF  is  simply  the 
auto-correlation  of  the  non-diffracted  pupil  function  U. 

Notice  now  that  equations  (11)  and  (13)  reduce  to  the  same  form  if  two  identical 
pupils  are  chosen  in  the  two  pupil  scanning  processor  arrangement  of  Figure  1.  We  are 
thus  capable  of  performing  incoherent  low  pass  spatial  filtering  operations  by  either  the 
single  or  two  pupil  techniques.  The  two  pupil  technique,  however,  has  at  least  one 
distinct  benefit.  That  is,  since  two  temporally  offset  pupils  are  mixed  prior  to 
transmission  in  the  two  pupil  technique,  upon  detection  the  processed  image  information 
is  contained  in  an  intermediate  frequency  signal.  This,  under  most  circumstances,  will 
provide  increased  electrical  signal  to  noise  ratios  for  images  processed  by  the  two  pupil 
method,  as  a  result  of  the  IF  signal  being  isolated  from  low  frequency  environmental 
noise.  In  general,  the  two  pupil  technique  will  not,  however,  provide  post  detection 
signal  to  noise  ratios  as  large  as  those  possible  in  scanning  processing  systems  which 
provide  for  mixing  with  an  optical  local  oscillator  (LO)  beam  just  prior  to  detection. 

Consider  now  a  single  pupil  scanning  image  processor  which,  as  just  mentioned, 
provides  for  local  oscillator  mixing  immediately  prior  to  detection.  For  such  a  system  the 
post  detection  electrical  signal,  represented  as  a  time  varying  voltage,  will  be 

00 

v(p,  z;  t)  =  j*J"|  A  +  C7'( p2-p;  z)  r(p2)  e']2xt^\2  dp2  ,  (15) 

where  A  is  the  amplitude  of  an  assumed  uniform  local  oscillator  beam,  fc  is  the  drive 
frequency  of  an  AOM  used  in  an  arrangement  similar  to  that  shown  in  Figure  1  and 
where,  for  convenience,  we  once  again  assume  an  arbitrarily  large  receiver  aperture.  The 
corresponding  IF  signal  is  then  given  as 
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Note  the  similarities  and  differences  between  this  result  and  both  equations  (11)  and  (13). 
For  single  pupil  processing  with  LO  mixing  just  prior  to  detection  (as  opposed  to  the 
two  pupil  technique  where  mixing  occurs  during  transmission),  we  see  that  optically 
coherent  processing  of  the  target  image  T(p)  is  performed,  and  that  in  general  the 
processing  kernel  U'  may  be  complex  and/or  bipolar.  There  is  thus  great  flexibility  in 
the  coherent  single  pupil  technique.  However,  due  to  the  coherent  nature  of  the 
processing  function  described  by  equation  (17),  images  processed  by  coherent  single 
pupil  methods  are  easily  corrupted  by  coherent  spatial  noise  (e.g.,  speckle)  [4,6].  This 
is  of  especially  great  concern  in  optical  remote  sensing  applications  where  the  effects  of 
atmospheric  turbulence  may  not  be  ignored.  Thus  for  remote  optical  sensing 
applications,  even  though  the  coherent  single  pupil  technique  may  provide  for  higher 
post  detection  electrical  signal  to  noise  ratios,  the  higher  image  quality  likely  achievable 
by  the  complex  incoherent  two  pupil  processing  techniques  would  tend  to  make 
scanning  two  pupil  image  processing  techniques  quite  attractive.  Recent  advances  in 
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optical  amplification  of  weak  LADAR  signals  [7],  coupled  with  the  fact  that  the  two 
pupil  incoherent  scanning  method  will  in  general  provide  intermediate  electrical  signal 
to  noise  ratios,  higher  than  those  achievable  by  direct  detection  techniques,  will  also 
contribute  to  the  effectiveness  and  utility  of  incoherent  two  pupil  scanning  image 
processing. 

CONCLUSION: 

Incoherent  optical  image  processing  has  many  advantages,  the  primary  among  these 
being  the  capability  of  producing  processed  images  with  reduced  coherent  speckle  artifact 
noise.  Until  now,  though,  only  very  limited  processing  functions  could  be  implemented  in 
incoherent  scanning  image  processing  arrangements.  We  have  seen,  however,  that  scanning 
image  processors  based  on  the  interaction  of  two  superposed  and  temporally  offset  scanning 
pupil  functions  are  capable  of  implementing  any  incoherent  complex/bipolar  processing 
function.  Though  the  post  detection  signal  to  noise  ratios  possible  with  two  pupil  systems 
(as  described  within)  will  likely  be  somewhat  lower  than  those  possible  with  processing 
arrangements  providing  for  optical  local  oscillator  mixing  immediately  prior  to  detection, 
recent  advances  in  optical  amplifier  technology  [7]  will  likely  serve  to  make  two  pupil 
scanning  techniques  very  attractive. 

Current  and  near  term  continuing  research  will  be  centered  arround  the 
implementation  of  various  image  processing  functions  commonly  used  in  computer  based 
post  detection  image  processing.  The  first  processing  function  to  be  investigated  will  be  edge 
extraction  via  convolution  with  the  LOG  (i.e.,  Laplacian-Of-the-Gausian)  kemal.  As  this 
convolution  kemal  can  be  approximated  optically  by  the  difference  of  two  collimated 
Gaussian  beams  with  slightly  different  variances  [5]  it  is  ideally  suited  for  implementation 
in  the  two  pupil  scanning  system.  Other  processing  functions  of  interest  may  include  active 
turbulence  correction,  holographic  recording,  and  matched  filter  correlation. 
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Optical  Path 
Electrical  Path 


FIGURE  1:  The  Two  Pupil  Superheterodyne  Incoherent  Scanning  Image  Processor. 

This  system  is  capable  of  producing  complex  processed  images  of  remote  targets 
via  scanning  with  two  temporally  offset  pupil  functions.  Notice  that  optical 
mixing  takes  place  prior  to  transmission  and  that  ail  processing  effectively 
takes  place  in  real  time  at  the  target. 
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APPLICATION  OF  GENETIC  ALGORITHMS 
TO  PATTERN  THEORY 

James  F.  Frenzel 
Assistant  Professor 
Department  of  Electrical  Engineering 
University  of  Idaho 

Abstract 

Pattern  Theory  is  a  robust  technique  for  extracting  “patterns"  or  “features”  from  a 
function  and  can  be  applied  to  many  areas,  such  as  machine  learning,  image  processing, 
pattern  recognition,  and  logic  minimization.  Recent  efforts  have  focused  on  using  pattern 
theory  to  decompose  Boolean  functions.  However,  the  computational  complexity  of  the 
method  has  currently  limited  its  utility  to  functions  of  fewer  than  twenty  variables.  Conse¬ 
quently.  we  are  interested  in  developing  algorithms  to  quickly  find  variable  partitions  that 
lead  to  small  decompositions. 

Genetic  Algorithms  belong  to  a  class  of  optimization  methods  which  attempt  to  utilize 
the  evolutionary  mechanisms  observed  in  Nature.  Trial  .olutions  to  a  particular  problem 
are  generated  randomly  to  form  an  initial  population.  Copies  of  these  solutions  are  made, 
proportional  to  the  “quality  ’  of  the  solution,  or  how  well  it  solves  the  problem.  Genetic 
operators,  such  as  crossover  and  mutation,  are  then  used  to  form  a  population  of  new 
solutions.  The  goal  of  this  research  was  to  assess  the  use  of  genetic  algorithms  for  selecting 
variable  partitions.  A  simple  genetic  algorithm  is  presented  and  the  performance  compared 
to  other  partition  search  techniques  already  in  use.  Finally,  recommendations  are  made  for 
topics  ff  future  research. 
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APPLICATION  OF  GENETIC  ALGORITHMS 
TO  PATTERN  THEORY 


James  F.  Frenzel 


1  Introduction 

Pattern  Theory  (PT)  is  a  robust  methodology  for  locating  patterns  in  objects,  represented 
as  abstract  mathematical  functions.  This  repiesentation  provides  a  flexibility  which  al¬ 
lows  the  technique  to  be  applied  to  many  different  types  of  items,  such  as  images,  data 
files,  algorithms,  and  logic  circuits.  Developed  af  Wright  Laboratory,  Pattern  Theory  has 
found  application  in  a  diverse  set  of  areas,  including  image  recognition  and  enhancement, 
algorithm  optimization,  machine  learning,  and  logic  minimization. 

At  the  heart  of  Pattern  Theory  is  a  method  for  breaking  large  functions  into  a  set 
of  smaller  functions,  referred  to  as  A  shenhurst- Curtis  Decomposition  or  simply  functional 
decomposition.  In  the  next  section  we  will  examine  some  of  the  important  aspects  of  func¬ 
tional  decomposition  as  they  relate  to  this  research.  The  interested  reader  is  directed  to 
the  excellent  tutorial  developed  by  Ross  et  a!,  for  a  thorough  treatment  [14]. 

2  Problem  Statement 

While  Pattern  Theory  has  demonstrated  its  utility  across  many  different  types  of  problems, 
it  continues  to  be  limited  in  the  size  of  such  problems  by  the  computational  complexity 
of  functional  decomposition.  For  this  reason,  much  of  the  logic  synthesis  community  has 
long  ignored  functional  decomposition,  opting  instead  to  pursue  algebraic  methods  of  logic 
minimization.  However,  the  development  of  field  programmable  gate  arrays  and  their  pop¬ 
ularity  for  rapid  prototyping  of  digital  systems  has  rekindled  an  interest.  FPGAs  typically 
have  large  arrays  comprised  of  identical  cells,  each  cell  containing  some  type  of  circuitry  for 
realizing  small  combinational  logic  functions.  These  cells  are  strictly  limited  in  the  size  of 
the  functions  they  can  implement,  typically  a  maximum  of  five  variables,  and  techniques  for 
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mapping  digital  circuits  into  this  technology  efficiently  must  be  able  to  accommodate  this 
restriction.  Based  upon  papers  presented  at  a  recent  logic  synthesis  workshop,  functional 
decomposition  is  regarded  as  a  promising  candidate  [9j. 

Let  us  now  present  a  small  example  to  illustrate  some  of  the  difficulties  presented  by  func¬ 
tional  decomposition.  Assume  we  have  an  n-variable  Boolean  function,  /(i i,X2, ...,xn), 
which  we  wish  to  implement.  This  function  is  said  to  have  a.  function  cardinality  of  2n .  De¬ 
pending  upon  the  function,  it  may  be  possible  to  implement  /  using  two  smellier  functions, 
such  as 

f(x j.x2,...,xn)  =  F[$(yuy2,....ys),zi,Z2,-- 

where  1  <  s  <  n  —  1,  and  the  sets  Y  =  {j/i,  J/2> _ Us}  and  Z  =  {zj,  z%, . . . ,  zr}  are  subsets 

of  A'  =  {j:i.  x-i, _ Jn}-  Members  of  Y  are  referred  to  as  column  variables  and  Z  is  the  set 

of  row  variables.  If  these  two  subsets  are  disjoint,  such  that  r  =  n  —  s,  the  decomposition 
is  said  to  be  a  disjunctive  decomposition1.  The  total  number  of  nontrivial,  disjunctive 
decompositions  is  2n  -n  —  2;  if  we  allow  variables  to  be  shared  between  the  two  subsets,  such 
that  Y  n  Z  /  0,  then  there  are  on  the  order  of  3n  different  partitions.  Each  partition  must 
be  examined  individu.oiv  to  determine  if  the  decomposition  is  possible  and  cost  effective. 
To  make  matters  worse,  it  is  generally  desirable  to  continue  the  process,  decomposing 
the  functions  F  and  $  as  well,  commonly  referred  to  as  the  children.  In  practice,  this 
process  can  be  continued  iteratively  until  a  predetermined  stopping  condition  is  reached  or 
there  is  no  further  reduction  in  function  size.  The  decomposed  function  cardinality  (DFC) 
of  a  function  is  defined  as  the  minimum  sum  of  cardinalities  over  all  subfunctions  and 
corresponds  to  the  implementation  with  the  lowest  complexity.  A  major  obstacle  hindering 
the  application  of  PT  to  "real  world”  problems  is  the  sheer  number  of  partitions  that  need 
to  be  evaluated.  Various  strategies  have  been  employed  for  locating  “good”  partitions, 
among  them  random  selection  and  increasing  row/column  variable  ratio  [2].  The  primary 
objective  of  this  research  was  to  evaluate  the  effectiveness  of  genetic  algorithms  (GAs)  at 
searching  the  partition  space.  In  the  next  section  we  will  present  a  brief  introduction  to 

‘The  term  disjoint  decomposition  is  frequently  used. 
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genetic  algorithms  and  discuss  the  particular  methods  which  were  used  in  this  research. 
However,  we  will  first  identify  related  research  being  done  bv  others. 


Related  Work 

Although  we  did  not  find  any  publications  describing  the  application  of  CIAs  to  A-C  func¬ 
tional  decomposition,  there  are  several  researchers  using  GAs  in  the  design  of  digital  logic. 

Rawlins  Describes  the  use  of  GAs  to  design  adders  and  parity  checkers  using  primitive 
gates  (AND,  OR.  etc.)  [10]. 

Beasley  A  GA  is  presented  which  optimizes  the  design  of  quaternion  multipliers  by  select¬ 
ing  connections  w'hich  minimize  the  total  number  of  individual  multipliers  [3]. 

Ghosh  GAs  are  used  to  select  state  assignments  which  minimize  the  next  state  logic  of 
finite  state  machines  [1]. 

De  Jong  Application  of  GAs  to  the  Boolean  satisfiability  problem.  The  GA  produces 
minterms  for  arbitrary  Boolean  expressions  [5]. 

Saab  Presents  results  on  applying  GAs  to  VLSI  test  pattern  generation.  The  results  may 
be  used  to  identify  logic  redundancy  [15]. 

3  Methods 

The  mechanics  of  Pattern  Theory  and  functional  decomposition  are  currently  realized  in 
a  software  package  called  FLASH ,  implemented  by  the  System  Concepts  Group  of  the 
Mission  Avionics  Division,  Wright  Laboratory  [14].  Eventually,  we  would  like  to  add  a 
genetic  algorithm-based  search  strategy  to  FLASH’S  toolbox  of  search  strategies.  However, 
given  the  time  frame  of  this  project  we  chose  to  use  an  existing  GA  package  available  from 
the  University  of  California,  San  Diego  [16].  This  is  a  mature  package  with  a  large  user 
base  and  supports  many  different  options. 
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FLASH  was  run  on  27  of  the  thirty,  fully  specified  benchmark  functions2.  This  set 
covers  a  variety  of  operations:  parity,  palindrome,  addition,  etc.  Each  is  a  function  of 
8  variables,  constituting  an  ii  tial  cardinality  of  28  =  256.  For  each  possible  disjunctive 
decomposition,  FLASH  repon  •>  a  figure  of  merit  (FOM)  which  can  be  considered  an  estimate 
of  the  decomposition's  complexity,  or  implementation  cost.  Two  different  FOMs  produced 
by  FLASH  were  used:  sum  of  child  cardinality  (SOCC),  and  sum  of  grandchild  cardinality 
(SOGCC);  of  these.  SOGCC  is  the  more  accurate  estimate  of  the  DFC.  These  FOMs  are 
used  during  the  evaluation  stage  of  the  GA,  described  in  the  following  section. 

3.1  GA  Basics 

A  genetic  algorithm  (GA)  is  an  exploratory  procedure  that  is  often  able  to  locate  near- 
optimal  solutions  to  complex  problems.  To  do  this,  it  maintains  a  set  of  trial  solutions 
(called  individuals),  and  forces  them  to  "evolve"  towards  an  acceptable  solution.  First, 
a  representation  for  possible  solutions  must  be  developed.  Then,  starting  with  an  initial 
random  population  and  employing  survival-of-the-fittest  and  exploitation  of  old  knowledge 
in  the  gene  pool,  each  generation  should  improve  in  its  ability  to  solve  the  problem.  This 
improvement  is  achieved  through  a  four-step  process  involving  evaluation,  reproduction, 
recombination,  and  mutation.  A  pseudo-code  implementation  of  a  genetic  algorithm  is 
shown  in  Figure  1. 

Representation  Before  applying  a  GA  to  any  task,  a  computer  compatible  represen¬ 
tation,  or  encoding,  for  possible  solutions  must  be  developed.  These  representations  are 
referred  to  as  chromosomes .  The  most  common  representation  is  a  binary  string,  where 
sections  of  the  string  represent  encoded  parameters  of  the  solution.  For  this  research  we 
represented  a  disjoint  partition  of  the  n  variables  using  an  n-bit  binary  string,  where  a  ‘0’ 
in  the  z-th  position  indicated  that  variable  x*  was  a  column  variable  in  the  corresponding 
decomposition. 

■‘Three  of  the  functions  do  not  decompose. 
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procedure  GA; 
begin 

initialize  population ; 
repeat 

evaluate  population: 
reproduce ; 
recombine ; 
mutate ; 

until  {end  condition} 

end. 

Figure  1:  A  Simple  Genetic  Algorithm 

Evaluation  The  first  step  in  each  generation  is  the  evaluation  of  the  current  population. 
This  is  the  only  step  where  the  interpretation  of  the  chromosome  is  used.  Each  chromosome 
in  the  population  is  decoded  and  evaluated  as  to  how  well  it  solves  the  problem;  this  result 
will  be  used  in  the  next  step  to  determine  how  many  offspring  are  generated  from  any 
particular  chromosome.  For  this  research,  partitions  were  evaluated  by  accessing  an  array 
where  precomputed  figures  of  merit  (FOMs)  were  stored.  The  FOM  was  then  scaled  using 
sigma  scaling  to  produce  a  fitness  value  [16],  Sigma  scaling  has  been  shown  to  maintain 
selection  pressure,  even  as  the  population  converges  and  becomes  homogeneous. 

Reproduction  The  next  step  in  a  generation  creates  a  new  population  based  upon  the 
evaluation  of  the  current  one.  For  every  chromosome  in  the  current  population,  a  number 
of  identical  copies  are  generated  based  upon  the  the  chromosome’s  fitness,  with  the  best 
chromosomes  producing  the  most  copies.  This  is  the  step  that  allows  GAs  to  take  advantage 
of  a  survival-of-the-fittest  strategy. 

There  are  several  methods  to  calculate  the  number  of  offspring  that  each  chromosome 
will  be  allocated.  The  two  most  popular  methods  are  referred  to  as  ratioing  and  ranking. 
For  this  research  we  used  ratioing,  under  which  each  individual  reproduces  in  proportion 
to  its  fitness.  This  has  the  advantage  that  as  superior  chromosomes  emerge  they  can  guide 


the  population  quickly.  The  disadvantage  is  that  if  a  superior  individual  surfaces  early  and 
dominates  the  population,  then  the  population  may  potentially  converge  prematurely  on  a 
suboptimal  solution. 

Recombination  The  previous  step,  reproduction,  creates  a  population  whose  members 
currently  best  solve  the  problem;  however,  many  of  the  chromosomes  are  identical  and  none 
are  different  than  those  in  the  previous  generation.  Recombination  combines  chromosomes 
from  the  population  and  produces  new  chromosomes  that  maintain  many  of  the  features  of 
the  previous  generation. 

The  most  common  method  recombination  is  one-point  crossover.  Two  individuals  are 
randomly  selected  from  the  j;< •{> -nation  and.  governed  by  a  specified  crossover  probability, 
subsections  of  the  two  chromosomes  are  swaprvd  about  a  randomly  chosen  crossover  point. 
One-point  crossover  is  said  to  exhibit  a  1  positional  bias  because  the  probability  that 
two  bits,  positioned  far  apart  on  the  chr-  asome,  will  be  passed  together  to  a  child  is  lower 
than  that  for  two  adjacent  bits.  At  the  other  extreme  is  uniform  crossover,  where  each  bit 
has  an  equal  probability  of  coming  from  a  particular  parent.  In  this  work  we  used  two-point 
crossover;  the  chromosome  is  treated  as  a  ring  and  sections  between  the  two  crossover  points 
are  swapped  to  produce  the  children. 

Mutation  The  last  step  in  creating  a  new  generation  is  motivated  by  the  possibility  that 
the  initial  population  didn’t  contain  all  of  the  information  necessary  to  solve  the  problem. 
Furthermore,  it  is  possible  that  the  individuals  that  produce  no  offspring  may  have  had 
some  information  that  is  essential  to  the  solution.  The  injection  of  new  information  into 
the  population  is  called  mutation.  Here  again,  implementations  vary  but  most  simply 
randomly  change  a  fixed  number  of  bits  every  generation,  based  upon  a  specified  mutation 
probability. 

Summary  of  GA  Parameters  The  following  is  a  list  of  the  particular  features  which 
characterize  the  genetic  algorithm  used  in  this  research: 
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•  /i-bit ,  binary  string  representation; 

•  generational  GA.  as  opposed  to  a  steady-state  GA3: 

•  sigma  scaling  of  the  fitness  function; 

•  proportional  selection,  as  opposed  to  ranking; 

•  two- point  crossover;  and 

•  bit-flip  mutation. 

Elitism,  "always  evaluate  children,'1  nonrandom  initial  population,  and  super  uniform  ini¬ 
tial  population  were  also  used  where  noted;  these  options  are  described  in  the  GAucsd 
documentation  [16]. 

3.2  Why  Does  it  Work? 

Genetic  algorithms  are  based  on  two  assumptions:  one,  that  an  individual’s  fitness  is  an 
accurate  measure  of  its  relative  ability  to  solve  the  problem,  and  two,  that  combining 
individuals  will  enable  the  formation  of  improved  offspring.  If  the  first  assumption  is  not 
correct,  then  it  will  be  difficult  for  the  GA  to  distinguish  between  good  solutions  and 
mediocre  solutions.  As  a  result,  during  reproduction  both  types  of  solutions  will  generate 
equal  numbers  of  copies,  slowing  any  movement  towards  improved  solutions.  Furthermore, 
if  “good”  solutions  (as  indicated  by  the  fitness  ranking)  don’t  contain  pieces  of  the  best 
solution,  it  will  be  difficult  for  the  GA  to  generate  the  best  answer. 

While  the  preceding  discussion  gives  us  an  intuitive  feel  for  why  genetic  algorithms  work, 
John  Holland  developed  a  more  formal  analysis  method  using  schemata  (singular,  schema) 
or,  “similarity”  templates.  Let  us  assume  we  have  a  problem  requiring  an  n-bit  chromosome 
using  a  binary  alphabet;  thus,  there  are  2n  possible  solutions.  These  solutions  may  be 
grouped  according  to  different  similarities.  For  example,  “all  solutions  starting  with  the 
pattern  0110.”  One  way  of  representing  such  a  group  would  be  using  “wild  card”  symbols 

3  Described  in  Section  5. 
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(such  as  the  asterisk)  for  positions  where  the  particular  chromosome  value  doesn't  matter. 
Then  the  aforementioned  group  could  be  represented  by  the  ternary  string  0110***...*. 
This  string  is  referred  to  as  a  schema  and  defines  a  set  of  chromosomes  which  match  the 
template4. 

We  can  think  of  schemata  as  dividing  up  the  solution  space  into  regions,  many  of  them 
overlapping  or  contained  within  other  regions.  For  example,  the  schema  11**.  .  .*  defines 
a  region  of  the  solution  space  which  is  contained  completely  within  the  region  defined  by 
1***...*.  In  general,  a  schema  containing  m  asterisks  will  define  a  region  containing  2m 
individuals.  Looking  at  the  problem  differently,  we  see  that  a  particular  chromosome  will 
match  2”  different  schemata,  each  corresponding  to  a  particular  region.  This  chromosome 
can  be  thought  of  as  sampling  many  regions  of  the  solution  space  simultaneously.  The 
average  fitness  value  for  individuals  matching  a  particular  schema  is  an  indication  of  the 
quality  of  solutions  that  lie  within  the  corresponding  region.  For  a  population  of  size  p, 
there  may  be  as  many  as  p'2n  schemata  represented,  all  being  searched  simultaneously.  It 
is  this  implicit  parallelism  that  makes  genetic  algorithms  so  powerful. 

One  question  that  has  interested  GA  researchers  is  how  the  number  and  distribution 
of  schemata  sampled  by  the  population  changes  from  generation  to  generation.  It  has 
been  shown  that  under  ratioing,  reproduction  provides  exponentially  increasing  numbers 
of  individuals  to  above-average  schemata  and  exponentially  decreasing  numbers  to  below- 
average  schemata.  But  what  is  the  effect  of  crossover?  The  probability  that  a  given  schema 
survives  one-point  crossover  is  proportional  to  its  defining  length ,  the  distance  between  the 
first  and  last  specified  positions  within  the  schema.  For  example,  the  schema  i*****0  with 
a  defining  length  of  6  is  more  likely  to  become  disrupted  during  one-point  crossover  than 
the  schema  ***01**.  For  the  second  schema  to  be  destroyed,  the  crossover  point  must 
fall  between  the  'O’  and  ‘1’;  anywhere  else  and  the  schema  will  stay  intact,  independent 
of  the  other  parent.  Conversely,  the  first  schema  will  always  be  disrupted,  regardless  of 
the  crossover  point,  unless  the  other  parent  also  matches  the  same  schema.  The  effect  of 

4This  set  is  often  referred  to  as  a  hyperplane 
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reproduction  and  recombination  is  to  create  increasing  numbers  of  short  schemata  with 
above-average  fitness,  often  referred  to  as  building  blocks ,  which  will  eventually  combine 
into  superior  solutions. 

4  Results 

Two  different  search  methods  will  be  used  for  comparison  with  this  work:  random  selection 
and  increasing  row/column  ratio.  When  possible,  we  will  also  compare  our  results  with 
those  obtained  bv  Noviskev  [13]. 

4.1  Alternative  Partition  Search  Methods 

Random  Selection  At  the  very  least,  we  might  ask  the  question  "How  does  the  perfor¬ 
mance  compare  to  a  random  search?”  Because  the  problems  we  have  been  working  to  date 
have  a  relatively  small  search  space  —  256  possible  disjoint  partitions  for  an  eight- variable 
function  —  it  is  feasible  to  calculate  the  expected  value  of  the  best  FOM  if  partitions  are 
selected  at  random.  If  we  know  the  probability  that  /,  was  the  best  FOM  found  after  t 
partition  evaluations,  then  the  expected  value  of  FOM*best  is 

FOM‘best  =£/,  Pr(/,  =  FOM'best) 

« 

Using  the  FOM  histogram  shown  in  Table  1  as  an  example,  the  probability  that  4  is  the 
best  FOM  after  t  trials  is  given  as 

Pr(FOM‘best  =  4)  =  Pr(FOM*best  >  4)  -  Pr(FOM‘best  >  4) 

Assuming  random  selection  with  replacement,  these  probabilities  are 

Pr(F0M1bCTI>4)=  (7+l5e+3y 

Pr(FOM‘b„,  >  4)  =  (^y 

yielding 

p<FOMW4,=(i!y-(Hy 
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Table  1:  IuM  Histogram 


For  random  selection  without  replacement,  the  probabilities  are 
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In  practice,  it  would  be  computationally  burdensome  to  perform  random  selection  with¬ 
out  replacement  unless  it  was  only  done  on  a  limited  number  of  partitions,  due  to  the 
overhead  involved  with  keeping  track  of  which  partitions  have  been  evaluated.  Assuming 
that  the  number  of  partitions  evaluated  is  small  compared  to  the  total  number  of  partitions, 
the  performance  difference  between  the  two  should  be  very  slight. 


Increasing  Row/Column  Ratio  Previous  work  by  Axtell  had  demonstrated  that  search¬ 
ing  partitions  in  the  direction  of  an  increasing  row/column  (IRC)  variable  ratio  often  led 
quickly  to  good  partitions  [2].  It  is  straight  forward  to  use  the  FLASH  output  to  plot  the 
performance  of  an  IRC  search  versus  the  number  of  partitions  evaluated. 


Noviskey’s  Results  Preliminary  work  by  Noviskey  using  SOCC  data  looked  very  promis¬ 
ing  [13].  Unfortunately,  at  the  time  of  this  writing  only  the  performance  after  thirty  evalu¬ 
ations  is  available.  However,  many  of  the  techniques  employed  are  different  from  those  used 
here  and  warrant  further  investigation;  these  are  discussed  in  Section  5. 
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Averaged  over  all  Function* 


Figure  2:  Performance  using  SOCC 

4.2  Simulation  Results 

In  this  section  we  present  the  results  of  running  the  GA  on  the  27  FLASH  benchmark 
functions  using  SOCC  and  SOGCC  as  the  figure  of  merit.  Because  of  the  variation  in 
decomposability  between  functions,  we  elected  to  present  the  results  using  a  scaled,  or 
normalized,  FOM.  The  FOM  returned  by  the  GA  was  scaled  by  the  function 

/( FOM  ga)  =  (256  -  FOM  Ga)/(256  -  FOM™,) 

Note  that  FOMmjn  is  not  the  DFC,  but  rather  the  minimum  FOM  found  by  FLASH. 
This  presents  the  result  as  a  percentage  of  how  close  the  search  method  came  to  finding 
FOM„un;  because  this  may  be  more  important  for  decomposable  functions,  the  results  will 
be  presented  averaged  over  all  functions  and  over  functions  with  a  DFC  <  64. 

Figures  2  and  3  show  the  performance  of  the  genetic  algorithm  against  IRC  and  random 
search  with  replacement  using  the  SOCC  FOM,  averaged  over  200  experiments.  GA3  is  a 
genetic  algorithm  with  the  GAucsd  parameters  shown  in  Figure  4:  PT3  is  identical,  except 
elitism  is  not  used  and  a  population  size  of  16  is  maintained,  with  the  initial  population 
formed  from  the  individuals  shown.  Figures  5  and  6  were  produced  under  the  same  condi- 


4-13 


20  40  60  80  100  120  140  .6 

Partitions  Evaluated 


Figure  3:  Performance  using  SOCC 
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Figure  4:  GA3/PT3  Parameters  and  PT3  Initial  Population 


4-14 


Averaged  over  all  Functions 


Figure  5:  Performance  using  SOGCC 
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Table  2:  Performance  using  SOCC 


tions,  except  that  SOGCC  was  used  as  the  FOM.  Finally,  Tables  2  and  3  show  the  results 
after  30  evaluations  using  SOCC  and  SOGCC  as  the  FOM,  respectively.  The  columns 
labeled  "GA-NS”  and  “GA-NB”  are  results  reported  by  Noviskey  using  his  “structured 
search ”  (GA-NS)  and  his  “baseline  GA”  (GA-NB)  [13].  Again,  the  performance  is  averaged 
over  200  experiments  and  over  the  set  of  functions  indicated. 

We  can  make  the  following  observations  based  upon  these  results:  one,  the  IRC  strategy 
is  consistently  better  than  random,  GA3,  and  PT3;  two,  with  the  exception  of  the  SOCC 
data  averaged  over  all  functions,  GA3  and  PT3  are  superior  to  random.  Furthermore, 
based  upon  the  SOCC  data,  Noviskey’s  structured  search  looks  very  promising.  In  the  final 
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Averaged  over  Low  DFC  Functions 


Figure  6:  Performance  using  SOGCC 
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Table  3:  Performance  using  SOGCC 

section  we  will  attempt  to  offer  some  explanations  for  these  results  and  propose  topics  for 
future  research. 


5  Conclusions  and  Future  Research 

There  seem  to  be  two  “camps”  when  it  comes  to  GAs:  the  generational  group  and  the 
steady-state  group.  The  generational  approach  is  based  on  the  model  of  a  big  pot  of  soup, 
slowly  congealing,  and  the  concerns  are  to  keep  stirring  and  not  let  it  converge  prematurely. 
The  steady-state  approach,  on  the  other  hand,  is  to  maintain  a  stable  base  of  good  solutions 
and  then  add  only  one  or  two  individuals  every  generation  using  highly  disruptive  or  ex¬ 
ploratory  operators.  The  theory  needed  to  decide  which  approach  is  better,  when,  and  why, 
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is  just  now  coming  to  fruition.  However,  some  researchers  believe  that  steady-state  GAs 
may  be  more  appropriate  for  problems  with  a  high  degree  of  epistasis,  or  gene  interaction. 
It  is  worth  noting  that  Noviskev's  methods,  particularly  the  structured  search,  are  closer  to 
a  steady-state  genetic  algorithm. 

There  are  several  possible  explanations  for  why  a  generational  GA  would  not  perform 
well: 

Population  Too  Small:  If  the  population  is  too  small  then  there  is  often  not  enough 
diversity  in  the  initial  population  to  reach  the  global  optimum,  leading  to  premature 
convergence  on  suboptimal  solutions.  Another  problem  that  can  occur  with  a  small 
population  is  a  high  sampling  error  of  the  schemata.  If  a  particular  schema  is  only 
represented  by  one  or  two  individuals  then  it  is  unlikely  that  they  will  be  an  adequate 
representation  of  that  schema's  true  average  fitness. 

Not  Enough  Generations:  Thirty  evaluations  implies  only  fifteen  crossover  operations, 
which  is  generally  insufficient  to  piece  together  the  best  solution.  GAs  are  typically 
applied  when  there  is  no  known  direct  search  method  and  exhaustive  search  is  infea¬ 
sible. 

GA  Deceptive:  Perhaps  there  is  epistasis  among  genes,  resulting  in  deceptive  low-order 
schemata.  This  makes  the  performance  sensitive  to  the  representation,  particularly 
when  one-point  crossover  is  used,  because  of  it’s  high  positional  bias.  Some  researchers 
have  opined  that  under  this  situation  uniform  crossover  would  be  a  better  choice. 
Again,  it  is  important  to  note  that  this  is  similar  to  Noviskey’s  uniform  crossover 
operator5. 

5.1  Recommendations 

In  closing,  we  would  like  to  identify  several  areas  worthy  of  further  exploration: 

5 Noviskey’s  operator  was  designed  such  that  each  parent  contributed  50%  of  the  alleles  to  each  child. 
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•  Attempt  to  explain  the  performance  variations  observed  across  the  function  suite.  Do 
some  functions  display  more  epistasis?  Are  the  low-order  schemata  deceptive?  Deter¬ 
mine  if  sampling  error  or  premature  convergence  are  a  problem  with  some  functions. 
Plot  average  fitness  of  partitions  as  a  tunction  of  the  i lamming  distance  from  the 
global  optimum  [7,  6,  8]. 

•  Attempt  larger  problems.  Look  at  how  the  number  of  evaluations  required  to  reach 
some  level  of  performance  increases  with  problem  size  for  GA.  IRC.  and  random 
selection.  Perhaps  the  problem  was  too  small  to  take  advantage  of  the  GA’s  implicit 
parallelism. 

•  Consider  some  of  the  operators  and  techniques  used  by  Xoviskev.  such  as  uniform 
crossover,  the  complement  operator,  and  rank-based  selection  [13].  I  se  a  steady-state 
GA  instead  of  a  generational  GA.  Apply  Noviskev's  correlation  work  to  a  subset  of 
the  input  space  to  seed  an  initial  population  or  determine  gene  position  [11]. 

•  The  improvement  observed  using  the  SOGCC  data  implies  that  the  more  accurate  the 
estimate  of  partition  quality,  the  better  the  results.  Consider  augmenting  the  FOM 
with  additional  information:  column  multiplicity,  ratio  of  column  types,  number  of 
minority  elements  in  the  columns.  Noviskey's  work  on  correlation  and  identifying 
row  variables  could  also  be  used  to  differentiate  between  partitions  with  the  same 
FOM  [11.  12]. 

•  Consider  alternate  representations.  For  epistatic  problems,  the  performance  is  de¬ 
pendent  on  the  ordering  of  genes.  One  possibility  is  to  breed  sets  of  variables  and 
evaluate  them  twice:  once  as  row  variables  and  once  as  column  variables6.  A  second 
possibility  is  Ross'  suggestion  to  use  a  triangular  matrix  with  real  number  entries  from 
the  interval  [0, 1].  The  entry  ( i,j )  would  provide  a  measure  indicating  if  variables  x, 
and  X-,  should  belong  to  the  same  set.  This  matrix  would  be  modified  using  genetic 
operators  similar  to  those  already  described. 

6This  would  eliminate  the  need  for  Noviskey’s  complement  operator. 
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•  Speed-up  partition  evaluation.  Consider  using  software  profiling  tools  to  identify  the 
time-intensive  portions  of  FLASH.  Look  at  the  work  performed  at  Lund  University 
and  cited  in  their  references  for  fast  decomposition  algorithms  [9],  also,  Breen's  work 
on  determining  column  multiplicity  from  the  compatibility  matrix  without  forming  a 
new  partition  [4]. 
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Abstract 


Developing  reusable  software  for  avionics  systems  is  a  challenge  to  software  engineers.  The  task  involves 
foreseeing  the  future  applications,  modeling  real-world  events,  using  appropriate  CASE  tools  throughout  the 
development  life  cycle,  and  providing  for  storage  and  retrieval  of  reusable  software  components.  This  report 
presents  a  model  for  developing  and  managing  reusable  software  components,  briefly  describes  the  software 
process  maturity  model  and  the  integration  of  CASE  tools  with  the  process  maturity  model.  It  also  tools/ 

techniques  and  methodologies  for  real-time  systems  development,  examines  the  critical  issues  in  managing 
software  projects,  and  offers  the  management  a  set  of  guidelines  to  introduce  software  engineering  methodologies 
and  CASE  tools  within  the  organization  through  a  model  project  which  may  enforce  standards  for  new  projects. 
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A  Framework  for  Developing  and  Managing  Reusable  Avionics  Software 
Raghava  G.  Gowda,  Ph  D. 

INTRODUCTION 

It  has  been  a  great  opportunity  for  me  to  work  at  the  Wright  Laboratory’s  Avionics  Logistics  Branch. 
During  my  stay,  I  had  opportunities  to  do  detailed  literature  survey  on  software  reusability,  go  through  some 
documentation  on  some  of  the  projects,  talk  to  consultants  assessing  software  process  maturity  of  the  branch, 
interact  with  the  software  CASE  tool  vendors,  talk  to  various  project  managers,  and  act  as  a  consultant  for  one  of 
the  projects  under  development  using  object-oriented  approach. 

The  initial  objective  of  the  summer  research  program  was  to  study  reusability  issues  in  avionics  software. 
The  approach  taken  was  to  do  : 

A.  A  detailed  library  search  in  reusability  and  identify  design  criteria  for  reusable  software 

B.  Gather  design  details  about  reuse  efforts  such  as  Reusable  Ada  Avionics  Software  Packages  (RAASP) 
and  Common  Ada  Missile  Package  (CAMP) 

C.  Summarize  findings. 

As  it  was  not  possible  to  get  complete  information  on  these  projects,  the  research  effort  was  directed  to 
develop  a  framework  for  developing  and  controlling  reusable  software  in  the  avionics  domain.  Based  on  my 
research,  and  participation  in  weekly  review  meetings  of  a  simulation  project,  and  my  observations  during  my  stay 
here,  I  would  like  to  present  a  model  for  developing  and  managing  any  real-time  software  systems  such  as  avionics 
systems.  The  model  would  be  applicable  for  laboratories  which  initiate,  fund,  and  control  projects  as  well  as  to 
contractors  who  develop  the  systems. 

Because  the  subject  is  broad,  only  a  few  aspects  of  it  have  been  emphasized  in  this  report.  It  is  not 
possible  to  offer  detailed  discussions  due  to  page  constraints.  After  defining  the  reusability  of  software,  a  life  cycle 
model  is  proposed  which  recognizes  maintenance  and  further  development  as  a  part  of  the  development  process. 
This  may  be  treated  as  a  life  cycle  model  of  reusable  software  (or  close  to  it).  Then,  the  role  of  software  maturity 
model  and  CASE  tools  in  software  development  is  discussed  and  suggestions  are  offered  for  integration  of  CASE 
tools  acquisition  and  maturity  model.  A  number  of  critical  issues  in  managing  software  development  taslr$  are 
outlined.  Finally,  suggestions  are  offered  to  develop  a  model  project  within  an  organization  using  appropriate 
methodologies  and  CASE  tools.  This  will  help  an  organization  to  attain  higher  levels  in  software  process  maturity 
model  and  offer  insights  for  managing  and  inregrating  various  projects.  This  experience  may  form  a  foundation 
for  future  reusable  avionics  software  development  tasks.  The  report  consists  of  the  following  major  topics: 
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1.  Software  Reusability 

2.  A  Life  Cycle  Model  for  Reusable  Software 

3.  Software  Process  Maturity  Model  for  in-house  management  and  external  control. 

4.  CASE  Tools 

5.  Software  Process  Maturity  Model  and  Role  of  CASE  Tools 

6.  Critical  Issues  in  Managing  Software  Projects: 

6.1  Contents  of  Proposals  and  Deliverables 

6.2  Domain  Analysis  for  Avionics  and  Assessment  of  Available  Technology 

6.3  An  Integrated  View  of  all  Projects 

7.  A  Model  For  Developing  and  Managing  Reusable  Avionics  Software 

7. 1  A  Model  Project 

7.2  Software  Development  Processes,  Methodologies,  and  Metrics 

7.3  Using  CASE  Tools  in  Projects 

7.4  Action  Plan 

1.  SOFTWARE  REUSABILITY 

The  reusability  of  software  is  the  ultimate  goal  of  any  software  development  effort.  The  emphasis  has 
shifted  from  project-specific  systems  analysis  to  domain  analysis  in  order  to  incorporate  flexibility  in  analysis  and 
design  so  that  the  project-specific  efforts  can  be  reused  in  a  broader  domain.  Developing  reusable  software  for 
avionics  systems  is  a  challenge  for  software  engineers.  The  task  involves  foreseeing  future  applications,  modeling 
real-world  events  using  appropriate  tools,  techniques,  and  methodologies  for  analysis  and  design  of  the  system,  and 
translating  the  specifications  to  software,  verifying  correctness  of  the  software  by  testing,  and  providing  for  storage 
and  retrieval  of  reusable  software  components.  The  software  engineering  discipline  offers  a  number  of 
methodologies,  tools  and  techniques,  and  metrics  to  assist  various  phases  of  software  development  activities.  The 
CASE  (Computer  Aided  Software  Engineering )  technology  integrates  most  of  the  tools  and  techniques. 

i' .  ability  has  been  defined  differently  by  various  authors.  Kemighan  [KER84]  defines  it  as  "...any  way 
in  which  previously  written  software  can  be  used  for  a  new  purpose  or  to  avoid  writing  more  software.''  Bott  et  al. 
[BOT86]  give  a  more  pragmatic  definition  of  reusability: "  a  measure  of  the  ease  with  which  a  component  may  be 
used  in  a  variety  of  application  contexts."  In  general,  reusability  of  software  can  be  interpreted  from  multiple  view 
points.  First,  it  can  be  seen  as  the  use  of  existing  software  within  a  changing  environment  [SCH87].  Second,  it 
can  be  viewed  as  the  construction  of  new  programs  by  composing  such  a  program  from  software  components 
[LY086J.  Third,  it  can  be  interpreted  as  the  construction  of  programs  by  program  transformation  [CHE84J. 

Reuse  can  generally  be  classified  as  the  reuse  of  ideas,  vertical  reuse,  horizontal  reuse,  and  total  reuse 
[HAL87].  Publishing  methods  and  techniques  including  algorithms  leads  to  reuse  of  ideas  by  software 
professionals.  Vertical  reuse  refers  to  reuse  in  a  particular  language,  and  horizontal  reuse  refers  to  the  widely  used 


5-4 


components  in  a  particular  environment,  such  as,  son  utilities.  Total  reuse,  however,  is  the  use  of  complete 
packages  after  some  customization. 

The  term  reuse  applies  to  the  products  developed  throughout  the  development  life  cycle  of  software  which 
includes  requirements  specifications,  logical  and  physical  design,  code,  and  any  information  needed  to  create 
software.  A  Reuse  Taxonomy  by  Prieto-Diaz  [PRI93]  shows  six  views  of  software  reuse: 

1.  Bv-Substance  defines  the  essence  of  the  items  to  be  reused.  It  consists  of  ideas, 
concepts,  artifacts,  components,  procedures,  and  skills. 

2.  Bv-scooe  defines  the  form  and  extent  of  reuse.  Such  reuse  can  be  classified  as  vertical  and 
horizontal  reuse. 

3.  Bv-mode  defines  how  reuse  is  conducted.  It  may  be  planned,  systematic  or  ad-hoc, 
opportunistic. 

4.  Bv-technioue  defines  the  approach  used  to  implement  reuse.  It  could  be  either 
compositional  or  generative. 

5.  Bv-intention  defines  how  elements  will  be  reused,  as  black-box  (as  is)  or  white-box 
(modified). 

6.  By-product  defines  what  work  products  are  reused.  It  includes  source  code,  design, 
specifications,  objects,  text  and  architecture. 

The  broader  concept  of  reuse  ( Basili,  1988)  includes  the  'use  of  everything  associated  with  a  software 
project  including  knowledge."  The  emphasis  in  industry  has  been  on  artifacts  reuse  such  as  Booch  Ada  Parts 
collection  and  the  Generic  Reusable  Ada  components  for  Engineers.  Two  of  the  often  cited  reusable  projects  in 
Avionics  are  Common  Ada  Missile  Package  project  (CAMP)  and  Reusable  Ada  Avionics  Software  Packages 
(RAASP).  The  increased  focus  on  software  reusability  is  attributed  to  an  overall  realization  of  the  potential 
benefits  of  not  only  reusing  code,  but  also  using  all  aspects  of  the  development  process.  The  documentation 
produced  at  various  levels  should  serve  as  sources  for  maintenance  and  reusability.  Reusability  of  software  can  not 
be  a  uniform  process;  it  always  has  to  be  tailored  for  a  particular  domain. 

LI  ROLE  OE1ISERS  AND  DEVELOPERS  IN  DEVELOPING  REUSABLE  SOFTWARE 

Users  of  software  can  be  classified  as  immediate  users  of  the  software  for  whom  software  was  developed  in 
the  first  place,  and  future  users  of  the  software.  Immediate  users  are  more  concerned  about  the  ability  of  the 
software  in  meeting  requirements  for  the  application,  budget,  and  time  factors.  Their  objectives,  however,  may 
not  be  the  same  as  those  of  future  users  who  tend  to  generalize  software  attributes,  which  in  turn  could  lead  to 
additional  costs  and  delays  in  development  efforts  and  enhancements.  Immediate  users  may  not  favor  domain 
analysis  unless  they  realize  the  need  for  future  developments  and  also  its  cost  implications.  Future  users  could  play 
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a  role  to  that  of  assembly  line  workers  who  assemble  software  components  to  produce  a  new  product.  The 
reuse  of  garn»  software,  however,  will  vary  depending  on  the  ability  of  the  user  and  the  features  of  the  software 
components. 

The  abilities  of  the  users  of  software  components  are  a  combination  of  skill  levels  of  the  users,  familiarity 
of  the  problem  domain,  and  the  rime  taken  to  retrieve  required  components  from  reuse  repository.  The  tasks  of  the 
users  will  also  be  facilitated  by  the  characteristics  of  the  components  themselves.  These  component  characteristics 
are  incorporated  in  the  software  by  the  software  engineer  and  the  development  team. 

It  should  be  cmphasiygd  that  the  major  players  in  software  reusability  are  users  and  developers .  A 
Reusable  Components  Repository  is  the  common  base  through  which  they  interact  Users  are  concerned  with  the 
ease  of  using  the  repository  and  developers  are  concerned  with  populating  the  repository  and  keeping  track  of 
engineering  details. 


Figure  1.  Reusability  Scenario 
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The  reusability  scenario  has  two  distinct  features:  a  Repository  Retrieval  System  and  the  Components 
Engineering  System  which  consists  of  domain  analysis,  requirements  analysis,  design,  metrics,  and  other 
configuration  management  details.  Both  the  Repository  Retrieval  System  and  Components  Engineering  System 
have  to  be  designed  in  collaboration  with  each  other.  A  Repository  Retrieval  System  is  similar  to  a  library  retrieval 
system,  but  it  has  to  consider  graphical  interfaces  and  capabilities  to  interface  with  other  software  repositories 
planned  by  DoD  and  commercial  software  vendors.  Even  though  reusable  efforts  are  evolving,  standards  for 
interface  with  repositories  are  not  easily  available.  Therefore,  retrieval  systems  need  flexible  designs. 

Extracting  reusable  components  from  existing  software  is  a  complex  activity  and  may  not  be  cost 
effective  in  all  cases.  The  basic  information  needed  for  reusable  components  from  the  users'  perspective  are: 

a.  Domain  knowledge 

b.  Overview  of  reusable  components 

c.  Details  of  each  component  which  include: 

Source  code  adhering  to  a  particular  style 
Domain  analysis 

Requirements  analysis  of  the  system  for  which  the  component  was  designed 
Logical  Design 

System  (hardware/software)  constraints 
Testing  /  Quality  Assurance  reports 
Unique  features  etc. 

Other  aspects . 

2.  A  LIFE  CYCLE  MODEL  FOR  REUSABLE  SOFTWARE 

Software  Development  Life  Cycles  offer  a  framework  for  software  development  Though  there  is  some 
concern  about  the  life  cycle  concept  itself  amid  its  use,  one  has  to  admit  their  utility  in  identifying  various  tasks 
involved  in  the  software  development  Software  professionals  are  well-versed  with  the  following  life  cycle  models: 

1.  Classical  Software  Development  Life  Cycle 

2.  Structured  Software  Development  Life  Cycle 

3.  Software  Engineering  Life  Cycle 

4.  Information  Engineering  Life  Cycle 

3.  Spiral  Model  of  software  development  and  enhancement 

Tire  life  cycle  models  present  different  points  of  view  for  systems  development  For  example,  the  classical 
model  assumes  that  the  various  activities  are  sequential.  This  model  has  been  widely  critiqued  for  its  inability  to 
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incorporate  changing  system  needs.  The  Structured  Life  Cycle  considers  back-tracking  and  incorporating  changes 
introduced  at  various  phases.  The  Software  Engineering  Life  Cycle  closely  follows  the  Classical  and  Structured 
life  cycles  and  emphasizes  walkthroughs,  inspections,  reuse,  metrics,  and  deliverables.  Information  Engineering 
Life  Cycle  emphasizes  defining  data  requirements  of  an  enterprise  first,  and  then  the  processes.  It  may  be  more 
appropriate  for  developing  Management  Information  Systems  projects.  The  Spiral  Life  Cycle  deals  with  the 
prototype  development  environment,  where  neither  the  developer,  nor  the  user  have  complete  knowledge  of  the 
product  to  be  developed.  It  considers  risk  analyses  for  different  prototype  developments.  None  of  the  above  models 
treat  software  reuse  or  maintenance  as  a  part  of  the  models.  Incorporating  maintenance  and  reuse  paradigm  in  the 
model  forces  the  developer  to  consider  a  futuristic  view  of  the  system  during  development 

Henderson-Sellers  and  Edwards  [HEND90]  propose  the  Fountain  Model  (Figure  2)  for  the 
object-oriented  life  cycle  which  consists  of  the  traditional  life  cycle  phases  and  three  additional  phases  of  Program 
Use.  Maintenance,  and  Further  Development  at  the  top  of  the  Fountain.  The  model  extends  the  Waterfall  or 
Structured  Life  Cycle  models  to  include  reuse,  maintenance,  and  further  enhancements  of  software.  The  Fountain 
Model  represents  object-oriented  software  life  cycle.  It  may  also  be  treated  as  reusable  software  development  life 
cycle,  where  Maintenance,  and  Further  Development  are  some  aspects  of  reuse  efforts.  We  would  like  to  add 
Domain  Analysis  prior  to  Requirements  Analysis  phase  in  the  Figure  2  to  emphasize  the  fact  that  reusability 
issues  should  be  domain  specific,  because  designing  software  for  universal  reusability  may  not  be  cost-effective  and 
practical. 

Domain  analysis  plays  a  significant  role  in  the  development  of  reusable  software.  Domain  analysis  refers 
to  a  detailed  survey  of  the  past  efforts  of  an  application  area,  current  development  tasks,  and  future  needs  of  the 
problem  domain.  Domain  analysis  will  allow  the  managers  and  developers  to  integrate  past  and  current  efforts, 
schedule  for  the  optimum  utilization  of  resources,  and  substantial  savings  in  time  and  efforts  in  development, 
maintenance,  and  enhancements  of  systems. 
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CONTROL 

The  basic  elements  of  a  management  process  are:  planning,  organizing,  operating  and  control.  For  an 
organization  such  as  Software  Concepts  Group  at  the  Avionics  Directorate  of  the  Wright-Patterson  Air  Force  Base, 
which  forecasts  technology  for  future  avionics  systems,  translates  the  concepts  to  feasible  projects,  funds  and 
monitors  the  projects,  and  diffuses  the  technology  to  its  customers,  and  to  the  community  at  large,  management 
issues  become  very  complex.  We  can  view  management  functions  from  two  perspectives: 

1.  Internal  control 

2.  Controlling  projects  developed  by  contractors. 

The  task  of  foreseeing  the  future  technology  is  the  most  crucial  one.  As  the  projects  are  of  diverse  nature, 
it  may  not  be  possible  to  use  the  same  set  of  tools/techniques  or  CASE  tools  in  all  the  projects.  However,  a  few 
guidelines  could  be  offered  to  maintain  uniformity  among  projects.  It  is  necessary  to: 

a.  Provide  a  common  format  for  all  projects; 

b.  Maintain  control  over  all  documentation  and  source  codes; 

c.  Record  contributions  of  individual  projects  with  respect  to  contribution  to  knowledge,  technology, 
products,  etc. ; 

d.  Encourage  use  of  software  engineering  principles  and  CASE  tools  wherever 
appropriate; 

e.  Integrate  contributions  of  all  the  projects  and  practice  them  in  the  subsequent  projects. 

The  Software  Process  Maturity  Model  (HUM89]  would  be  equally  applicable  to  Laboratories  controlling 
projects  as  well  as  to  contractors  involved  in  software  development.  If  the  Laboratories  have  a  high  level  of  process 
maturity  then  they  will  be  in  a  position  to  demand  and  control  appropriate  deliverables  from  their  contractors  more 
effectively.  The  software  process  is  the  entire  set  of  tools,  methods,  and  practices  used  to  produce  a  software 
product 


Figure  3.  Software  Process  Maturity  Levels 
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Control  and  improvement  of  tools,  methods,  and  practices  can  lead  the  organization  to  higher  maturity 
levels.  Metrics  or  measurement  of  outputs  can  play  a  major  role  in  translating  the  art  of  software  development  to 
the  science  of  software  development  CASE  tools  will  also  play  a  major  role  in  the  software  process  maturity 
model. 

4.  CASE  TOOLS 

This  section  outlines  the  specifics  of  the  avionics  software  development  process.  The  demands  of  avionics 
software  development  process  are  quite  distinct  from  those  of  Management  Information  Systems  or  any  other 
commercial  applications.  Most  of  the  avionics  applications  are  embedded  real-time  systems.  The  new  applications 
are  to  be  developed  using  Ada.  Some  of  the  tools/techniques  and  methodologies  required  to  specify  the 
requirements  and  design  of  the  avionics  systems  are  as  follows: 

A.  Structured  Analysis  and  Design  Methodology 

Tools/Techniques  Used: 

1 .  Data  Flow  Diagrams  and  its  Real-Time  extensions 

2.  Data  Dictionary 

3.  Data  Modeling  and  Entity  Relationship  diagrams 

4.  Decision  Tables,  Decision  Trees,  Action-Diagrams,  Nassi-Shneiderman  charts 
3.  State  Transition  Tables,  State-Transition  Diagrams 

6.  Finite-State  Architecture 

7.  Petrinets 

8.  Structure  Charts  (in  Structured  Design  Methodology) 

B.  Data  Structure-Oriented  Methodologies 

1.  Wamier/Orr  Methodology 

2.  Jackson  System  Development  (JSD) 

C.  Real-Time  Design  Methodologies 

1.  Design  Method  for  Real-Time  Systems  (DARTS) 

2.  Structured  Analysis  and  Design  Technique  (SADT) 

D.  Object-Oriented  Analysis  and  Design  Methodologies: 

1.  Bailin:  Object-Oriented  Requirements  Specification 

2.  Coad  and  Yourdon:  Object-Oriented  Analysis  and  Object-Oriented  Design 

3.  Shlaer  and  Mellon  Object-Oriented  Analysis 

4.  Wasserman  et  al.  Object-Oriented  Structured  Design  (OOSD) 

5.  Booch:  Object-Oriented  Design 

6.  Wirfs-Brock  et  al.  Responsibility  Driven  Design  (RDD) 
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7.  Rumbaugh  et  al.  Object-Modeling  Technique  (OMT) 

8.  Embley  et  al.  Object-Oriented  Systems  Analysis  (OSA) 

These  methodologies  can  be  implemented  in  most  of  the  leading  CASE  tools.  In  general,  the  CASE  tools 
can  be  classified  from  multiple  view  points  such  as  upper  CASE,  lower  CASE,  and  I -CASE  (Integrated  CASE 
Tools).  Some  of  the  unique  components  of  the  CASE  Tool  set  are  [BUR  89]  summarized  below: 

a.  Diagramming  Tools 

b.  Syntax  Verifiers 

c.  Prototyping  Tools 

d.  Code  Generators 

e.  Project  Management  and  Methodology  Support 

f.  Re-Engineering  Tools 

g.  Central  Repository 

At  present  about  24%  of  the  software  development  organizations  use  CASE  tools.  Most  of  the  tools 
implement  Structured  Systems  Analysis  and  Design  methodologies,  but  they  are  not  well  integrated  with  code 
generation  and  testing  tools.  One  of  the  major  problems  is  the  compatibility  among  CASE  tools.  Lade  of  industry 
standards  makes  it  difficult  to  port  systems  from  one  set  of  tools  to  another.  It  also  makes  users  dependent  on  a 
particular  tool  vendor.  Organizations  generally  are  hesitant  to  adopt  this  new  technology  because  of  high  cost 
investments  in  these  tools  as  well  as  the  costs  involved  in  training  employees  in  the  methodologies  and  tools. 
Moreover  the  management  of  an  organization  has  high  expectations  about  pay-off  from  these  tools  but  employees 
are  reluctant  to  experiment  with  the  new  technology.  The  opponents  of  CASE  tools  may  be  concerned  about  the 
following  issues: 

1.  Training  with  methodologies 

2.  Ease  of  use  of  CASE  Tools 

3.  Redundancies  in  documentation 

4.  Poor  integration  of  various  phases  of  life  cycle 

3.  High  costs  of  acquisition  and  maintenance 

6.  Probability  and  compatibility  of  the  tools 

These  are  some  of  the  concerns.  It  should  be  kept  in  mind  that  CASE  technology  is  still  evolving  and  it 
might  take  a  while  to  have  an  I-CASE  in  its  real  sense.  If  an  organization  ready  to  cope  with  the  technology,  it  is 
the  time  to  start  now!  We  have  to  keep  in  mind  that  acquiring  knowledge  always  comes  incrementally.  Training 
employees  with  software  engineering  methodologies  is  clearly  the  most  crucial  aspect.  A  careful  evaluation  of  the 
tools  that  will  be  needed  should  be  done  prior  to  their  acquisition.  Consultations  with  users  of  some  of  the  tools  in 
similar  projects  seems  to  be  the  most  desired  method  for  evaluation  of  the  tools.  It  would  be  an  ideal  approach. 
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however,  to  train  project  managers  on  a  Model  Project  which  would  be  of  common  interest.  Various  software 
engineering  tools/techniques  can  be  experimented  in  the  Model  Project  For  example,  an  expert  in  the 
methodology  may  act  as  a  moderator  in  the  development  process.  In  learning  the  development  process  education 
in  software  engineering  disciplines  would  be  more  beneficial  as  compared  to  training  with  a  specific  CASE  tool 
because  it  is  not  the  tool  which  decides  the  success  of  any  project  but  the  modeling  or  problem  solving  approach 
which  dictates  how  well  the  tool  is  used  to  develop  the  system. 

Most  CASE  tools  are  capable  of  producing  documents  adhering  to  2 167A  standards.  However,  it  is  the 
responsibility  of  the  management  to  enforce  uniformity  in  the  contents  of  deliverables  by  giving  specific  directions 
regarding  formats,  tools/techniques,  methods,  and  cross-referencing  in  the  documentation.  The  ultimate  objective 
is  always  to  get  an  integrated  product  which  is  easy  to  operate,  maintain,  and  reuse.  This  could  be  accomplished 
by  enforcing  standards  with  respect  to  the  tools,  techniques,  and  other  process  details. 

5.  SOFTWARE  PROCESS  MATURITY  MODEL  AND  ROLE  OF  CASE  TOOLS 

Pfleeger  [PFL91J  suggests  that  "only  when  development  process  possesses  sufficient  structure  and 
procedures  does  it  make  sense  to  incorporate  certain  kind  of  CASE  tools  in  a  development  environment”  He 
advocated  the  following  CASE  tools  for  the  various  process  maturity  levels. 


Level 

Characteristics 

Metric  to  use 

CASE  Tools 

1. 

Initial 

Adhoc 

Baseline 

Tools  that  help  to  structure  and  control, 

estimate  product  size  and  effort 

2. 

Repeatable 

Process  dependent 

on  individuals 

Project 

Tools  for  requirements  specification, 

project  management,  and  configuration! 

management 

3. 

Defined 

Process  defined, 

institutionalized 

Product 

Tools  to  measure  quality,  complexity,  to 

support  design  and  coding,  and  to  guide 

testing  and  integration 

Managed 

Measured  process 

(quantitative) 

Process  +  Feedback 

Project  database,  management  system, 

simulation  tools,  reliability  models,  and 

impact  analysis 

5. 

Optimizing 

Imrovement  fedback 

to  process 

Process  +  Feedback 

for  changing  process 

Process  programming  and  process 

simulation  tools 

Figure  4.  Process  maturity  levels  related  to  CASE  tools 
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Issues  involved  in  software  project  management  are  numerous  and  quite  complex.  Some  of  the  key  issues 
which  have  tremendous  impact  on  deliveraoles,  usability,  and  control  of  the  projects  are  the  following: 

6. 1  CONTENTS  OF  PROPOSALS  AND  L  IVERABLES 

After  going  through  a  number  of  proposals,  work  plans,  deliverables,  etc.  I  realized  the  difficulties  in 
managing  the  projects.  Even  with  mv  adequate  background  in  the  software  engineering  area,  I  felt  that  I  would  be 
at  the  mercy  of  the  contractor  if  I  were  a  manager.  The  reason  is  that  1  may  not  have  enough  control  ova  the 
projects.  The  DoD  has  all  the  controls  in  place  for  managing  the  projects  through  standards  such  as  2 167 A,  but 
the  documentation  I  read  raised  the  following  questions  which  could  serve  as  guidelines  for  an  organization: 

1 .  What  are  the  contributions  of  this  project  in  terms  of  knowledge  and  technology? 

2.  Have  similar  projects  been  undertaken  by  the  same  contractor,  by  other  agencies,  or  by  other 
organizations  in  U.S.  or  abroad? 

3.  How  well  the  contractor  completed  the  "Related  Work"  section  in  the  proposal? 

4.  Can  we  have  full  control  ova  the  deliverables? 

5.  Does  the  contractor  make  us  depend  on  the  particular  contractor  for  related  efforts  in 
future  by  the  nature  of  deliverables,  or  mode  of  information  sharing? 

6.  How  well  the  requirements  specification  is  separated  from  design  issues? 

7.  Has  the  continuity  among  various  phases  of  systems  development  been  demonstrated  by 
the  contractor? 

8.  How  well  the  project  is  integrated  with  other  projects  in  the  Avionics  Directorate? 

9.  How  easy  is  it  to  follow  documentation  and  other  deliverables? 

10.  Do  we  have  metrics  to  assess  deliverables? 

6.1.1  SOURCES  QF  CONFUSION 

I  strongly  believe  that  one  of  the  major  sources  of  confusion  can  be  in  the  proposal  itself,  in  which  the 
contractor  fails  to  distinguish  between  the  requirements  of  a  system  and  the  design  of  the  system.  Systems 
analysis  or  requirements  analysis  should  emphasize  only  on  "what”  is  expected  of  the  system,  and  not  "how"  it  is  to 
be  done.  Unfortunately  most  of  the  proposals  I  read  did  not  distinguish  between  analysis  and  design.  This  lack  of 
distinction  blurs  the  basic  objectives  of  the  project  Additionally,  it  is  difficult  to  evaluate  the  approach  as  no 
alternatives  are  given.  The  proposal  may  be  too  detailed  about  a  specific  mode  of  implementation  so  that  the 
reader  is  lost  in  the  details  or  led  to  believe  that  it  is  the  only  way  to  do  things.  In  such  a  scenario  the  manager  has 
no  option  but  to  accept  the  tasks  as  outlined  in  the  proposal.  The  manager  will  not  have  much  control  ova  the 
project  as  the  proposal  did  not  specify  microscopic  details.  Only  an  expert  in  the  particular  area  may  raise 
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meaningful  questions.  The  other  alternative  which  I  may  be  forced  to  adopt  because  of  the  nature  of  proposal,  is  to 
keep  quiet  and  be  satisfied  with  whatever  deliverables  are  received  from  the  contractor.  To  overcome  these 
difficulties,  I  would  ask  the  contractor  to  strictly  follow  the  following  guidelines: 

1.  Specify  the  system  requirements  without  referring  to  any  hardware  or  product  details. 

2.  Discuss  implementation  details  in  the  Design  aspects. 

3.  Do  not  mix  "What"  and  "How"  aspects. 

4.  Describe  contents  of  deliverables.  Especially,  identify  what  type  of  methodologies,  CASE  tools  etc. 
would  be  used  for  analysis  and  design.  Describe  how  documentation  of  one  phase  will  lead  to  the 
successive  phases. 

6.1.2  TECHNOLOGY  VS.  APPLICATIONS 

Investment  in  research  projects  related  to  technology  development  is  potentially  a  high  return  area  if  it  is 
conceived  and  managed  very  carefully.  Otherwise  investments  may  not  produce  substantial  outputs.  Every  effort 
should  be  made  to  diffuse  the  technology  to  the  community  at  large  and  break  the  monopoly  of  a  few  vendors.  In 
avionics  domain,  the  main  thrust  is  both  in  software  development  and  technological  advancement.  In  both  the 
cases,  outputs  of  the  projects  need  to  be  carefully  evaluated  and  controlled. 

6.1.3  MONOPOLY  OF  SOFTWARE  DEVELOPERS 

In  the  1960's  Original  Equipment  Manufacturers  (OEM)  controlled  the  hardware  industry  because  of  their 
unique  coding  schemes.  This  approach  made  the  user  dependent  on  a  particular  vendor  of  hardware.  Introduction 
of  ASC II  solved  this  problem  to  some  extent  Now  a  similar  scenario  exists  today  in  the  software  industry. 
Though  there  are  standards  such  as  2167A  for  documentation  of  software,  the  contents  of  documentation  vary 
because  of  different  tools  and  techniques  used  in  software  development  and  the  lack  of  detailed  standards  and 
process  control. 

In  the  absence  of  matured  processes  for  software  development  a  reasonable  control  on  the  project  can  be 
achieved  by  defining  the  contents  of  deliverables.  To  some  extent  the  contents  would  define  the  process  and 
enforce  uniformity  in  managing  projects.  One  of  the  aspects  which  need  to  be  emphasized,  however,  is  to  separate 
logical  requirements  from  implementation  details.  This  is  the  key  to  extend  the  life  of  the  system. 

5.2  DOMAIN  ANALYSIS  FOR  AVIONICS  AND  ASSESSMENT  OF  AVAILABLE  TECHNOLOGY 


Domain  Analysis  is  the  formulation  of  the  common  elements  and  structure  of  a  domain  of  applications  Q. 
It  is  a  way  of  understanding  and  describing  the  past  and  present  in  order  to  increase  productivity  in  the  future.  It 


should  be  an  ongoing  process.  Domain  Analysis  in  avionics  refers  to  surveying  the  avionics  applications  and 
assesses  the  role  of  the  current  and  past  projects  in  the  avionics  domain  applications.  One  of  the  objectives  of 
domain  analysis  is  to  develop  a  framework  for  integrating  all  tasks  in  avionics  domain.  Some  of  the  questions 
which  may  be  useful  in  this  context  are: 

a.  What  is  the  knowledge  base  for  major  air  frames  for  example,  (current  and  future  fighters,  bombers, 
helicopters,  and  trainers)  regarding  their  current  functions,  missions,  environments  and  future  plans? 

b.  What  are  the  goals  and  objectives  of  this  group  with  respect  to  software  and  hardware  under  its  control? 

c.  Do  we  know  the  details  of  all  current  projects,  and  deliverables  within  a  suitable  format? 

d.  Do  the  current  projects  meet  goals  and  objectives?  To  what  extern? 

e.  What  applications  are  better  for  reusability,  in  terms  of : 

i)  analysis 

ii)  design 

iii) code 

iv)  algorithms 

f.  Are  projects  aimed  to  develop  prototypes  and  concepts  documenting  the  outputs  in  such  a 

manner  that  they  could  be  used/implemented  by  any  independent  team? 

g.  Which  projects  undertaken  by  DoD,  ARP  A,  NSF,  other  agencies,  and  private  organizations  are  similar 
to  the  current  one?  Describe  them. 

h.  Is  a  format  for  domain  analysis  documents  developed? 

6.3  AN  INTEGRATED  VIEW  QF  ALL  PROJECTS 

Each  project  should  have  documentation  on  various  phases.  DoD  Standard  2167A  deals  with  the  details 
and  these  should  be  followed.  For  uvc  purposes  of  managing  projects,  the  Avionics  Directorate  may  develop  a 
document  giving  an  integrated  view  of  the  projects  under  its  control.  A  yearly  report  may  be  compiled  which  will 
consist  of  the  following  essential  aspects  of  all  the  projects  and  how  they  are  integrated: 

1.  Domain  Analysis 

2.  Contributions  of  the  Project 

3.  How  these  contributions  are  integrated  with  other  Avionics  projects  or  any  other  efforts? 

The  major  emphasis  of  this  yearly  report  should  be  on  concepts  on  technology  advances  and  on  aspects 
which  could  be  used  elsewhere.  Implementation  details  are  available  at  the  project  level  and  as  such  should  not  be 
part  of  this  report 
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7,  A  MODEL  FOE  DEVELOPING  AND  MANAGING  REUSABLE  avtonics  SQFT-WARF. 


Based  on  the  past  discussions,  a  Model  for  Developing  and  Managing  Reusable  Avionics  Software  is 
offered  in  Figure  5. 


Figure  5.  A  Model  For  Developing  and  Managing  Reusable  Avionics  Software 
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To  ctanHarrfi?^  the  project  formats  and  to  appreciate  technical  details,  it  will  be  useful  to  work  on  a  Model 
Project  with  close  collaborations  with  a  developer  or  consultant  It  may  be  useful  to  re-engineer  an  existing  project 
which  will  have  high  reusability  because  the  existing  project  will  have  all  technical  details.  If,  however,  a  new 
project  is  selected  the  emphasis  will  shift  to  new  technical  details  and  exploration  aspects.  Therefore,  a  new 
project  may  be  restrictive  in  exploring  all  tools/techniques,  methodologies,  and  other  issues.  The  difficulty  in 
re-engineering  an  existing  project  would  depend  on  the  availability  of  documents,  style  of  coding,  ami  the  language 
used. 


The  Model  Project  should  be  developed  using  appropriate  methodologies,  CASE  tools,  and  documentation 
should  adhere  to  standard  2 167A.  It  should  serve  as  a  model  for  use  of  methodologies  and  documentation.  This 
experience  may  be  valuable  for  in-house  development  and  in  managing  software  development  projects  by 
contractors. 

7.2  SOFTWARE  DEVELOPMENT  PROCESS.  METHODOLOGIES.  AND  METRICS 

Avionics  software  systems  have  a  number  of  characteristics  which  make  them  unique  compared  to  the 
traditional  dam  processing  application.  In  general,  they  are  real-time  systems  which  need  to  activate  as  a  response 
to  external  events.  Response  time  is  critical  for  such  systems.  Some  of  them  may  be  embedded  where  software  is 
integrated  with  hardware  components.  Correctness  of  software,  and  reliability  are  of  utmost  concern  to  users  of 
the  software.  Therefore,  testing  of  software  is  a  very  elaborate  task  in  its  development  The  system  needs  to  be 
maintainable  at  the  earliest  possible  time.  On-board  testing  and  maintenance  efforts  would  minimize  the 
machine-down-time.  Most  of  the  tools  and  techniques  identified  earlier  would  also  be  applicable  to  avionics 
software  development 

Object-oriented  methodologies  are  very  well-suited  for  developing  reusable  software.  The  concepts  of 
abstraction,  information-hiding  and  polymorphism  are  practiced  in  these  methodologies.  Though  there  are  a 
number  of  OOA,  OOD,  OOA  and  OOD  methodologies,  they  are  not  in  a  matured  stage  such  as  Structured 
Methodologies.  The  Object  Modeling  Technique  by  Rumbaugh  et  al.  [RUM91]  seems  to  be  one  of  the  most 
appropriate  methodologies  for  avionics  system  development  as  it  offers  Object  Model,  Dynamic  Model,  and 
Functional  Model  facilities  for  requirements  specification  of  a  system.  It  is  a  nice  blend  of  structured  and 
object-oriented  concepts.  The  methodology  may  need  further  refinements  to  provide  continuity  among  the  three 
models  and  to  represent  collaboration  between  various  subsystems  and  objects.  A  CASE  Tool  called  OMTool™ 
implements  the  methodology.  However,  it  is  to  be  kept  in  mind  that  at  present  OMTool™  does  not  implement  the 
Dynamic  Model  and  Function  Models  of  Rumbaugh's  methodology.  Representation  of  collaborations  between 
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objects  and  integration  of  different  models  are  the  major  issues  regarding  this  methodology.  The  Model  Project 
may  use  Object-Oriented  and  Structured  methodologies  in  analysis  and  design  phases  and  Ada  in  implementation 
phase.  Ada  9X  incorporates  object-oriented  programming  features. 

7  3  USING  CASE  TOOLS  IN  PROJECTS 

At  present  most  of  the  CASE  tools  used  are  in  analysis  and  design  areas.  The  analysis  and  design 
methodologies  are  not  well  integrated.  CASE  tools  related  to  project  management,  code  generation,  and  testing 
should  also  be  used  wherever  applicable.  This  would  integrate  all  the  phases  of  life  cycle.  A  recent  report  from 
Institute  for  Defense  Analysis  has  identified  that  there  are  more  than  600  testing  tools  available  but  not  widely 
used.  The  CASE  technology  is  heading  towards  I -CASE  or  Integrated  CASE.  Management  may  introduce  these 
tools  progressively  in  projects.  As  discussed  earlier,  acquiring  different  tools  may  be  linked  to  different  levels  of 
process  maturity. 

7.4  ACTION  PLAN 

The  action-plan  may  emphasize  standardizing  processes  for  a  project  A  participative  mode  of 
implementing  a  change  in  an  organization  may  face  less  resistance.  The  managw  may  do  the  following  for 
instance: 

1.  State  the  need  for  a  Domain  Analysis  for  Avionics  to  identify  the  future  technological  needs. 

2.  Show  how  the  existing  projects  meet  the  needs.  Emphasis  should  be  on  specifics.  Global  words 
should  be  avoided. 

3.  Identify  goals  for  the  next  five  years. 

4.  Draw  an  implementation  plan  which  covers: 

a.  A  suggested  format  for  summary  and  detailed  internal  reports  for  projects 

b.  Details  of  deliverables  from  contractors 

c.  Software  Engineering  tools/techniques  to  be  used 

d.  Identify  the  need  for  a  Model  Project 

e.  Invite  suggestions  from  Project  Engineers 

g.  Incorporate  suggestions  and  implement  the  plan. 

One  of  the  difficult  tasks  would  be  to  bring  projects  with  multiple  dimensions  under  a  common  thread  of 
control.  This  has  to  be  done  by  studying  individual  projects  and  then  comparing  their  similarities  and  differences. 
The  model  project  may  promote  uniformity  in  the  processes  i.e.  in  tools,  methods  and  practices  which  would  lead 
the  organization  to  a  higher  level  of  process  maturity  and  force  the  contractors  to  adhere  to  higher  standards. 
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A  STUDY  OF  VIRTUAL  REALITY  AND  ITS 
APPLICATION  TO  AVIONICS 


Elmer  A.  Grubbs 
Assistant  Profeosor 
Department  of  Engi -.»ering 
New  Mexico  Highlands  niversity 

Abstract 

A  literature  search  on  the  topic  of  virtual  reality  was  performed. 
Books,  magazine  articles  and  conference  reports  on  the  topic  were  read  and 
relevant  ones  saved.  A  flicker  free  3-D  television  system  using  standard 
television  equipment  with  no  hardware  modification,  which  was  built  last 
summer,  was  updated  with  new  circuitry  developed  during  the  school  year  to 
provide  color  pictures  with  reduced  artifacts.  A  486  computer  system  was 
programmed  and  interface  circuitry  built  to  provide  both  static  and  moving 
three  dimensional  pictures  on  the  computer  display .  This  system  also  used  the 
flicker  free  methods  developed  last  summer.  New  techniques  for  stereoscopic 
glasses,  head  mounted  displays,  and  three  dimensional  displays  were 
investigated. 
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A  STUDY  OF  VIRTUAL  REALITY  AND  ITS 
APPLICATION  TO  AVIONICS 


Elmer  A.  Grubbs 


INTRODUCTION 

Virtual  reality  (VR)  provides  the  capability  to  simulate  in  three 
dimensions  nearly  anything  imaginary  or  real.  VR  provides  the  user  with  the 
ability  to  interact  with  the  simulated  environment  and  other  individuals  using 
the  simulation.  VR  simply  involves  computer  software  and  input/output  devices 
that  directly  interact  with  our  senses,  producing  an  artificial  world  for  us 
to  interact  in.  Depending  upon  the  particular  application  involved,  VR  is 
also  referred  to  as  immersion  simulation,  artificial  reality,  telepresence, 
virtual  world,  and  virtual  environment. 

The  state  of  the  art  is  such  that  the  virtual  world  is  not  completely 
believable.  The  objects  represented  do  not  have  intricate  structure,  and  are 
very  simple  and  cartoon-like.  Interacting  with  the  objects  may  not  occur  in 
real  time,  i.e.  there  is  a  noticeable  delay  in  the  movements  represented  in 
the  simulation  space.  In  addition,  the  VR  equipment  is  bulky  and  expensive. 
There  is  little  in  the  way  of  tactile  feedback;  for  example  one  can't  feel  an 
object  as  it's  picked  up. 

The  limitations  to  VR  are  being  worked  on  by  several  research  and 
development  organizations.  The  technology  for  correcting  most  of  the  VR 
limitations  already  exists .  However  research  has  been  conducted  by  a 
relatively  small  group  of  scientists,  some  who  are  not  familiar  with  the 
breadth  of  the  available  hardware  and  software  solutions.  For  example,  until 
last  year,  position  tracking  was  traditionally  done  with  a  magnetic  device 
used  since  the  1970s  that  had  a  very  slow  response  time.  Only  in  the  past  year 
have  researchers  begun  to  use  systems  which  overcome  this  limitation.  Except 
for  the  tactile  feedback  problem,  the  other  limitations  to  using  VR  have 
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solutions  only  a  few  years  away. 

There  are  many  areas  in  the  Wright  Laboratory  Avionics  Directorate  that 
can  use  VR  technology.  These  areas  will  be  addressed  in  the  body  of  this 
report . 


DISCUSSION 

An  updated  literature  review  was  conducted  during  the  course  of  this 
assignment.  Searching  Computer  Select  (CS) ,  and  the  Defense  Technical 
Information  Center  (DTIC)  CD  roms,  the  WPAFB  technical  library  index, 
conference  reports  and  other  sources  resulted  in  a  great  deal  of  information. 
This  information  was  organized  and  categorized.  There  are  a  broad  range  of 
issues,  technical  and  otherwise,  which  are  addressed  in  the  literature.  This 
report  will  concentrate  only  on  the  technical  aspects  of  this  emerging 
technology. 

The  hardware  for  a  VR  system  consists  of  a  computer  system  and 
input/output  (I/O)  devices.  Input  devices  consist  of  devices  such  as 
joysticks,  position  sensors,  television  cameras,  voice  recognition  system, 
data  gloves,  and  body  suits.  Output  devices  are  devices  such  as  a  head  mounted 
display  (HMD)  or  television/computer  screen  with  3-D  glasses,  stereo  3-D  sound 
equipment,  haptic  displays,  and  computer  speech  systems.  In  short,  anything 
that  makes  the  computer  easier  to  interface  with  using  the  human  senses  may  be 
considered  an  I/O  device  to  a  VR  system. 

The  software  for  a  VR  system  consists  of  programs  such  as  3-D  rendering, 
position  and  view  calculation,  I/O  device  interfaces,  algorithms  for  computing 
constraints  caused  by  physical  laws,  and  motion  simulation.  Please  refer  to 
figure  one  for  a  block  diagram  of  a  general  VR  system.  At  this  time  there  are 
VR  systems  available  using  current  technology  prices  costing  about  $50,000. 
This  price  is  expect- 1  to  drop  significantly,  even  as  the  technology  improves. 
For  example,  Texas  Instruments  is  expected  to  introduce  a  consumer  product  for 
about  $400  soon.  Sega  is  to  introduce  a  game  with  a  head  mounted  display  for 
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approximately  $200  this  year.  Many  other  systems  are  available  for  $20,000  or 
less,  but  do  not  provide  the  capabilities  of  the  more  expensive  systems. 

There  are  several  interesting  applications  of  VR  that  are  in  use  or 
being  designed  at  this  time.  Several  are  listed  below,  and  Appendix  1  contains 
a  more  complete  list.  At  the  University  of  North  Carolina  a  VR  system  was 
prototyped  for  simulating  the  interactions  between  molecules.  This  system 
allows  scientists  to  place  molecules  together  in  the  correct  orientation  to 
visualize  the  molecular  bonding.  In  Japan,  a  VR  system  is  in  use  that  allows 
customers  to  design  a  kitchen  themselves  and  then  interact  and  visualize  their 
design  in  a  three  dimensional  simulation.  Finally,  the  Department  of  Defense 
has  contemplated  a  VR  sy?  that  allows  a  simulation  of  a  military  battle. 

Another  aspect  of  virtual  reality  studied  this  summer  is  the  concept  of 
three  dimensional  (3-D)  television.  Recently,  with  the  advent  of  liquid 
crystal  diode  (LCD)  glasses  and  the  emergence  of  VR,  the  concept  of  3-D  TV  has 
been  resurrected.  One  of  the  two  popular  approaches  is  as  follows.  Two  cameras 
are  used,  one  representing  left  eye  information,  and  the  other  representing 
right  eye  information.  The  left  eye  information  is  sent  to  the  TV  during  the 
first  field  of  a  frame,  and  the  right  eye  information  is  sent  during  the 
second,  or  interlaced  field.  During  the  time  while  the  1  it  eye  information  is 
present,  the  left  lens  of  the  LCD  glasses  is  open  and  the  right  lens  of  the 
LCD  glasses  is  closed.  During  the  time  while  the  right  eye  information  is 
displayed,  the  right  eye  lens  is  open  and  the  left  eye  lens  is  closed.  Because 
of  the  fact  that  the  field  rate  is  30  hz,  each  LCD  lens  is  turning  on  and  off 
at  30  hz.  This  causes  an  annoying  flicker  in  the  picture,  which  is 
unacceptable  for  general  use.  The  second  approach  modifies  the  TV  receiver  so 
that  the  field  rate  is  increased  to  60  hz,  thus  eliminating  the  flicker.  This 
approach  solves  one  problem,  but  introduces  another  since  the  TV  receiver 
needs  to  be  modified.  The  high  cost  of  this  modification  and  the  additional 
circuitry  eliminates  this  alternative  approach  for  general  public  use. 
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During  the  previous  summer,  circuitry  was  built  that  eliminates  the 
30  hz  flicker.  This  was  accomplished  with  no  internal  modifications  or 
connections  to  the  TV  receiver!  This  summer  the  work  was  extended  from  black 
and  white  to  color,  and  circuitry  was  modified  to  reduce  the  effect  of 
artifacts  or  distortions,  in  the  TV  picture,  which  are  caused  by  the  special 
processing  being  used  to  reduce  the  flicker.  Please  refer  to  figure  2  for  a 
block  diagram  of  the  general  approach  used  here. 

RESULTS 

Modifications  designed  during  the  period  1  January  through  15  May  1993 
were  made  to  the  equipment  designed  and  built  during  the  previous  summer.  In 
addition  several  ideas  were  generated  for  the  display  of  three  dimensional 
pictures  using  other  methods. 

We  first  looked  at  possibilities  for  building  stereoscopic  glasses  using 
something  other  than  LCD  technology.  LCD  technology  in  the  short  term  is  still 
expensive,  and  is  limited  by  the  speed  with  which  the  lens  may  be  turned  on 
and  off.  It  was  noted  that  one  way  mirror  glass  offered  one  potential  method. 
If  the  intensity  of  light  on  the  back  of  the  glass  is  higher  than  that  on  the 
front,  the  mirror  is  transparent.  If  the  intensity  on  the  front  is  higher,  the 
mirror  is  opaque,  reflecting  the  light  source  back  into  the  viewers  eyes. 
Several  test  apparatus  were  built  to  demonstrate  the  technique.  By  using  a 
light  source  reflecting  off  of  a  brown  surface  to  illuminate  the  front  of  the 
mirror,  one  could  either  view  the  TV  screen  or  a  solid  brown  image,  depending 
upon  whether  the  light  was  on  or  off.  This  technique  worked  well  at 
frequencies  up  to  about  15  Hz.  Beyond  that  frequency,  the  brain  integrates  the 
two  images  to  form  a  single  image.  If  there  is  a  marked  disparity  in  intensity 
between  the  two  images,  the  brighter  one  will  prevail.  In  this  case,  the 
brighter  image  is  of  the  light  shining  on  the  front  surface  of  the  mirror,  so 
the  brown  light  is  all  that  the  viewer  sees.  Therefore,  the  method  does  not 
work  at  frequencies  high  enough  to  reduce  flicker. 

Several  techniques  were  investigated  which  present  the  two  images  (left 
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and  right)  in  a  way  which  would  allow  recovery  for  viewing  using  other  that 
LCD  glasses.  For  example,  the  TV  screen  could  be  built  using  polarizing  strips 
of  alternate  polarity  covering  alternate  field  lines.  The  right  image  would  be 
displayed  by  the  TV  during  the  first  field,  and  the  left  image  during  the 
interlace  field.  The  viewer  would  wear  glasses  with  a  vertical  polarizer  on 
one  side  and  a  horizontal  polarizer  on  the  other,  which  would  separate  the 
images  back  out  to  left  and  right  views .  The  brain  would  again  integrate  the 
two  images  to  form  a  single  three  dimensional  image,  but  it  would  still 
flicker  at  30  Hz.  This  technique  could  be  used  with  the  flicker  free  method 
discovered  last  summer.  It  has  apparently  already  been  patented  by  another 
researcher . 

Another  method  involves  sending  the  two  images  simultaneously,  one 
covering  the  majority  of  the  TV  screen,  while  the  other  is  displayed  on  the 
bottom  right  side  taking  perhaps  10%  or  20%  of  the  screen.  The  glasses  in  this 
case  would  be  optically  designed  such  that  the  left  image  would  be  presented 
to  the  left  eye  of  the  viewer  without  magnification  with  the  bottom  right 
corner  blanked  out.  The  right  image  would  be  magnified  and  the  entire  image 
presented  to  the  right  eye.  Although  the  resolution  of  the  right  image  would 
be  decreased  by  a  factor  of  5  to  10,  and  the  left  image  would  be  missing  a 
piece,  the  brain  would  again  integrate  to  present  an  acceptable  image  in  3-D. 
The  viewer  would  not  be  able  to  move  their  head  appreciably  using  this  method. 
An  advantage  is  that  a  viewer  without  special  glasses  could  still  see  a 
reasonable  image  in  two  dimensions. 

The  final  method  outlined  involves  a  three  dimensional  viewing  system 
which  does  not  involve  glasses  of  any  kind.  It  would  consist  of  four  rotating 
LED  or  LCD  matrices,  connected  to  a  computer  system.  Please  refer  to  figure  3. 
Each  separate  pixel  element  would  be  turned  on  or  off  as  it  rotated  depending 
upon  whether  calculations  by  the  computer  indicated  that  it  was  within  the 
boundaries  of  the  object  to  be  displayed  or  not  within  the  boundaries.  A  major 
problem  would  be  turning  on  and  off  a  large  number  of  pixels  in  a  short  time. 
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with  a  limited  number  of  connections  between  the  computer  and  the  rotating 
LCD's.  This  is  similar  to  a  DOD  sponsored  project  with  Texas  Instruments, 
which  uses  lasers  to  illuminate  a  rotating  screen. 

The  major  thrust  of  the  last  half  of  the  summer  was  in  applying  the 
flicker  free  method  developed  during  summer  1992  to  a  486  computer  system.  3-D 
rendering  software  called  "Flights  of  Fantasy"  was  acquired  which  presented  a 
rotating  pyramid  showing  3-D  perspective,  but  displayed  in  two  dimensions.  The 
software  was  modified  to  use  the  flicker  free  method  developed  in  summer  1992, 
as  well  as  to  interface  to  LCD  glasses.  An  electronic  circuit  was  also  built 
which  captures  the  vertical  scan  rate  from  the  computer  screen  and  produces 
the  proper  signal  to  drive  the  LCD  glasses.  Two  programs  are  available,  the 
first  displays  a  stationary  pyramid  in  three  dimensions  which  appears  to  come 
out  of  the  computer  screen  toward  the  viewer.  The  second  displays  a  cube  which 
rotates  slowly  in  three  dimensions  as  the  viewer  watches.  Both  of  these 
programs  provide  flicker  free  images  in  3-D  with  no  internal  modification  to 
the  computer,  and  only  a  small  amount  of  external  circuitry,  including  the  LCD 
glasses . 

Finally,  an  effort  was  begun,  but  not  finished,  to  photograph  an  object 
from  two  separate  angles  at  a  distance  of  about  three  inches  apart,  digitize 
the  images  and  display  them  on  the  computer  in  three  dimensions  using  the 
flicker  free  technique.  Unfortunately,  the  images  were  not  able  to  be 
displayed  on  the  computer  due  to  the  incorrect  format  of  the  image  files.  A 
file  which  presented  a  solid  red  image  for  the  right  eye  and  a  solid  blue 
image  for  the  left  eye  was  used  to  demonstrate  the  technique. 

RECOMMENDATIONS 

This  sections  outlines  some  the  possible  uses  for  VR  in  the  Avionics 
Directorate.  The  section  includes  recommendations  for  using  VR  technology. 

The  li3t  presented  here  is  not  meant  to  be  exhaustive,  only  representative  of 


what  is  possible  using  this  new  technology. 

Performance  monitoring  of  system  parameters:  in  software  monitoring  a 


Figure  3 
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person  could  be  placed  in  a  virtual  world  of  trees  representing  the  various 
parameters  of  the  avionics  software.  As  the  aircraft  went  through  various 
maneuvers,  the  parameters  could  be  monitored  to  see  if  any  went  out  of  bounds 
during  any  part  of  the  flight.  As  various  conditions  occurred,  the  leaves  or 
fruit  on  a  tree  could  change  color,  alerting  the  user  to  these  conditions. 

Software  development:  Software  could  be  developed  using  a  visual  3-D 
programming  language.  The  software  engineer  can  arrange  programming  symbols  in 
3-D  space  to  construct  a  program.  In  addition,  the  engineer  can  follow  the 
flow  of  data  through  the  software  design,  watching  the  data  change  size  and 
shape  as  it  is  manipulated. 

Navigation:  A  user  could  enter  a  virtual  world  representing  the  area 
above  the  earth  where  the  aircraft  was  flying.  The  user  could  see  "safe" 
corridors  ahead  indicating  which  direction  to  fly.  Targets  and  threats  would 
be  represented  in  three  dimensions  augmented  by  other  necessary  data. 

Packaging:  Packaging  of  various  instruments  could  be  designed  and  viewed 
in  cyberspace  prior  to  actually  assembling  the  device.  This  approach  will 
result  in  errors  being  discovered  ahead  of  time. 

Avionics  Simulation:  VR  can  eliminate  the  need  to  have  simulation  domes, 
physical  cockpits,  and  actual  aircraft  assets.  The  entire  aircraft,  its 
environment,  and  avionics  can  be  modelled  using  VR.  In  addition,  the  physical 
test  consoles  and  support  equipment  used  in  the  simulation  can  be  excluded  by 
using  VR  technology. 

Battle  management:  VR  technology  can  allow  missions/battles  to  be  viewed 
in  virtual  space.  For  example,  commanders  will  be  able  to  view  the  battle  from 
the  perspective  of  the  fighting  units  or  from  the  enemy's  point  of  view. 
Commanders  could  communicate  with  any  of  his  assets  by  reaching  out  and 
"touching"  the  proper  vehicle,  unit  or  aircraft. 

Unmanned  and  robotic  vehicles:  A  pilot  could  fly  an  aircraft  or  cruise 
missile  remotely  using  VR.  With  VR  technology  the  pilot  would  be  able  to  see 
and  feel  only  a  virtual  representation  of  the  cockpit,  the  instruments  and  the 
view  outside  the  vehicle. 
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Facilities:  Office  and  lab  space  could  all  be  designed  in  cyberspace 
ahead  of  time,  in  fact  the  entire  facility/lab  could  always  be  in  cyberspace, 
where  workers  could  perform  their  duties  remotely.  This  approach  would 
eliminate  the  time  and  money  spent  commuting  with  an  automobile. 

Because  of  the  tremendous  potential  of  this  technology,  I  recommend 
WL/AAAF  purchase  a  commercial  (VR)  development  system.  This  system  would 
serve  as  both  an  educational  and  prototyping  medium.  Individuals  will  be  able 
to  gain  actual  experience  with  VR  technology  and  be  able  to  test  examples  of 
how  VR  technology  might  be  used  in  solving  specific  avionics  problems. 

CONCLUSIONS 

A  good  deal  of  valuable  research  and  development  (R&D)  work  was 
accomplished  this  summer.  Work  begun  last  summer  was  expanded,  improved,  and 
applied  directly  to  a  486  computer  system.  VR  technology  can  be  applied  to  a 
wide  variety  of  avionics  design  and  post  deployment  activities.  In  fact,  the 
development  and  application  of  VR  technology  can  not  only  enhance  America’s 
military  superiority,  but  can  contribute  greatly  to  both  the  commercial  and 
academic  sectors  of  the  United  States.  The  Avionics  Directorate  is  in  an 
excellent  position  to  solve  existing  problems  with  VR  and  refine  technology 
for  transition  to  Air  Force  users .  Therefore,  I  believe  that  it  is  critical 
that  VR  tools  be  introduced  into  the  Avionics  Directorate  so  that  work  can 
begin.  VR  technology  is  an  important  technology  that  neither  the  Air  Force  nor 
the  US  can  afford  to  ignore. 
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ascension  Technology  Corp. 

P.0.  Box  527  Burlington,  VT  05402 


Motion  Trackers 


(802)  655-7879 


Co"*ox,  Inc. 

675  Conger  St.  Eugene,  OR  97402 


Music/Voice  I/O 

(503)  342-1271 


Crystal  River  Engineering  High  Speed  DSP 

12350  Wards  Ferry  Rd.  Groveland,  CA  95321  (209)  962-6382 

Digital  Image  Design,  Inc.  3-D  Computer  Graphics 

170  Claremont  Ave., Suite  6  N.Y.,N.Y.  10027  (212)  222-5236 


Dimension  International 
Berkshire,  England 


VR  Computer  System  for  PC's 
(44)  734  810077 


Division  Ltd. 
Bristol,  England 


VR  System 


(44)  454  324527 


Evans  &  Sutherland  Computer  Image  Generator 

600  Komas  Dr.  Salt  Lake  City,  UT  94158  (801)  582-5847 


EXOS  Inc.  E 

8  Blanchard  Rd.  Burlington,  MA  01803 


Data  Glove  with  Tactile  Feedback 
3  (617)  229-2075 


Fake  Space  Labs  Alternate  to  HMD/Remote  Camera 

935  Hamilton  Ave.  Menlo  Park,  CA  94025  (415)  688-1940 


Focal  Point  3-D  Audio 


3-D  sound 


1402  Pine  Ave.  Suite  127  Niagra  Falls,  NY  14301  (416)  963-9188 


Latent  Image  Development  Corp. 
2  Lincoln  Sq.  NY,  NY  10023 


2-D  to  3-D  conversion 

(212)  873-5487 


LEEP  Systems,  Inc.  HMD/Optics /Cameras 

241  Crescent  St.  Waltham,  MA  02154  (617)  647-1395 


Logitech  3-D  Mouse/Tracker 

6505  Kaiser  Dr.  Fremont,  CA  94555  (510)  795-8500 
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Polhemus  Inc 

P.0.  Box  560  Colchester,  VT  05446 


Position  Trackers 


(802)  655-3159 

Sense8  Corp .  3-D  Graphics 

1001  Bridgeway,  Suite  477  Sausalito,CA  94965  (415)  331-6318 

Shooting  Star  Technology  Position  Tracker 

1921  Holdom  Ave.  Burnaby, BC  Canada  V5B  3W4  (604)  298-8574 

SimGraphics  Engineering  Corp.  3-D  Mouse/Software 

1137  Huntington  Dr.  South  Pasadena,  CA  91030  (213)  255-0900 

StereoGraphics  Corp.  LCD  Glasses  3-D  Computer/Television 

2171  E.  Francisco  Blvd.  San  Rafael,  CA  94901  (415)  459-4500 

StrayLight  Corp.  VR  System  for  PC's 

150  Mt.  Bethel  Rd.  Warren,  NJ  07059  (908)  580-0086 

Telepresence  Research  Mobile  Robot 

635  High  St.  Palo  Alto,  CA  94301  (415)  325-8951 

Virtual  'S'  LTD  Development  system/facility 

123  Mortlake  High  St.  London,  SW14  8SN  Engl  (44)  81  3929000 

Virtual  Research  Head  Mounted  Display 

1313  Socorro  Ave  Sunnyvale,  Ca  94089  (408)  739-7114 

Virtual  Technologies  Data  Glove/Suit/Feedback 

P.O.  Box  5984  Stanford,  CA  94309  (415)  599-2331 

The  Vivid  Group  VR  Software  +  Video 

317  Adelaide  St.  W.  Suite  302  Toronto, On  Canada  (416)  340-9290 

VPL  Research  Inc.  Data  Glove/Suit/VR  systems /HMD/ 3-D  Sound 

656  Bair  Island  Rd.  Redwood  City,  CA  94063  (415)  361-1710 


VRG 

800  Follin  Ln  Vienna,  VA  22180 


Head  Mounted  Display 

(703)  242-0030 


VREAM  Inc.  VR  System  for  PC's 

2568  N.  Clark  St.  Suite  250  Chicago,  IL  60614  (312)  477-0425 
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W  Industries  Ltd.  VR  Systems/Data  Glove/Tactile  Feedback/Etc 

3  Oswin  Rd.  Leicester  LE3  1HR,  England  (44)  533  542127 


Xtensory  Inc.  Controller/Tactile  Feedback/ Software 

140  Sunridge  Dr.  Scotts  Valley,  CA  95066  (408)  439-0600 
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CURRENT  AND  FUTURE  APPLICATIONS  OF  VR  TECHNOLOGY 

1 .  A  system  that  allows  a  surgeon  to  enter  a  body  virtually  to  perform  an 

operation  using  microminiature  surgical  tools . 

2.  An  air  traffic  control  system  that  allows  the  operator  to  see  the  aircraft 
in  three  dimensions  and  communicate  with  an  aircraft  by  reaching  out  in 
cyberspace  and  grabbing  it. 

3.  Systems  that  allow  a  user  to  remotely  control  a  robot  or  combat  vehicle  as 
though  he  was  actually  present  at  the  site. 

4.  Tools  which  allow  young  students  to  design  and  interact  with  their  own 
virtual  worlds. 

5.  Games  that  allow  multiple  users  to  interact  with  each  other. 

6.  Systems  that  allow  a  user  to  see  in  three  dimensions  the  person  they  are 
talking  to  via  telephone 

7 .  A  maintenance  system  that  allows  a  technician  to  take  three  dimensional 
visual  parts  descriptions  with  him  to  work  on  an  aircraft. 

8 .  A  medical  system  that  allows  a  doctor  to  see  inside  a  patient  to  locate 
tumors  or  other  problems 

9>  A  virtual  office  where  records  are  stored  in  virtual  file  cabinets,  books 
and  reports  in  virtual  bookcases,  and  videos  and  records  can  be  played. 

10.  A  virtual  school  where  students  attend  from  a  distance  without  leaving 
their  own  homes 
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A  Framework  of  Multiresolutional  Target  Tracking 

Lang  Hong 
Assistant  Professor 
Dept,  of  Electrical  Engineering 
Wright  State  University 
Dayton,  OH  45435 

Abstract 

A  framework  of  multiresolutional  target  tracking  has  been  established.  The  wavelet 
transform  is  employed  in  constructing  multiresolutional  data  and  model  structures.  Mul¬ 
tiresolutional  tracking  is  performed  over  the  multiresolutional  data  and  model  structures 
in  a  top-down  fashion.  The  main  advantages  of  multiresolutional  target  tracking  include: 
computational  efficiency,  performance  robustness  and  algorithm  flexibility.  Two- level 
joint  probabilistic  data  association  (JPDA)  -  nearest  neighborhood  (NN)  and  NN-JPDA 
target  tracking  algorithms  are  developed.  Computational  efficiency  is  achieved  and  ad¬ 
vantages  of  both  JPDA  and  NN  are  combined. 
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A  Framework  of  Multiresolutional  Target  Tracking 

Lang  Hong 

I.  Introduction 

Multiresolutional  signal  processing  has  been  employed  in  image  processing  and  com¬ 
puter  vision  to  achieve  improved  performance  that  cannot  be  achieved  using  conventional 
signal  processing  techniques  at  only  one  resolution  level.  In  this  research,  a  framework 
of  multiresolutional  target  tracking  is  established  to  explore  the  advantages  of  multires¬ 
olutional  approaches.  The  foundation  of  this  framework  is  the  wavelet  transform  which 
en  applied  successfully  to  many  areas  involving  multiresolutional  processing.  The 
km  .agredients  in  multiresolutional  target  tracking  are  multiresolutional  modeling  and 
multiresolutional  measurements.  Although  only  uniform  resolutional  measurements  are 
available,  multiresolutional  measurements  are  calculated  by  using  the  wavelet  transform. 
Multiresolutional  data  and  model  structures  are  then  formed  in  a  bottom-up  process. 
Tracking  algorithms  are  applied  at  each  level  of  the  multiresolutional  structures  in  a  top- 
down  process.  The  advantages  of  multiresolutional  target  tracking  algorithms  include: 
computational  efficiency,  performance  robustness  and  algorithm  flexibility.  Multires¬ 
olutional  target  tracking  algorithms  can  be  considered  as  a  generalization  of  existing 
tracking  algorithms. 

Multiresolutional  estimation  with  applications  to  multiresolutional  sensor  fusion  has 
been  investigated  by  Hong  [3].  In  [3],  measurements  are  available  at  each  resolutional 
level  and  the  estimates  from  each  level  are  integrated  using  the  wavelet  transform.  When 
applied  to  target  tracking,  the  greatest  concern  regarding  the  use  of  the  wavelet  trans¬ 
form  related  approaches  is  the  capability  of  real-time  processing.  The  word  real-time  is 
in  the  sense  that  when  a  single  new  measurement  is  acquired  at  the  finest  level,  a  new 
estimate  can  be  derived  based  upon  all  measurements  available  at  all  resolutional  levels 
at  the  present  time  index.  This  concern  is  not  without  reason.  Until  now,  in  the  signal 
processing  area,  the  wavelet  transform  was  not  applied  until  a  batch  of  measurements 
was  collected.  This  resulted  in  time  delay  in  processing  which  was  not  allowed  in  many 
applications,  such  as  target  tracking.  Hong  [3]  developed  a  semi-real-time  algorithm 
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that  divided  the  data  into  blocks,  and  processed  the  data  after  each  block  of  data  was 
acquired.  In  [4],  a  true  real-time  multiresolutional  approach  was  presented.  A  tree-like 
data  structure  was  introduced  in  which  the  bottom  level  of  the  tree  corresponded  to  the 
highest  resolutional  level  and  the  top  level  of  the  tree  represented  the  coarsest  resolu- 
tional  level.  The  tree  was  growing  and  moving  as  new  measurements  were  acquired  and 
the  front  branches  of  the  tree  were  associated  with  the  real-time  filtering  process. 

II.  The  Discrete  Wavelet  Transform 

In  this  report,  the  discrete  wavelet  transform  is  introduced  by  the  concept  of  a  filter 
bank,  Fig.  1.  For  a  given  sequence  of  signals  x(i,n)  €  /2(Z),  n  €  Z  at  resolutional 
level  i  (x(i.n)  is  assumed  a  scalar  sequence  here),  a  lower  resolutional  signal  can  be 
derived  by  lowpass  filtering  with  a  halfband  lowpass  filter  having  impulse  response  h(n). 
A  sequence  of  the  lower  resolutional  signal  is  obtained  by  subsampling  the  output  of  the 
lowpass  filter  by  two, 

x(i  —  l,n)  =  y*  h(2n  —  k)x(i,  k).  (1) 

k 

Eq.  (1)  is  a  mapping  from  a  vector  space  /2(Z)  into  itself  /2(Z).  An  “added  detail”,  also 
called  wavelet  coefficients,  which  is  lost  from  x(i,n)  in  lowpass  filtering  can  be  computed 
by  first  using  a  highpass  filter  with  impulse  response  g(n)  and  then  by  subsampling  the 
output  of  highpass  filtering  by  two.  The  added  detail  is  given  by 

y(i  -  l,n)  =  g(2n  -  k)x{i,k).  (2) 

k 

The  original  signal  x(i,n)  can  be  recovered  from  two  filtered  and  subsampled  (lower 
resolution)  signals  x(i  —  l,n)  and  y(i  —  l,n).  Filters  h(n)  and  g(n)  must  meet  some  con¬ 
straints  in  order  to  have  perfect  reconstruction.  In  addition  to  the  regularity  constraint 
[2],  the  filter  impulse  responses  form  an  orthonormal  set.  Therefore,  Eqs.  (1)  and  (2) 
can  be  considered  as  a  decomposition  of  the  original  signal  onto  an  orthonormal  basis 
and  the  reconstruction 

x(t,n)  =  ^  h(2k  -  n)x(i  -  1  ,k)  +  ^  g(2k  -  n)y{t  -  1  ,k)  (3) 

k  k 
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can  be  considered  as  summing  up  the  orthogonal  projections.  In  this  report,  filters  h(n) 
and  g(n)  are  assumed  to  be  FIR  filters.  It  has  been  shown  that  lowpass  filter  h(n)  must 
be  the  impulse  response  of  a  quadrature  mirror  filter  (QMF)  and  g{n)  and  h(n)  form  a 
conjugate  mirror  filter  pair  [9,  10] 

g(L  —  1  —  n)  =  (  — l)n/i(n)  (4) 

where  L  is  the  filter  length  (which  has  to  be  even).  Eq.  (4)  means  that  once  lowpass 
filter  h(n)  is  determined,  the  conjugated  highpass  filter  can  also  be  determined.  The 
above  decomposition  can  be  repeated  over  resolutional  levels.  By  defining 

X(i)  =  {x(i,\),x(i,2),...,x(i,N)}T, 

X(i-  1)  =  [x(i  1,  l),x(z  1,2), ....  x(i  —  1,  N/2)]T , 

Y(i-l)  =  [y(f  -  1, 1  ),y{*  ~  1,2) . y{i  -  1.  N/2)]T, 

Eqs.  (1)  and  (2)  can  be  written  in  terms  of  matrices 

X(i  -  1)  =  H,-,X(t)  and  Y{i  -  1)  =  G,_i £(*)  (5) 

where  H,_i  and  G,_v  are  scaling  and  wavelet  operators  which  have  the  following  prop¬ 
erties: 

HLH,_,  +  G^,G,_,  =  I  (6) 


/  \  /  I  0  \ 

\  G, ^Hf.,  G,_,Gf_,  j  \  0  I  ) 

Similarly,  Eq.  (3)  can  also  be  written  in  the  operator  form 


X(i)  =  -  1)  +  Gf_1T(f  -  1). 


(8) 


In  this  report,  the  transform  specified  by  Eq.  (5)  is  called  the  forward  wavelet  transform 
(or  simply  wavelet  transform)  and  the  transform  specified  by  Eq.  (8)  is  called  the  inverse 
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wavelet  transform. 


Figure  1:  A  filter  bank  implementation  of  the  wavelet  transform. 

III.  Multiresolutional  Target  Tracking 

In  this  section,  a  framework  of  multiresolutional  target  tracking  is  reviewed.  A 
functional  block  diagram  of  multiresolutional  target  tracking  is  shown  in  Fig.  2. 


Multiraaolutional  Target  Tracking 


tracking 

outputa 


Figure  2:  Functional  block  diagrams  of  multiresolutional  target  tracking. 

The  key  components  for  multiresolutional  tracking  are  multiresolutional  decompo¬ 
sition  and  multiresolutional  data  and  model  structures  which  will  be  discussed  in  the 
sequel. 
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Multiresolutional  Data  Decomposition 

Since  the  measurements  that  are  available  have  only  one  resolution,  a  decomposition 
is  essential  to  build  a  multiresolutional  data  structure.  An  ideal  multiresolutional  data 
structure  should  render  itself  to  easy  data  decomposition  in  a  bottom-up  process  and 
data  composition  in  a  top-down  process.  The  wavelet  transform  provides  a  natural 
mechanism  for  multiresolutional  decomposition  and  composition.  A  multiresolutional 
data  decomposition  process  (bottom-up  process)  is  shown  in  Fig.  3,  where  only  four 
levels  are  depicted. 


(highest  rts.) 


Figure  3:  A  multiresolutional  data  decomposition  process. 

As  can  be  seen  from  Fig.  3,  a  given  measurement  sequence  X  is  decomposed  into  two 
sequences  of  lower  resolutional  data,  one  in  white  {X,  Xl£/,  X_2 L,  X^L, ...}  and  the  other 
in  shaded  {X^,  X2//>  X3W, ...}.  The  sequence  in  white  is  a  lowpass  filtered  one  and 
forms  a  multiresolutional  data  structure.  The  sequence  in  shaded  is  a  highpass  filtered 
one,  called  added  details.  Since  the  measurements  have  a  noisy  behavior,  the  highpass 
filtered  data  are  “noise  like”,  but  not  white.  Having  a  sideproduct  of  added  details  in 
the  decomposition  process  is  unique  and  advantageous  for  the  wavelet  transform.  A 
complete  data  reconstruction  can  be  obtained  by  using  the  added  details  in  a  top-down 
process  in  the  data  structure. 

Multiresolutional  Model  Decomposition 

To  describe  target  dynamics  and  sensor  behaviors  for  different  resolutional  measure- 
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ments,  the  system  model  and  measurement  model  need  to  be  decomposed  accordingly, 
forming  a  multiresolutional  model  structure.  The  model  for  the  /th  («  =  1...,/)  resolu- 
tional  level  is 

x'{k+  1)  =  AV(ifc)  4  «/(*)<  ^)-iV(0,Q‘((-)),  (9) 

y;(k)  =  C'i'(k)  +  v'(k),  v'(k)  ~iV(0,R* (k)).  (10) 

Usually,  since  the  dimension  of  the  state  vector  is  smaller  than  that  of  the  measurement 
vector,  care  must  be  given  when  decomposing  models  to  avoid  the  problem  of  singularity. 
Multiresolutional  Tracking 

A  multiresolutional  target  tracking  algorithm,  in  general,  consists  of  two  processes: 
bottom-up  and  top-down.  The  bottom-up  process  is  a  model-building  process,  in  which 
given  measurements  and  system  models  are  decomposed  into  a  multiresolutional  data 
structure  and  a  multiresolutional  model  structure  using  the  wavelet  transform.  The 
top-down  process  is  a  tracking  and  refining  process.  Starting  from  the  top  level  of 
the  multiresolutional  data  and  model  structures,  existing  target  tracking  algorithms 
(such  as  the  multiple  hypothesis  tracking  (MHT)  algorithm,  the  nearest  neighborhood 
(NN)  method  and  the  joint  probabilistic  data  association  (JPDA)  technique)  can  be 
implemented.  Since  the  number  of  measurements  at  a  coarser  level,  including  false 
alarms,  is  much  smaller  than  that  at  the  conventional  resolutional  level,  the  targets  can 
be  tracked  easily  with  less  computation.  For  instance,  when  using  MHT,  the  number  of 
hypotheses  generated  at  a  coarser  level  could  be  significantly  smaller,  which  results  in  a 
significant  computation  saving.  However,  due  to  the  nature  of  downsampling,  the  tracks 
are  less  accurate  at  coarser  levels.  By  utilizing  the  “zooming”  property  of  the  wavelet 
transform,  the  track  accuracy  will  be  refined  by  putting  back  the  “added  details”.  At 
the  bottom  level  of  the  structures,  high  quality  tracks  are  obtained.  A  top-down  refining 
process  is  demonstrated  in  Fig.  4.  Significant  computational  savings  will  be  achieved  by 
employing  different  algorithms  at  different  resolutional  levels  to  combine  the  strength  of 
different  algorithms,  which  is  impossible  for  uniresolutional  target  tracking  approaches. 
Algorithms  of  two-level  NN-JPDA  and  JPDA-NN  are  presented  in  the  next  section.  Also, 
algorithm  flexibility  is  gained  using  a  multiresolutional  approach.  For  instance,  when 
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two  kinds  of  sensory  data  with  different  resolutions  (e.g.,  infrared  and  radar  images)  are 
available,  a  multiresolutional  tracking  algorithm  can  be  readily  used  to  fuse  information 
from  these  two  sources  to  obtain  better  tracks. 

Another  approach  introduced  by  Musicki  and  Evans  [8]  dealing  with  finite  resolu- 
tional  measurements  is  worthy  of  mentioning  here.  In  their  approach,  measurements 
have  physically  a  finite  resolution  and  measurements  falling  in  a  resolutional  cell  are 
combined.  An  integrated  JPDA  algorithm  was  developed  for  finite  resolution  sensors. 
The  multiresolutional  approaches  discussed  in  this  report  can  be  considered  as  dealing 
with  measurements  provided  by  a  sensor  (such  as  radar)  which  has  actively  controlled 
resolu  'al  cells. 


(highest  rss.) 


Figure  4:  A  top-down  refining  process. 

IV.  JPDA-NN  and  NN-JPDA  Algorithms 

Since  both  the  NN  and  the  JPDA  algorithms  are  well  understood  by  the  tracking 
community  [1],  in  this  section,  only  functional  descriptions  of  JPDA-NN  and  NN-JPDA 
are  given  and  an  emphasis  is  placed  on  combinations  of  the  NN  and  the  JPDA  algorithms. 
First  the  NN  and  the  JPDA  are  briefly  reviewed.  Functional  diagrams  of  the  NN  and 
the  JPDA  are  presented  in  Figs.  5  and  6. 
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Figure  5:  A  functional  diagram  of  the  NN  algorithm. 


~k1  -k2  **•  -“m 


Figure  6:  A  functional  diagram  of  the  JPDA  algorithm. 
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The  NN  algorithm  at  moment  k  takes  the  measurement  whose  normalized  distance  to 
track  is  minimum  to  update  the  track.  The  advantage  of  the  NN  algorithm  is  that 

it  is  simple  and  computationally  efficient.  However,  tracks  might  be  lost  in  the  NN  algo¬ 
rithm  because  only  the  “nearest”  measurement  is  used  in  updating.  On  the  other  hand, 
the  JPDA  algorithm  uses  “all- neighborhood”  measurements  with  weights  according  to 
their  statistical  properties.  The  coefficient,  /?j,  t  =  and  j  =  reflects 

the  probability  that  measurement  j  is  originated  from  target  t.  Since  all-neighborhood 
measurements  are  used,  the  JPDA  has  a  better  tracking  performance  than  the  NN  algo¬ 
rithm.  However,  the  computational  complexity  for  the  JPDA  algorithm  is  much  higher 
than  that  of  the  NN  algorithm.  It  is  naturally  desired  that  these  two  algorithms  be 
combined  such  that  the  combined  algorithm  is  as  computationally  efficient  as  the  NN 
algorithm,  and  its  performance  is  as  robust  as  the  JPDA  algorithm.  This  is  impossible 
with  uniresolutional  approaches.  With  the  introduction  of  the  framework  of  multireso- 
lutional  target  tracking,  the  combination  of  the  NN  and  JPDA  algorithms  becomes  not 
only  possible  but  also  recommended.  The  multiresolutional  data  and  model  structures 
provide  an  ideal  platform  for  this  combination  and  the  wavelet  transform  is  an  ideal 
vehicle  linking  information  between  different  resolutional  levels. 

There  are  two  combinations:  NN-JPDA  and  JPDA-NN.  A  functional  block  diagram 
of  the  JPDA-NN  is  shown  in  Fig.  7. 
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Figure  7:  A  functional  diagram  of  the  JPDA-NN  algorithm. 

Assuming  that  at  the  (k  —  l)th  moment  we  have  two  tracks:  xik  i  =  1,2.  Also 

assume  that  we  have  twelve  validated  measurements  at  the  kth  moment:  zki ...,z*12. 
In  the  following  we  will  describe  a  complete  track  updating  cycle  for  the  JPDA-NN 
algorithm.  The  resolution  of  the  given  measurements  is  considered  to  be  the  highest  and 
is  assigned  as  resolutional  level  one.  For  notational  convenience,  we  rewrite  the  tracks 
and  measurements  with  a  superscript  denoting  the  resolutional  level  index: 
i  =  1,2  and  z*  ,  j  =  1,...,  12.  Using  a  distance  metric,  the  measurements  are  assumed 
to  have  been  partitioned  into  three  groups1:  {z*  {z*s,  ...,z*8}  and  {^.i9 >  } 

lThe  family  of  the  wavelet  transform  that  we  used  required  the  number  of  measurements  be  two  to 
an  integer  power,  i.e.,  2".  The  simplest  partition  which  meets  this  requirement  is  dividing  measurements 
into  groups  with  two  measurements  (i.e.,  21)-  We  are  currently  extending  the  wavelet  transform  to  take 
arbitrary  number  of  measurements. 
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Applying  the  wavelet  transform  to  these  three  groups  of  measurements  generates  three 
coarser  measurements  (at  level  two): 


wavelet  transform  , 

1  -.1  -vl  -,1  \  -r  7 

l  i/t,  i  ±k7  i  =-k3  i  z-k<  !  -*t 


{ll5i 


wavelet  transform 


{ id, 0 1  2  } 


wavelet  transform 


^3- 


The  JPDA  algorithm  is  applied  at  level  two  to  the  coarser  measurements  to  update  the 
tracks,  resulting  in  two  sets  of  updated  tracks:  x,j  ,  x,2ik(ik,  ^i3*|*  anc>  £21*,*’  £22*,*  >  ^23*,* » 
where  subscript  {?'m}  denotes  that  track  xjk  k  t  is  updated  by  measurement  :2km.  Since 
only  three  measurements  instead  of  twelve  are  involved  in  the  JPDA  tracking  process  at 
resolutional  level  two,  the  computational  complexity  is  much  lower.  In  other  words,  the 
data  association  is  performed  at  resolutional  level  two  among  groups  of  measurements, 
instead  of  each  individual  measurement.  Instead  of  combining  tracks  x,2/fc)fc,  l  =  1,2,3 
into  as  regular  JPDA  does,  each  coarser  track  is  refined  by  using  the  NN  algorithm. 
For  example,  the  coarser  track,  x22fc|A.  shown  in  Fig.  7,  is  refined  by  an  NN  tracker 
whose  measurement  inputs  are:  g[c, z[g }.  The  refined  tracks  from  the  NN 

trackers  are  then  combined  by  JPDA’s  weighting  coefficients  to  generate  high  quality 
tracks  at  resolutional  level  one:  Xj  and  x2  .  Notice  that  in  the  NN  trackers  at 
resolutional  level  one,  no  propagations  are  performed,  since  tracks  were  propagated  in  the 
JPDA  trackers  at  the  coarser  level.  In  summary,  the  JPDA-NN  algorithm  performs  data 
association  over  coarser  measurements  (groups  of  measurements)  to  save  computation 
while  retaining  the  strength  of  JPDA.  The  coarser  tracks  are  then  refined  by  the  NN 
algorithm  at  resolutional  level  one  to  improve  track  accuracy.  The  overall  behavior  of 
JPDA-NN  is  similar  to  that  of  JPDA,  but  the  computational  complexity  is  low.  The 
amount  of  computational  savings  depends  on  the  measurement  resolution  reduction 
rate  (the  rate  is  4:1  in  Fig.  7).  The  larger  the  resolutional  reduction  rate  is,  the  more 
computational  savings,  but  the  farther  the  behavior  of  the  JPDA-NN  algorithm  from 
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the  JPDA  algorithm. 

A  functional  block  diagram  of  the  NN-JPDA  algorithm  is  shown  in  Fig.  8. 


Figure  8:  A  functional  diagram  of  the  NN-JPDA  algorithm. 

We  also  assume  that  there  are  two  tracks  at  the  (k—  1  )th  moment,  x, ,  i  =  1, 2  and 
twelve  validated  measurements  at  the  fcth  moment,  , l*2, ...,2*^.  The  measurements 
are  also  assumed  to  have  been  partitioned  into  three  groups:  {z^ , ...,  z*4 },  {2 ^,...,2*,} 
and  {l£9, . } -  In  the  NN-JPDA  algorithm,  the  NN  algorithm  is  first  applied  at 
resolutional  level  two  to  the  coarser  measurements:  zki ,  2^  and  z|3 .  Assume  that  the 
nearest  measurement  to  track  x!  is  2?  and  the  nearest  measurement  to  track 

— — l|<t— 1  — *1 

x\k  j  is  z|2.  Updating  by  NN  trackers  results  in  coarser  tracks:  Xjljfc|fc  and  £22*1*- 
Refinement  of  tracks  is  narrowed  down  to  the  groups  of  measurements:  2^,  ....z*4,  and 
ll5,---,zlt  at  resolutional  level  one.  The  JPDA  algorithm  is  then  used  to  refine  the 
tracks  using  the  measurements  from  the  groups  (Fig.  8).  Similarly,  no  propagation 


7-14 


operations  are  performed  in  the  JPDA  trackers  at  resolutional  level  one.  The  overall 
behavior  of  the  NN-JPDA  algorithm  is  similar  to  that  of  the  NN  algorithm.  However, 
since  the  nearest  groups  of  measurements  are  used  by  the  NN  trackers  at  resolutional 
level  two,  the  NN-JPDA  algorithm  has  better  capability  of  maintaining  tracks  than  the 
traditional  NN  algorithm.  Therefore  the  NN-JPDA  algorithm  is  nearly  as  efficient  as 
the  NN  algorithm,  but  with  a  certain  capability  of  the  JPDA  algorithm. 

V.  Simulations  and  Discussions 

The  JPDA-NN  and  NN-JPDA  algorithms  described  in  this  report  have  been  applied 
to  various  testing  scenarios.  Simulation  results  of  one  typical  scenario  are  presented  in 
this  section.  Fig.  9  shows  a  scenario  of  two  crossing  targets  with  constant  velocities.  At 
each  scan  there  could  be  as  many  as  ten  false  alarms.  For  the  purpose  of  comparison, 
both  the  NN  and  the  JPDA  algorithms  are  applied  to  the  scenario  with  an  incorrect 
initial  value  and  the  results  are  shown  in  Figs.  10  and  11.  One  can  see  from  Figs. 
10  and  11  that  one  track  was  lost  in  the  NN  tracker,  while  JPDA  maintains  tracks 
pretty  well.  The  results  of  the  JPDA-NN  and  the  NN-JPDA  algorithms  are  shown 
in  Figs.  12  and  13.  A  comparison  of  computational  complexity  of  four  algorithms: 
JPDA,  NN,  JPDA-NN  and  NN-JPDA  is  given  in  Table  1.  The  units  in  the  table  are 
numbers  of  floating  point  operations  (flops).  Although  JPDA  provides  a  decent  result, 
its  computational  complexity  is  high.  On  the  other  hand,  although  the  performance  of 
the  NN  algorithm  is  not  satisfactory  in  this  scenario,  it  is  extremely  computationally 
efficient.  The  performance  of  the  JPDA-NN  algorithm  is  very  compatible  to  that  of  the 
JPDA  algorithm,  but  its  computational  complexity  is  much  lower  than  that  of  JPDA 
(the  resolution  reduction  rate  is  2:1  in  the  implementation).  The  performance  of  NN- 
JPDA  is  much  better  than  that  of  the  NN  algorithm  and  its  computational  complexity 
is  compatible  to  the  NN  algorithm.  By  now.  the  beauty  of  the  JPDA-NN  and  NN-JPDA 
algorithms  is  completely  demonstrated:  one  can  effectively  control  the  trade  off  between 
the  performance  and  computational  complexity.  If  one  wishes  to  achieve  a  performance 
of  JPDA  but  cannot  afford  the  computational  burden,  he/she  can  choose  the  JPDA-NN 
algorithm.  On  the  other  hand,  if  one  likes  to  have  a  computational  level  as  in  the  NN 


algorithm,  but  wishes  to  improve  the  performance,  he/she  can  choose  the  NN-JPDA 
algorithm. 


V.  Conclusions 

A  framework  of  multiresolutional  target  tracking  is  established  and  two-level  JPDA- 
NN  and  NN-JPDA  algorithms  are  developed  in  this  report.  It  has  been  shown  that 
the  algorithms  combine  the  strengths  of  JPDA  and  NN.  By  choosing  JPDA-NN  or  NN- 
JPDA.  one  can  control  the  trade  off  between  performance  and  computational  complexity. 
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algorithm 

number  of  flops 

JPDA 

12,703,068 

NN 

•86,458 

JPDA-NN 

5,329,663 

NN-JPDA 

1,865,819 

Table  1:  A  comparison  of  computational  complexity  of  different  algorithms. 


7-17 


X 


Figure  12:  Estimated  tracks  of  the  targets  using  the  JPDA-NN  algorithm. 
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TARGET  DETECTION  WITH  SYNTHETIC  APERTURE  RADAR 
AND  COHERENT  SUBTRACTION 


Jian  Li 

Assistant  Professor 
Department  of  Electrical  Engineering 
University  of  Florida 
Gainesville,  FL  32611 

Abstract 

This  report  considers  target  detection  with  synthetic  aperture  radar  and  coherent  subtraction.  We  shall 
show  with  experimental  data  that  the  coherent  subtraction  technique  may  be  used  to  surpress  Gaussian 
outliers  and  obtain  approximate  Gaussian  distributions  for  clutter  and  noise.  We  shall  also  derive  generalized 
likelihood  ratio  (GLR)  detection  algorithms  that  may  be  used  with  SAR  images  that  are  obtained  with 
coherent  subtraction.  We  shall  analytically  compare  the  performance  of  a)  a  single  pixel  detector,  b)  a 
detector  using  a  complete  knowledge  of  the  target  signature  information  and  known  orientation  information, 
c)  a  detector  using  an  incomplete  knowledge  of  the  target  signature  information  and  known  orientation 
information,  d)  a  detector  using  unknown  target  signature  information  and  known  orientation  information, 
and  e)  a  detector  using  unknown  target  signature  information  and  unknown  orientation  information. 
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TAW  JET  DETECTION  WITH  SYNTHETIC  APERTTRE  RADAR 
AND  COHERENT  SUBTRACTION 


Jian  Li 


I.  Introduction 

Synthetic  aperture  radar  (SAR)  technology  may  be  used  to  detect  radar  targets  of  interests.  High 
resolution  SAR  technology  is  especially  useful  for  detecting  small  radar  targets  embedded  in  strong  ground 
clutter  such  as  in  foliage.  In  this  report,  we  shall  consider  target  detection  algorithms  that  may  be  used 
with  high  resolution  SAR. 

The  first  problem  encountered  by  radar  target  detection  researchers  is  how  to  describe  and  deal  with  the 
statistical  properties  of  radar  clutter  and  noise.  In  general,  radar  clutter  and  noise  do  not  satisfy  Gaussian 
distribution.  Many  statistical  models,  such  as  the  well-known  log-normal,  Weibull,  and  K-distributions, 
have  been  proposed  to  describe  the  clutter  and  noise  statistics.  Although  these  distributions  may  provide 
better  statistical  models  for  the  clutter  and  noise  than  the  Gaussian  distribution,  the  detectors  that  are 
derived  based  on  these  models  may  be  very  complicated  and  may  involve  an  expensive  multidimensional 
search  over  the  parameter  space.  It  is  also  difficult  to  analyze  the  performance  of  these  detectors,  i.e.,  it  is 
difficult,  if  not  impossible,  to  derive  the  probability  of  detection  and  probability  of  false  alarm  for  such  a 
detector,  from  which  the  threshold  of  the  detector  is  determined. 

Alternatively,  the  SAR  images  may  be  preprocessed  so  that  the  Gaussian  assumption  for  clutter  and  noise 
is  approximately  valid.  For  example.  Hunt  and  Cannon  [l]  and  Reed  and  Yu  [2]  considered  removing  local 
means  as  such  a  preprocessing  technique.  The  detectors  obtained  from  Gaussian  assumptions  may  avoid 
the  multidimensional  search  over  the  parameter  space.  It  is  also  much  easier  to  analyze  the  performance  of 
such  detectors  since  many  Gaussian  assumption  based  results  exist  in  the  literature. 

In  this  report,  we  consider  using  coherent  subtraction  as  a  preprocessing  technique  for  SAR  images.  We 
shall  show  the  validity  of  the  Gaussian  assumption  of  the  clutter  and  noise  after  the  coherent  subtraction 
between  two  complex  SAR  images  obtained  with  two  identical  experiments.  One  of  the  two  SAR  images  is 
assumed  to  be  target  free  and  the  other  is  to  be  sought  for  the  presence  of  target.  The  effectiveness  of  the 
coherent  subtraction  technique  is  demonstrated  with  experimental  data  obtained  bj  ER1M  (Environmental 
Research  Institute  of  Michigan). 

Target  detection  from  SAR  or  optical  images  has  been  considered  by  many  authors.  For  example,  Novak, 
Burl,  and  Irving  [3]  considered  target  detection  with  a  polarimetric  SAR.  The  three  output  images  of  the 
polarimetric  SAR  are  first  processed  by  a  polarization  whitening  filter,  which  is  derived  by  assuming  a  K- 
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distribution  for  clutter  and  noise.  The  output  image  of  the  filter  is  next  used  with  a  two-parameter  detector 
for  target  detection.  The  target  detection  in  [:ij  is  performed  one  pixel  at  a  time  even  though  the  target 
may  occupy  more  than  one  pixel,  i  e  .  even  though  the  target  size  may  he  larger  than  the  resolution  of  the 
SAR  image 

Reed  and  Yu  [2]  considered  generalized  likelihood  ratio  target  detection  from  a  sequence  of  op'ical  images, 
which  are  first  preprocessed  by  removing  local  means  so  that  the  clutter  and  noise  will  approximately  have 
the  (laussian  distribution.  In  [2],  each  target  in  an  image  is  described  by  a  completely  known  template  or 
signature  with  an  unknown  gain,  which  is  a  scalar.  The  algorithm,  however,  may  not  work  well  with  SAR 
images.  For  example,  for  a  target  in  foliage,  the  SAR  target  signature  may  change  due  to  the  interaction 
between  target  and  tree  trunks. 

Stotts  [4]  considered  detecting  several  dim  targets  in  an  image  simultaneously.  The  image  is  also  first 
preprocessed  by  removing  local  means  so  that  the  clutter  and  noise  will  approximately  have  the  Ciaussian 
distribution.  Fach  dim  target  is  described  by  a  known  template  or  signature  with  an  unknown  gain,  which  is 
a  scalar  Stotts  has  shown  that  simultaneous  detection  of  multiple  targets  may  perform  better  than  separate 
detection  of  individual  target.  In  this  report,  we  shall  extend  this  idea  of  the  simultaneous  detection  of 
multiple  targets  to  the  detection  of  a  target  with  multiple  pixels  in  a  SAR  image. 

We  shall  derive  generalized  likelihood  ratio  (tiLR)  detection  algorithms  that  may  be  used  with  SAR 
images  that  are  obtained  with  coherent  subtraction.  The  target  of  interest  is  modeled  with  a  target  template, 
which  is  large  enough  to  cover  the  entire  target.  The  size  of  the  target  template  and  the  number  of  complex 
unknowns  in  it  is  determined  by  the  knowledge  of  the  target  orientation  information  and  the  amount  of 
target  signature  information  known  to  the  detector.  Using  this  unifying  framework,  we  shall  analytically 
compare  the  performance  of  a)  a  single  pixel  detector,  b)  a  detector  using  a  complete  knowledge  of  the  target 
signature  information  and  known  orientation  information,  c)  a  detector  using  an  incomplete  knowledge  of 
the  target  signature  information  and  known  orientation  information,  d)  a  detector  using  unknown  target 
signature  information  and  known  orientation  information,  and  e)  a  detector  using  unknown  target  signature 
information  and  unknown  orientation  information.  We  shall  derive  the  probability  of  detection  and  the 
probability  of  false  alarm  of  each  detector.  To  achieve  a  constant  false  alarm  rate  (CFAR).  each  detector 
threshold  is  simply  a  function  of  the  dimensional  parameters  of  the  detection  problem  and  the  desired 
probability  of  false  alarm. 

In  Section  I.  we  use  the  experimental  data  from  ER1M  to  demonstrate  the  effectiveness  of  coherent  sub¬ 
traction  as  a  preprocessing  technique.  In  Section  II.  we  formulate  the  target  detection  problem.  In  Section 
III.  we  present  an  optimal  GLR  detector  and  discuss  its  performance.  In  Section  IV,  we  present  a  practical 
C!LR  detector  and  its  performance.  In  Section  V,  we  apply  the  practical  detector  to  the  experimental  data 
from  ERIM.  Finally,  Section  VI  contains  our  conclusions. 
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II.  Coherent  Subtraction 


We  consider  below  the  effect  of  coherent  subtraction  as  a  preprocessing  technique  for  SAR  images  on 
the  statistical  properties  of  clutter  and  noise.  The  experimental  data  used  to  demonstrate  this  effect  are 
obtained  by  ERIM  (Environmental  Research  Institute  of  Michigan)  with  a  portable  rail  SAR  [5].  The 
frequency  band  of  the  SAR  is  between  400  and  1.400  MHz  and  the  depression  angle  is  30°.  The  data 
we  shall  use  were  obtained  when  both  the  transmitter  and  receiver  of  the  SAR  are  horizontally  linearly 
polarized.  We  downsampled  the  original  images  presented  in  [5]  by  a  factor  of  two  in  range  and  by  a  factor 
of  six  in  azimuth  since  the  original  images  are  oversampled. 

Figures  1(a)  and  (b)  show  the  3-dimensional  (3-D)  plots  of  the  magnitudes  of  two  complex  SAR  images 
obtained  with  two  identical  experiments.  Figure  1(a)  shows  the  3-D  plot  with  foliage  only.  The  peaks  in 
the  figure  correspond  to  the  radar  returns  from  tree  trunks.  Figure  1(b)  shows  the  3-D  plot  of  a  target  in 
foliage.  The  target  is  a  surrogate  M-35  truck  rotated  24°  counterclockwise  from  end-on.  Figure  1(c)  shows 
the  3-D  plot  of  the  magnitude  of  the  coherent  subtraction  between  the  two  complex  SAR  images.  Figure  2 
is  similar  to  Figure  1  except  that  the  truck  is  broadside.  Thus  the  target  return  in  Figure  2  is  much  stronger 
than  in  Figure  1 

We  note  that  coherent  subtraction  can  effectively  suppress  the  large  clutter  returns  due  to  tree  trunks. 
The  large  returns  left  in  Figures  1(c)  and  2(c)  are  due  to  the  target  and  its  surroundings.  For  example, 
the  darkened  peak  to  the  left  of  the  target  in  Figure  2(c)  occurs  in  Figure  2(a)  but  not  in  Figure  2(b). 
This  is  because  the  tree  that  caused  the  darkened  peak  in  Figure  2(a)  is  in  the  shadow  of  the  target  and 
thus  does  not  show  up  in  Figure  2(b).  The  presence  of  the  darkened  peak  in  Figure  2(c)  is  an  additional 
information  showing  the  presence  of  a  target  because  its  presence  is  due  to  the  interaction  between  the 
target  and  clutter.  This  information  is  especially  useful  when  the  target  return  is  weak. 

Figure  3  shows  the  histograms  of  the  real  and  imaginary  parts  of  the  clutter  and  noise  in  the  SAR 
images  in  Figure  1  before  and  after  coherent  subtraction.  The  histograms  are  also  compared  with  Gaussian 
probability  density  functions  (pdfs).  We  note  that  before  coherent  subtraction,  the  histograms  of  the  clutter 
and  noise  do  not  match  the  Gaussian  pdfs  very  well  due  to  the  outliers  caused  by  the  large  tree  trunk  returns. 
After  coherent  subtraction,  however,  the  match  is  much  better  due  to  the  suppression  of  the  large  tree  trunk 
returns. 

We  have  also  found  that  the  clutter  and  noise  pixels  in  Figure  1  are  independent  of  each  other.  The 
problem  formulation  below  will  take  this  result  into  account. 
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III.  Formulation  of  the  Target  Detection  Problem 


Consider  the  image  obtained  with  coherent  subtraction  in  which  a  target  may  be  present.  The  target 
may  be  modeled  with  a  template  consisting  N  pixels.  The  shape  of  the  template  may  be  arbitrary  and  the 
template  may  consist  of  areas  that  are  not  connected.  Among  the  N  pixels,  K  (K  <  N)  pixels  are  assumed 
to  be  deterministic  unknown  complex  scalars.  The  locations  of  the  K  pixels  depend  on  the  target  of  interest 
and  its  orientation  relative  to  the  radar.  The  rest  N  —  A'  pixels  are  assumed  zero,  i.e. ,  they  correspond  to 
the  areas  of  the  target  that  does  not  generate  radar  returns. 

Let  z  denote  an  N  x  1  vector  consisting  of  the  pixels  of  such  a  template  in  the  presence  of  clutter  and 
noise.  Under  hypothesis  Hi,  the  target  presence  hypothesis,  the  z  may  be  written 

z  =  Sb  +  n,  (1) 

where  b  is  the  A  x  1  vector  consisting  of  the  K  deterministic  unknown  complex  scalars  of  the  target.  The 
S  is  a  nonsingular  N  x  A  matrix  describing  the  locations  of  the  unknown  scalars.  Only  one  element  in  each 
row  and  each  column  of  S  is  1  and  the  rest  of  the  elements  are  zero.  Thus  we  have 

ShS  =  Ik,  (2) 

where  (  )H  denotes  the  complex  conjugate  transpose  and  I*-  denotes  the  identity  matrix  of  dimension  K. 
The  n  denotes  the  clutter  and  noise  random  vector  and  is  assumed  zero-mean  complex  Gaussian  with 
covariance  matrix  <r2I/v.  Under  hypothesis  H0,  the  target  absence  hypothesis,  the  z  may  be  written 

z  =  u.  (3) 

The  problem  of  interest  is  to  maximize  the  probability  of  detection  of  the  target  for  a  given  probability 
of  false  alarm.  We  shall  consider  the  generalized  likelihood  ratio  target  detection  algorithms  for  the  purpose. 
We  shall  consider  both  an  optimal  detector,  where  the  clutter  and  noise  variance  is  assumed  known,  and 
a  practical  detector,  where  the  clutter  and  noise  variance  is  unknown.  The  effects  of  the  dimensional 
parameters  such  as  N  and  A'  on  the  performance  of  the  detectors  will  also  be  considered  through  performance 
analysis  of  the  detectors. 

We  remark  that  the  above  detection  problem  is  a  generalized  version  of  the  approach  of  considering 
one  pixel  at  a  time  and  the  approach  of  using  the  complete  knowledge  of  the  target  signature.  When  we 
consider  detection  by  using  one  pixel  at  a  time,  we  have  N  —  K  —  \.  When  the  complete  knowledge  of  the 
target  signature  is  known  except  for  a  complex  gain,  the  S  becomes  the  signature  vector  s  whose  Euclidean 
norm  is  1,  the  b  becomes  the  unknown  complex  scalar  gain  6,  and  K  =  1.  Through  performance  analysis 
of  the  optimal  and  practical  detectors,  we  shall  understand  how  the  approaches  relate  to  each  other. 
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IV.  Optimal  Detector  and  Its  Performance 


The  optimal  detector  is  derived  by  assuming  that  the  clutter  and  noise  variance,  i.e.,  <x2,  is  known.  We 
shall  present  below  the  generalized  likelihood  ratio  (GLR)  detector  under  this  assumption  and  also  present 
its  performance. 

It  is  shown  in  Appendix  A  of  [6]  that  the  optimal  detector  has  the  form 

z"SS"z  "* 

—2 -  <7-  (4) 

a  H  a 

The  threshold  parameter  7  is  determined  according  to  a  given  probability  of  false  alarm.  The  detector  (4) 
maximizes  the  probability  of  detection  for  the  given  probability  of  false  alarm  [7], 

It  is  shown  in  Appendix  B  of  [6]  that  the  probability  of  false  alarm  of  the  above  detector  is 


r  '  ( /\  —  1  —  k)\  " 

We  note  that  the  Pp  depends  only  on  K ,  the  number  of  unknown  parameters  in  a  target  template,  and  the 
threshold  parameter  7.  The  Pp  is  independent  of  N ,  the  size  of  the  template.  For  a  given  probability  of 
false  alarm,  the  7  in  the  optimal  detector  (4)  is  obtained  with  (5).  It  is  also  shown  in  Appendix  B  of  [6] 
that  the  probability  of  detection  of  the  above  detector  is 

,ro,  (.>  i+K~'  , ,«+A'-l-t 

n  _ /  c  \  X  "  °  X  "  1  /z?\ 


where 


The  6  is  the  signal-to-clutter-and-noise  ratio  (SCNR)  of  the  template.  Note  that  6  is  the  sum  of  the 
signal-to-clutter-and-noise  ratios  of  the  non-zero  pixels  in  the  template.  We  also  note  that  the  Pd  is  also 
independent  of  the  template  size  N .  The  Pq  depends  on  K,  SCNR  6,  and  the  threshold  7. 

To  compare  the  performance  of  the  detectors  described  in  Section  I,  let  us  consider  the  effect  of  K  on 
the  performance  of  the  optimal  detector.  Figure  4  shows  the  probability  of  detection  as  a  function  of  SCNR 
for  different  K.  It  is  shown  that  for  a  given  Pp  and  a  fixed  SCNR  6,  the  Pd  of  the  optimal  detector  in  (4) 
decreases  as  K  increases.  The  four  performance  curves  shown  in  Figure  4  correspond  to  the  four  scenarios 
shown  in  Figure  5.  We  remark  that  for  the  same  target  SCNR,  the  performance  of  assuming  the  complete 
knowledge  of  the  target  signature  is  the  same  as  K  =  1  in  our  problem  formulation,  which  is  shown  in 
Appendix  C  of  [6].  We  note  from  Figure  4  that  the  best  performance  occurs  when  we  use  the  complete 
knowledge  of  the  target  signature  except  for  the  unknown  gain  and  when  the  target  orientation  is  known. 
The  worst  performance  occurs  for  the  case  of  unknown  target  signature  and  unknown  target  orientation. 
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We  note  from  Figure  4  that  for  a  given  Pp,  to  achieve  the  same  Pp  as  for  the  case  of  K  =  1,  extra 
SCNR  is  needed.  Figure  6  shows  the  extra  SCNR  needed  to  achieve  Pp  =  0.5  for  different  probabilities 
of  false  alarm  Pp.  We  note  that  we  have  similar  curves  for  different  probabilities  of  false  alarm  Pp.  The 
extra  SCNR  needed  decreases  slightly  as  Pp  decreases.  We  also  note  that  the  extra  SCNR  needed  increases 
slowly  as  K  increases.  This  result  may  be  explained  as  follows.  As  shown  in  Appendix  B  of  [6],  we  may 
rewrite  the  optimal  detector  in  (4)  as 

.  *> 

(8) 


,  _  >  / 

1  ~  l\  <  7  ' 
l\  H0 


Fuller  hypothesis  Ho,  z?a  has  the  complex  Caussian  distribution  with  zero-mean  and  covariance  matrix  Ip. 
Under  hypothesis  H \ ,  z?a  has  the  complex  (Jaussian  distribution  with  mean  b/<r  and  covariance  matrix  Ik. 
Thus  under  hypothesis  H o,  the  mean  and  variance  of  t f  are  1  and  1  / 1\  ,  respectively.  Under  hypothesis  H\, 
the  mean  and  variance  of  if  are  1  +  «S / /\  and  1  / K  +  6/K,  respectively,  where  b  is  the  SCNR  given  in  (7). 
For  a  fixed  SCNR  6.  increasing  K  lias  two  opposite  effects  on  if .  On  the  one  hand,  increasing  I\  decreases 
the  variance  of  if  under  both  hypotheses.  This  effect  helps  increase  the  probability  of  detection  for  a  given 
probability  of  false  alarm.  On  the  other  hand,  increasing  K  reduces  the  difference  between  the  means  of 
if  under  Ho  and  H\.  This  effect  reduces  the  probability  of  detection  for  a  given  probability  of  false  alarm. 
The  combined  effect  of  K  on  the  optimal  detector  is  shown  in  Figure  6. 

Although  it  is  the  best  to  use  the  complete  knowledge  of  the  target  signature  for  target  detection,  the 
target  signature  may  not  be  completely  known  for  SAR  images  and  even  when  known,  the  signature  may 
change  due  to  the  interaction  between  the  target  and  clutter  and  other  factors.  The  change  of  signature  may 
result  in  severe  detector  performance  degradation.  Let  s  and  sj  be  the  assumed  and  true  target  signature 
vectors,  respectively,  where  both  s  and  si  have  Euclidean  norm  1.  It  is  shown  in  Appendix  C  of  [6]  that 
the  probability  of  false  alarm  for  this  case  is  the  same  as  (5)  with  I\  =  1.  The  probability  of  detection  for 
this  case  has  the  form  of  (6)  with  /\  =  1  and 


where  p  is  the  SCNR  loss  factor  as  a  result  of  the  signature  mismatch,  i.e., 

p=|s?S|2. 


(9) 


(10) 


It  is  easy  to  see  that  0  <  p  <  I.  Figure  7  shows  the  SCNR  loss  as  a  function  of  p. 

We  now  make  the  comparison  between  using  the  incomplete  knowledge  of  the  target  signature  informa¬ 
tion  and  the  approach  of  using  the  complete  knowledge  of  the  target  signature  information  except  for  the 
unknown  gain.  For  example,  when  using  an  incomplete  target  signature  described  by  K  =  20  unknown 
parameters,  the  extra  SCNR  needed  to  achieve  the  same  probability  of  detection  as  when  using  the  complete 
target  signature  information  [I\  =  1)  is  about  3  dB,  as  shown  in  Figure  6.  If  we  know  that  the  mismatch 
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between  the  assumed  and  true  target  signatures  will  result  in  a  S(’NR  loss  factor  p  of  no  less  than  0.5,  then 
it  is  better  to  use  the  complete  knowledge  of  the  target  signature  information  in  the  detector.  Otherwise,  it 
is  better  to  use  the  incomplete  signature  information  and  assume  K  =  20  unknowns  in  the  target  template. 

The  comparison  between  considering  one  target  template  at  a  time  and  one  pixel  at  a  time  is  also  clear. 
For  a  template  with  ft  —  20  unknown  parameters,  for  example,  the  extra  SCNR  needed  to  achieve  the  same 
probability  of  detection  as  for  K  =  1  is  about  3  dB,  as  shown  in  Figure  6.  If  the  template  SCNR  b  is  at 
least  3  dB  larger  than  the  SCNR  of  the  highest  pixel  in  the  template,  then  using  the  target  template  model 
is  better  than  considering  each  pixel  at  a  time.  Otherwise,  it  is  better  to  consider  each  individual  pixel  at  a 
time.  For  the  best  case  where  all  ft  =  20  pixels  in  the  target  template  have  equal  magnitude,  the  template 
SCNR  is  about  13  dB  more  than  the  individual  pixel  SCNR.  Then  as  compared  with  using  one  pixel  at  a 
time,  the  net  gain  of  using  the  target  template  for  target  detection  is  about  10  dB  because  of  the  3  dB  loss 
due  to  the  increased  number  of  unknowns. 


V.  Practical  Detector  and  Its  Performance 


In  the  previous  section,  we  have  studied  the  performance  of  the  optimal  detector,  which  assumes  that 
the  clutter  and  noise  variance  is  known.  In  practice,  however,  the  clutter  and  noise  variance  is  unknown.  We 
present  below  a  practical  detector  for  this  practical  situation.  Our  approach  is  similar  to  the  one  developed 
by  Kelly  [8]  for  target  detection  with  a  phased  array  airborne  surveillance  radar. 

The  practical  detector  we  shall  present  utilizes  both  primary  and  secondary  data  of  a  SAR  image  for 
target  detection.  The  data  vector  z,  from  which  the  target  presence  is  sought,  is  referred  to  as  the  primary 
data.  The  secondary  data  vectors  z(l),  z(2),  •  ■  •,  z (L)  are  assumed  to  be  target  free,  i.e.,  they  represent  the 
target  free  background  of  a  SAR  image.  They  are  assumed  to  have  the  same  statistics  as  the  primary  data 
vector  z  under  hypothesis  H o  and  are  statistically  independent  of  each  other  and  z.  The  secondary  data 
are  useful  for  estimating  the  clutter  and  noise  variance  in  the  practical  detector. 

It  is  shown  in  Appendix  D  of  [6]  that  the  practical  detector  has  the  form 

ztfz  +  Ef=|Z//(Qz(0  (11) 

z"(Ijv-SS")z  +  £f=1z"(/)z(/)  wo  ' 

The  threshold  parameter  £  is  determined  according  to  a  given  probability  of  false  alarm.  The  detector  (11) 
maximizes  the  probability  of  detection  [7], 

It  is  shown  in  Appendix  E  of  [6]  that  the  probability  of  false  alarm  of  the  above  detector  is 


K-  i)'1'-*-1 

£M+K-k- 1 


M  +  K  -  le¬ 
ft  -k-  1 


(12) 
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We  note  that  for  the  practical  detector,  the  Pp  depends  on  the  dimensional  parameters  M  and  K  and  the 
threshold  parameter  For  a  given  probability  of  false  alarm,  the  £  in  the  practical  detector  (11)  is  obtained 
with  (12). 

It  is  also  shown  in  Appendix  E  of  [6]  that  the  probability  of  detection  of  the  above  detector  is 


PD  =  1  -exp(-<S,) 


^  (  M  +  K  -  k  -  2  \  s\  (*  -  l)A+‘ 

to  h  \  A  +  *  —  I  I  *'•  (M+K~k~l 


K  +  i  -  1 


where 


We  note  that  Pp  depends  on  the  dimensional  parameters  M  and  K  and  6\ ,  which  depends  on  the  target 
SCNR  =  bHb/a2  and  the  threshold 

We  remark  that  (12)  and  (14)  also  hold  when  L  is  not  an  integer  but  a  rational  number  such  that  N L 
is  an  integer.  The  detector  (11)  may  be  changed  slightly  to  accommodate  the  fact  that  L  is  not  an  integer. 

We  now  examine  how  the  different  dimensional  parameters  affect  the  performance  of  the  detector  in 
(11).  The  performance  of  the  detector  is  mainly  determined  by  M  =  N  L  +  N  —  K  and  K,  which  may  be 
seen  from  the  performance  analysis  in  Appendix  E  of  [6].  Consider  first  M  =  N L  +  N  —  K ,  the  total  number 
of  signal  free  pixels  in  the  primary  and  secondary  data  vectors.  The  larger  the  number  of  signal  free  pixels 
M ,  the  better  the  estimate  of  the  clutter  and  noise  variance,  and  hence  the  closer  the  performance  of  the 
practical  detector  to  that  of  the  optimal  detector.  This  result  may  be  observed  from  Figure  8,  which  shows 
the  probability  of  detection  as  a  function  of  SCNR  for  different  M  when  K  =  2  and  Pp  =  10-s. 

Consider  next  the  effect  of  /v,  the  number  of  unknown  parameters  in  the  target  template,  on  the 
performance  of  the  practical  detector.  We  first  explain  tha  ge  K,  more  number  of  signal  free  pixels 

M  is  needed  by  the  practical  detector  to  achieve  similar  pe:  ce  as  the  optimal  detector.  As  shown  in 

Appendix  E  of  [6],  we  may  rewrite  the  practical  detector  in  (11)  as 

-  >y.  (16) 

[z?bzib  +  E/=i  *"(0*1(0]  /m  H° 

Under  both  hypotheses,  the  z\ (/)  has  the  complex  Gaussian  distribution  with  zero-mean  and  covariance 
matrix  I/v.  Under  both  hypotheses,  zib  has  the  complex  Gaussian  distribution  with  zero-mean  and  covari¬ 
ance  matrix  I n-k-  Under  hypothesis  Ho.  Z\a  has  the  complex  Gaussian  distribution  with  zero-mean  and 
covariance  matrix  Ik-  Under  hypothesis  H\,  z\a  has  the  complex  Gaussian  distribution  with  mean  b / cr 
and  covariance  matrix  Ik.  Then  under  hypothesis  Ho,  the  mean  and  variance  of  the  numerator  of  t)\  are 
I  and  1/A',  respectively.  Under  hypothesis  Hi,  the  mean  and  variance  of  the  numerator  of  are  1  +  6/K 


and  1  /A  +d/K,  respectively,  where  6  is  the  SCNR  given  in  (7).  Under  both  hypotheses,  the  mean  and 
variance  of  the  denominator  of »/,  are  1  and  1/A/,  respectively.  We  note  that  for  large  A'  and  small  M ,  the 
performance  of  (16)  will  be  affected  by  the  variance  1/A/  of  the  denominator  of  .  Thus  for  large  K,  M 
must  also  be  large  in  order  for  the  practical  detector  in  (16)  to  achieve  similar  performance  as  the  optimal 
detector  in  (8).  We  found  through  numerical  examples  that  for  1  <  K  <  1000,  the  performance  differences 
between  the  practical  and  optimal  detectors  are  similar  for  different  K  when  M  is  proportional  to  A2^3. 
Figure  9  shows  the  probability  of  detection  as  a  function  of  SCNR  for  different  K  when  M  =  48A'2^3  and 
Pp  =  10"ft.  The  figure  also  shows  the  performance  of  the  optimal  detector  for  comparison.  Note  that  the 
optimal  and  practical  detectors  have  similar  performances. 

Figure  10  shows  the  probability  of  detection  as  a  function  of  probability  of  false  alarm,  i.e.,  the  receiver 
operating  characteristic  of  the  practical  detector,  for  different  A'  and  SCNR  when  M  =  1 18  and  Pp  =  10-8. 
We  note  that  to  achieve  the  same  Pq  as  for  A  =  1,  we  must  significantly  increase  Pp  for  K  =  10  and  fixed 
SCNR.  With  SCNR  increased  by  5  dB  more  for  A  =  10  than  for  A  =  1.  however,  we  will  have  a  better  Pd 
for  a  given  Pp. 

VI.  Target  Detection  with  Experimental  Data 

We  consider  first  the  performance  of  the  practical  detector  when  used  with  the  experimental  data  shown 
in  Figure  1.  Figure  11  shows  the  detection  results  before  and  after  coherent  subtraction  when  M  =  48, 
V  =  /\ '  =  1,  and  Pp  =  10-8.  Figure  1 1  shows  the  generalized  likelihood  ratios  that  are  above  the  detection 
threshold.  We  note  that  before  coherent  subtraction,  although  the  presence  of  the  target  is  detected,  the 
large  tree  trunk  returns  also  result  in  a  false  alarm.  With  coherent  subtraction,  however,  the  false  alarm  is 
eliminated. 

Consider  next  the  experimental  data  shown  in  Figure  2.  We  note  that  the  target  occupies  more  than  one 
pixel.  Let  us  assume  that  the  target  orientation  is  known  and  use  an  incomplete  target  signature  described 
by  A  =  20  unknowns.  Then  the  template  SCNR  for  the  target  is  approximately  35  dB  for  the  data  shown 
in  Figure  2(c).  The  largest  pixel  SCNR  for  the  target  is  about  25  dB.  Thus  compared  with  using  each  single 
pixel  for  target  detection,  using  the  template  with  A  =  20  unknowns  results  in  a  net  gain  of  about  7  dB 
because  of  the  3  dB  loss  due  to  the  increased  number  of  unknowns. 


VII.  Couclusions 


YVe  h  ave  considered  target  detection  with  synthetic  aperture  radar  and  coherent  subtraction.  We  have 
shown  with  experimental  data  that  the  coherent  subtraction  technique  may  be  used  to  suppress  outliers 
and  obtain  approximate  (laussian  distributions  for  clutter  and  noise.  YVe  have  also  derived  generalized 
likelihood  ratio  ( ( •  L R. )  detection  algorithms  that  may  be  used  with  SAR  images  that  are  obtained  with 
coherent  subtraction.  Through  performance  analysis,  we  have  analytically  compared  the  performance  of 
a)  a  single  pixel  detector,  b)  a  detector  using  a  complete  knowledge  of  the  target  signature  information 
and  known  orientation  information,  c)  a  detector  using  an  incomplete  knowledge  of  the  target  signature 
information  and  known  orientation  information,  d)  a  detector  using  unknown  target  signature  information 
anil  known  orientation  information,  and  e)  a  detector  using  unknown  target  signature  information  and 
unknown  orientation  information. 
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(a) 


(b) 


(c) 


Figure  2:  3-dimensional  plots  of  the  magnitudes  of  complex  SAR  images  when  the  target  is  a  surrogate 
M-35  (broadside),  (a)  Foliage  only,  (b)  Target  in  foliage,  (c)  After  coherent  subtraction. 
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(c)  (d) 

Figure  3:  Histograms  of  clutter  and  noise  before  and  after  coherence  subtraction  and  Gaussian  fit.  (a) 
Real  part  before  coherent  subtraction,  (b)  Imaginary  part  before  coherent  subtraction,  (c)  Real  part  after 
coherent  subtraction,  (d)  Imaginary  part  after  coherent  subtraction. 


8-16 


Figure  4:  Probability  of  detection  of  the  optimal  detector  vs.  signal-to-clutter-and-noise  ratio  for  different 
number  of  unknown  parameters  l\  with  Pp  =  10_s. 


K»1  K  » 10 


Figure  5:  Target  templates  examples  for  (a)  completely  knowledge  of  target  signature  information  except 
for  the  unknown  complex  gain  and  known  orientation  information,  (b)  incomplete  knowledge  cf  target 
signature  information  and  known  orientation  information,  (c)  unknown  target  signature  information  and 
known  orientation  information,  and  (d)  unknown  target  signature  information  and  unknown  orientation 
information. 
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Figure  (5:  As  compared  with  /\  =  1,  extra  SCNR  needed  for  the  optimal  detector  to  achieve  Pd  =  0.5  vs. 
l\  for  different  probabilities  of  false  alarm  Pf. 


Figure  7:  Signal-to-clutter-and-noise  ratio  (SCNR)  loss  for  the  optimal  detector  as  a  result  of  target  signature 
mismatch  vs.  SCNR  loss  factor. 
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Figure  X:  Probability  of  detection  of  the  practical  detector  vs.  signal-to-clutter-and-noise  ratio  for  different 
L  when  l\  =  2  and  Pf  =  lO-*. 


Figure  9:  F’robability  of  detection  vs.  signal-to-clutter-and-noise  ratio  for  different  K  when  M  =  48 K2^3 
and  Pf  =  I0~s. 
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Figure  10:  Receiver  Operating  ( 'liaracteristic  of  the  practical  detector  for  different  l\  and  different  sig- 
nal-to-clutter-and-noise  ratio  when  A /  =  118  and  Pf  =  10-1' 


(a)  (b) 

Figure  11:  Target  detection  (end-on)  with  N  =  l\  =  l  and  M  —  48.  (a)  Before  coherent  subtraction,  (b) 
After  coherent  subtraction. 
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BUILT-IN  SELF-TESTING  OF  RANDOM-ACCESS  MEMOR: 


Carol  Q.  Tong 
Assistant  Professor 
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Colorado  State  University 

Abstract 

In  this  research,  the  problem  of  testing  random-access  memories  (RAM)  is  considered.  Due  to  the 
increasing  density  of  RAM  chips,  built-in  self-testing  (BIST)  has  to  be  applied  in  order  to  save  the  time  and 
cost  of  testing.  Pseudo-random  testing  is  evaluated  as  a  BIST  structure  for  RAMs.  The  fault  coverage  and 
test  length  of  random  testing  for  RAM  is  studied.  The  results  show  that  pseudo-random  testing  is  suitable 
for  testing  RAM  using  BIST. 
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BUILT-IN  SELF-TESTING  OF  RANDOM  ACCESS  MEMORIES 

Carol  Q.  Tong 

1.  Introduction 

Testing  semiconductor  memories  is  becoming  very  important  because  of  the  increasing  size  and  complex¬ 
ity  of  memory  chips.  As  a  result,  testing  with  faster  speed,  less  cost  and  higher  reliability  has  become  a  very 
important  issue. 

This  research  report  will  discuss  the  problem  of  testing  random  access  memories  (RAM)  in  a  computer- 
aided  design  (CAD)  tool  -  VLSI  Testability  Synthesis  Tool  (VTST)  [1]  -  developed  at  Wright  State  Univer¬ 
sity  VTST  is  a  synthesis  tool  for  designing  VLSI  circuits  incorporating  built-in  self-testing  (BIST)  structure. 

A  RAM  chip  consists  of  an  array  of  memory  cells.  Depending  on  the  structure  of  the  storage  element 
in  each  cell,  it  can  be  either  static  RAM  (SRAM)  or  dynamic  RAM  (DRAM).  The  RAM  chip  also  has  an 
address  decoder,  address  and  data  registers,  and  read/write  control  logic.  Figure  1  shows  the  structure  of 
an  embedded  RAM  [2],  The  memory  array  is  assumed  to  be  of  the  size  2mxn,  where  m  is  the  number  of 
address  lines,  or  the  number  of  bits  in  the  binary  representation  of  an  address,  and  n  is  the  number  of  binary 
bits  stored  at  each  address. 

Testing  of  RAM  has  been  studied  over  many  years.  But  only  in  the  recent  years,  when  the  speed  and 
cost  of  testing  are  becoming  major  issues,  was  built-in  self-testing  introduced  to  the  area  of  testing  regular 
structures  such  as  RAM.  BIST  is  expected  to  play  a  key  role  in  the  next  generation  of  multimegabit  memory 
devices.  BIST  is  just  the  ability  of  a  circuit  or  system  to  test  itself  [2].  A  BIST  design  consists  of  the 
following  parts:  on-chip  test  generator,  on-chip  response  analyzer  and  the  control  logic.  This  report  will 
focus  on  the  test  generation  part  of  BIST  for  RAM.  Because  of  the  high  costs  incurred  by  off-line  testers  as 
memories  become  larg  r,  BIST  has  become  a  necessity  [3]. 

In  the  next  section,  we  will  look  at  issues  related  to  RAM  testing,  such  as  fault  modeling.  In  Section 
3,  BIST  for  RAM  will  be  discussed  in  detail,  and  the  BIST  design  in  VTST  will  be  evaluated.  Section  4 
concludes  the  report. 
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2.  Preliminary  Research  ou  Various  Issues  of  RAM  Testing 

In  this  section,  we  will  introduce  the  fault  models  used  in  testing  RAM  and  present  some  preliminary 
research  efforts  in  testing  RAM. 

A.  Fault  modeling  in  RAM 

The  important  fault  models  for  testing  RAM  include  stuck-al  fault,  transition  fault,  coupling  fault, 
pattern-sensitive  fault,  decoder  fault  and  read/write  logic  fault[3j.  A  memory  cell  is  said  to  be  stuck-at-1 
(stuck-at-0)  if  its  content  is  always  logic  1  (0)  no  matter  what  is  written  into  it.  A  memory  cell  is  said  to 
have  a  transition  fault  if  the  content  of  the  cell  fails  to  transit  from  0  to  1  (1  to  0)  when  an  1  (0)  is  written 
into  it.  A  pair  of  memory  cells  is  said  to  be  coupled  if  a  transition  in  one  of  the  cells  changes  the  contents  of 
the  other  cell  from  U  to  1  or  from  1  to  0.  A  memory  cell  is  said  to  have  a  pattern-sensitive  fault  if  its  content 
is  changed  by  a  pattern  of  0’s  and  1’s  or  various  transitions  in  a  group  of  other  memory  cells.  A  decoder  (or 
read/write)  fault  is  a  fault  that  occurs  in  the  decoder  (or  read/write)  circuit  (outside  the  memory  array).  It 
has  been  shown  that  most  decoder  faults  and  read/write  logic  faults  can  be  mapped  to  faults  in  the  memory 
array  (3). 

D.  Test  algorithms  and  fault  coverage 

Deterministic  testing  of  RAM  has  a  long  history  and  many  algorithms  exist,  such  as  Marching  Test,  for 
generating  the  test  vectors  [3].  Each  individual  algorithm  covers  certain  types  of  faults  and  the  test  length 
varies.  For  example,  Marching  Test  has  a  test  length  of  O(N),  where  N  is  the  total  number  of  cells  in  the 
memory  array.  And  it  detects  all  the  stuck-at  faults  and  some  coupling  faults. 

We  studied  the  possibility  of  implementing  one  of  these  algorithms  in  VTST  and  decided  that  it  is  not 
feasible.  The  reason  is  that  in  order  to  implement  an  algorithm  in  BIST,  a  sequential  circuit  has  to  be 
designed  to  generate  test  vectors.  If  the  s’-’.e  of  the  memory  array  changes,  the  design  of  the  sequential 
circuit  also  has  to  be  changed.  This  is  impractical  for  use  in  a  synthesis  tool  like  VTST. 

C.  Parallel  testing 

In  order  to  speed  up  the  testing  of  memories,  parallel  testing  has  been  proposed  and  implemented  by 
some  researchers  [4]-[6].  The  basic  idea  is  that  if  a  large  memory  array  can  be  divided  into  many  subarrays 
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and  these  subarrays  are  independent  of  each  other,  then  these  subarrays  can  be  tested  in  parallel.  So  if  the 
ItAM  chip  internal  structure  is  known,  parallel  testing  can  be  applied  to  independent  subarrays.  But  most 
of  the  time,  the  internal  structure  of  a  RAM  chip  is  unknown  to  the  users.  Hence  in  VTST,  we  can  not  take 
advantage  of  parallel  testing  to  shorten  the  testing  time. 

D.  Other  techniques 

There  are  also  other  techniques  that  can  be  used  to  enhance  the  RAM  testing.  For  example,  using 
error-correcting  code  (ECC),  self-checking  can  be  done.  If  the  data  in  a  memory  array  can  be  encoded  with 
ECC,  then  by  checking  the  data  read  from  the  array,  the  faults  in  the  data  can  be  detected  and  corrected 
automaticly.  This  implies  that  we  can  save  the  time  and  hence  the  cost  used  for  generating  tests.  Since  this 
technique  requires  extra  hardware  overhead  besides  the  overhead  introduced  by  BIST,  it  is  not  yet  adopted 
in  VTST.  But  it  can  be  an  approach  to  reduce  the  RAM  testing  time  in  the  future, 

Another  possible  application  of  ECC  in  RAM  testing  is  that  it  can  detect  transient  faults.  A  transient 
fault  is  a  fault  that  occurs  temporarily  and  is  harder  to  be  detected  than  permanent  faults,  ke  those  defined 
in  A.  By  using  ECC,  whenever  the  transient  fault  occurs,  it  can  be  detected  and  corrected. 

3.  BIST  of  RAM 

In  this  section,  we  will  look  at  the  BIST  technique  used  in  VTST. 

3.1  Pseudorandom  test  generation 

Pseudorandom  testing  is  applying  test  vectors  which  have  many  random  characteristics  but  which  are 
generated  deterministically  and,  therefore,  repeatable.  A  Linear  Feedback  Shift  Register  (LFSR)  is  used  to 
generate  the  pseudorandom  test  vectors.  Figure  2  shows  an  example  of  an  n-stage  LFSR.  The  outputs  of  the 
LFSR  are  Qi,  where  i  =  [0,1, ...»).  c*  is  a  binary  constant.  When  c,  =  1,  a  connection  exits.  When  c,-  =  0, 
no  connection  exists. 

Every  LFSR  has  a  characteristic  polynomial  associated  with  it.  This  characteristic  polynomial  determines 
the  feedback  connections,  and  consequently  the  period  of  the  vector  sequences.  An  n-stage  LFSR  which 
produces  a  maximum-length  sequence  has  a  period  of  2n  —  1. 
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Since  the  test  vectors  are  generated  randomly,  the  actual  fault  coverage  is  not  known  unless  fault  sim¬ 
ulation  is  done.  Fault  coverage  is  a  quantitative  measure  used  to  determine  the  quality  of  a  test  set.  It  is 
defined  as  the  ratio  of  faults  detected  by  the  test  set  to  the  total  number  of  simulated  faults  in  the  circuit. 
The  simulation  and  therefore  the  testing  can  be  stopped  whenever  the  desired  fault  coverage  is  reached. 

3.2  Fault  coverage  and  test  length 

When  testing  RAM  using  an  LFSR,  the  address  is  randomly  generated.  ' '  o  random  data  is  written  to 
or  read  from  a  word  at  that  address.  First,  some  notations  should  be  introdi  Assume  the  memory  array 
under  test  has  2nl  words.  They  define  the  probability  of  different  operations: 

Pd-  data  line  has  logic  value  1 
/>„:  address  line  has  logic  value  1 
pe:  control  line  has  logic  value  1  —  write 
1  —  pc:  control  line  has  logic  value  0  —  read 
r:  selecting  one  address  with  h  l’s  and  rn  —  h  0’s 
r  =  Pah(  1  -pa)’n~h 

Pi  =  PdP<r  —  write  1  to  an  arbitrary  bit 
po  =  (1  —  Pd)Pcr  —  write  0  to  an  arbitrary  bit 
pr  =  (l  —  Pc)r  —  read  from  the  selected  address 

Note  that  r  =  pi  +  po  +  pr  since  after  an  address  is  selected,  one  of  the  three  operations  has  to  happen  at 
this  address.  Next  we  will  look  at  using  a  Markov  chain  to  model  the  testing  processes  and  obtaining  the 
test  length  for  a  required  fault  coverage. 

A.  Markov  chain 
1)  stuck-at  fault 

The  Markov  chain  for  stuck-at-0  fault  is  shown  in  Figure  3  [2].  So  is  the  state  when  the  cell  should  have 
logic  value  0,  Si  is  the  state  when  the  cell  should  have  logic  value  1,  and  S2  is  the  state  when  the  fault  is 
detected.  The  probability  of  reaching  state  S2  is  the  probability  that  the  fault  is  detected.  Hence  the  test 
length  is  the  solution  t  of  the  equation  =  1  —  e<A,  where  cn  is  the  desired  escape  probability.  The 
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initial  state  probabilities  are  S'o(0)  =  1  —  i o,  Si(0)  —  io,  S2(0)  =  0,  where  io  is  the  probability  that  the  cell 
is  initialized  to  1.  From  the  Markov  chain  and  using  the  conditional  probabilities,  one  can  get  the  difference 
equations  describing  the  transitions  between  states  and  the  upper  bound  for  test  length  [2]: 

Sn(t)  =  (1  -pi)S0(t  -  l)  +  PoSi(t  -  1) 


Sl(t)=p,So(t  -  1)  +  (1  -po  -pr)St(t  -  1) 
S7(t)=PrSx(t  -  1  )  +  S2(t  -  1) 


Hy  using  Z-transform,  one  can  obtain  S2(t)  and  hence  the  test  length: 


Tn  = 


1  -f-o  —  l'~  pe  JlQ  ) 

ln(l  - 


where  a  is  a  constant  depending  on  the  the  size  of  the  RAM  chip. 

Similarly,  one  can  derive  the  test  length  for  stuck-at-1  fault,  1\  [2], 

2)  transition  fault 

The  same  Markov  chain  can  be  used  for  transition  fault  detection  as  for  stuck  at  fault.  And  the  required 
test  length  can  be  derived  similarly.  For  example,  if  there  is  a  0  to  1  transition  fault  (which  means  that  this 
transition  can  not  occur),  then  the  test  length  is  the  solution  of  the  equation  S2( 0  •  So(<  -  2)  =  1  -  eth- 

3)  coupling  fault 

Let  us  look  at  the  Markov  chain  for  detecting  one  of  the  possible  coupling  faults.  The  others  can  be 
treated  similarly.  Figure  4  shows  the  Markov  chain  for  detecting  the  following  coupling  fault:  a  0  to  1 
transition  in  cell  j  causes  a  change  of  value  in  cell  i. 

In  Figure  4,  So,,  is  the  state  when  cell  j  has  logic  0,  cell  i  can  be  0  or  1.  So,,<  is  the  state  when  cell  j  has 
logic  0,  cell  i’s  value  has  been  changed  because  of  the  coupling  fault.  And  Si,,-  is  the  state  when  cell  j  has 
logic  1,  cell  i  can  be  0  or  1.  Si,,<  is  the  state  when  cell  j  has  logit  1,  cell  i’s  value  has  been  changed  because 
of  the  coupling  fault.  S2  is  the  state  when  the  fault  is  detected.  Note  that  p,-  =  pcr  =  pi  +  po>  which  is  the 
probability  that  cell  i  is  being  written  into.  Similar  to  stuck-at  fault  detecting,  we  can  obtain  the  difference 
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Figure  3:  Markov  ciiain  of  detecting  a  s-a-0  fault 
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Figure  4:  Markov  chain  of  detecting  a  coupling  fault 
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equations  for  the  transitions  between  states: 

So ,i(l)  =  (1  -  J>i  )So,,(<  ~  1)  +  PoSi.i(<  -  1)  +  p,S0,,'(t  -  1) 

S[,,(t)  =  (1  —  po)S  i  {l[t  —  1)  +  piSoti'(t  —  1)  +  Pi  Si  j‘(t  —  1) 

So,,‘(t)  =  (1  -  r  -  pi  )S0,,‘(t  -  1)  +  poSiy^t  -  1) 

Si.i'fO  =  PiJ-S’o.tff  -  1)  +  (i  -  r  -  p0)5i,i.(^  -  1) 

S2(0  =  Pr)So,i'(t  -  1)  +  prSXii.(t  -  1)  +  52(l  -  1) 

Using  Z-transform  we  can  get  the  expression  for  S2  and  then  set  S2(<)  =  1  —  et/,  to  obtain  the  test  length. 
D.  Comparison  with  deterministic  testing  algorithms: 

Now  let  us  compare  the  test  lengths  of  different  approaches.  Deterministic  algorithms  sucli  as  Marching 
lest  require  test  length  of  order  <V,  which  is  the  number  of  total  cells.  Pseudorandom  testing,  on  the  other 
hand,  requires  a  test  length  (e  g.  7b)  nearly  linear  to  the  number  of  words  W  in  the  memory  array.  It  can  be 
shown  that  7’o  and  T\  are  less  than  the  test  length  in  deterministic  algorithms.  Yet  note  that  a  deterministic 
algorithm  often  covers  more  than  just  stuck-at  faults.  Another  comparison  can  be  made  with  a  commercial 
algorithm  (LSI  Logic).  That  algorithm  covers  stuck-at  fault  as  well  as  decoder  fault.  Its  required  test  length 
is  T  =  8VP  log2(lV)  +  401V.  And  it  can  be  shown  to  be  also  greater  than  To  and  T\ . 

C.  Simulation  limitation 

As  noted  before,  when  pseudorandom  testing  is  used,  fault  simulation  needs  to  be  done  in  order  to  de¬ 
termine  the  exact  fault  coverage.  The  test  lengths  obtained  using  Markov  chains  are  upper  bounds,  not  the 
exact  test  lengths  needed  to  obtain  certain  fault  coverage.  If  fault  simulation  can  be  done,  the  actual  test 
lengths  can  be  much  smaller  than  the  upper  bounds.  But  at  present,  there  is  no  HAM  simulator  available. 
Hence  a  RAM  simulation  tool  needs  to  be  developed  in  order  to  reduce  the  test  lengths  in  VTST.  Note  that 
the  simulation  needs  to  be  implemented  at  the  transistor  level  since  the  pass  transistors  in  the  memory. cell 
can  not  be  modeled  at  the  gate  level. 
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4.  Conclusions 


LUST  for  testing  regular  structures  sucli  as  RAM  has  been  shown  to  be  feasible  and  necessary  as  the  size 
of  the  memory  chips  keeps  growing.  In  VTST,  pseudorandom  test  generation  is  adopted  for  the  BIST.  It 
was  shown  that  this  approach  can  reduce  the  test  length  compared  with  other  BIST  structures  for  RAM. 

Future  work  and  improvements  include  evaluating  test  length  for  detecting  other  types  of  faults  besides 
stuck-at,  transition  and  coupling  faults.  Also,  techniques  such  as  error-correcting  code,  self-diagnosis  and 
self-reparing  may  also  be  incorporated  into  VTST  to  further  reduce  the  test  time  and  cost. 
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Abstract 


Infrared  absorption  experiments  on  Si-doped  GaAs/A/GaAs  multiple  quantum  wells  have  shown 
that  the  peak  positions  of  the  intersubband  transitions  are  not  just  associated  with  the  spacing  between 
the  conduction  subbands,  which  only  include  the  Hartree  interaction.  Numerical  calculations  of  the 
quasiparticle  energies  show  that  the  depolarization  and  exchange  interactions  are  large  and  have  the 
effect  of  making  the  transition  energy  between  the  two  lowest  conduction  subbands  decrease  as  the 
temperature  increases,  for  a  fixed  electron  density.  This  feature  is  quite  similar  to  the  shift  in  the 
infrared  absorption  peak  position  (a  “blueshift”  as  the  temperature  is  decreased).  Our  calculations  also 
reveal  a  striking  non-monatonic  dependence  of  the  blueshift  of  the  intersubband  transition  energies  due 
to  the  the  exchange  interaction  as  a  function  of  the  dopant  density.  So  far,  experiments  have  not  been 
performed  on  a  sufficiently  large  number  of  samples  for  our  calculations  to  be  compared  in  detail  with 
experiment.  However,  the  limited  experimental  data  available  seem  to  indicate  that  there  is  a  nonlinear 
variation  of  the  blueshift  of  the  peak  position  of  the  absorption  spectrum  as  a  function  of  density. 
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TEMPERATURE-DEPENDENCE  OF  THE  INTERSUBBAND 
ENERGIES  AND  OPTICAL  ABSORPTION  SPECTRUM 
OF  MODULATION-DOPED  QUANTUM  WELLS 

Godfrey  Gumbs 


I.  INTRODUCTION 


There  is  considerable  interest  in  the  optical  absorption  for  electron  transitions  between  the  conduction 
subbands  in  multiple  quantum  wells  of  GaAs  in  AlGaAs.l~6  Further  work  on  the  optical  properties  of 
these  systems  will  undoubtedly  continue  because  of  their  possible  use  as  optoelectronic  devices  such 
as  photodetectors,  photomodulators  and  lasers.  Early  work  on  intersubband  transitions  in  Si  inversion 
layers  (for  a  review,  see  Ref.  7)  showed  that  exchange  and  correlation  effects  play  a  nontrivial  part  on 
the  subband  structure  of  confined  electronic  systems.  Bandara  et  al.s  explicitly  calculated  the  exchange 
correction  to  the  Hartree  term  for  electrons  in  a  quantum  well  where  the  lowest  subband  is  occupied  as 
a  result  of  delta  doping  in  the  well.  However,  the  work  of  Ref.  8  was  restricted  to  zero  temperature.  The 
purpose  of  this  paper  is  to  examine  the  role  played  by  many-body  effects  on  the  temperature  dependence 
of  the  intersubband  transition  energies  for  electrons  in  a  quantum  well.  The  many-body  effects  are 
temperature  dependent  since  the  effective  Coulomb  interaction  between  electrons  depends  on  the  thermal 
population  of  the  levels.  We  are  interested  in  this  problem  because  of  recent  experimental  work  which 
shows  an  interesting  blueshift  in  the  peak  position  of  the  absorption  spectrum  when  the  temperature 
is  reduced  from  298  K  to  5  A'.5  So  far,  all  intuitive  attempts  to  model  the  temperature-dependence 
of  the  absorption  peak  positions  have  shown  an  increase  in  the  transition  energy  as  the  temperature  is 
increased,  contrary  to  experimental  data.5  The  reason  for  this  failure  is  an  inadequate  treatment  of  the 
many-body  effects.  We  have  examined  the  role  played  by  the  Hartree  and  exchange  interactions  to  first 
order  in  the  Coulomb  interaction  and  our  results  show  features  similar  to  the  temperature  dependence 
of  the  intersubband  transition  energies  observed  experimentally  for  modulation-doped  quantum  wells. 

In  optical  experiments  such  as  infrared  absorption,  intersubband  transitions,  associated  with  the 
dipole  absorption,  will  be  produced.  The  Hartree  and  exchange  interactions  play  an  an  important  role 
in  determining  the  absorption  spectra,  such  as  the  variation  of  the  peak  positions  with  the  dopant 
density  and  the  temperature.  In  the  present  work,  we  calculate  the  excitation  energies  for  intersubband 
transitions.  For  this,  we  determine  the  quasiparticle  energies  and,  for  completeness,  present  analytical 
results  for  the  absorption  coefficient  since  the  lineshape  yields  additional  information  concerning  the 
many-body  effects. 


II.  QUASIPARTICLE  ENERGY  SPECTRUM 

Our  method  of  calculation  of  the  self-energy  in  the  particle-hole  Green’s  function  is  based  on  the 
dielectric  response  function  formalism  of  Martin  and  Schwinger.9  The  general  formulation  is  now  pre- 


12-4 


sented.  We  expand  the  Green’s  function  in  terms  of  a  complete  set  of  states  n  which  satisfy  the 
Schrodinger  and  Poisson  equations  simultaneously.  That  is, 

G  (r,  r';u>)  = 

k.r» 

(2> 

where  k  and  p  are  two-dimensional  (2D)  vectors,  .4  is  the  sample  area  and  the  confinement  of  an 
electron  in  the  z  direction  within  the  quantum  well  leads  to  discrete  energy  levels  which  in  the  parabolic 
approximation  are  fjCn  =  E„  +  h2F2/2m*.  The  envelope  function  £n(2)  and  the  subband  edge  En  are 
self-consistently  determined  by  the  Schrodinger  equation 

( +  vb(z)  +  VH(Z))  C =  E„Cn(z)  (3) 

\  2  dz m(z)  dz  J 


and  Poisson’s  equation 


±e(z)±VH(z)=4xe* 


N+(z)  ~  *  E  K»(^)la  ln  (J  +  e^-E')lk°T) 


(4) 


In  this  notation,  p  is  the  chemical  potential  and  £f,«  =  h2(2irr»2D)/2m' ,  where  m*  is  the  effective  mass 
of  an  electron  in  the  nth  subband  with 


1 


mn 


IU*)| 

m(z) 


dz  N+(z)  . 


(5) 


Here,  the  mismatch  of  the  electron  effective  mass  in  the  z  direction  is  given  by  m(z)  and  the  variable 
background  dielectric  constant  is  accounted  for  through  e(z).  The  bare  confining  potential  Vb(z)  is  taken 
as  zero  inside  the  well  and  0.8Ix  eV  outside  where  x  is  the  mole  fraction  of  A /  in  GaAs/A/rGai_xAs 
quantum  wells.  In  Eq.  (4),  Nq(z)  is  the  doping  concentration  and  the  integrated  total  charge  on  the 
right-hand  side  of  Eq.  (4)  is  zero  by  charge  neutrality.  For  a  given  temperature,  the  Fermi  energy  is 
determined  iteratively  from  the  charge  neutrality  condition.  We  make  the  standard  assumption  that  all 
the  donors  are  ionized  even  at  low  temperatures. 

The  poles  of  the  Green’s  function  expansion  coefficients  <7^  n(w)  in  Eq.  (1)  are  obtained  from  Dyson’s 
equation.  The  quasiparticle  energies  correspond  to  the  solutions  of 


(0) 

Wk,n  =  Wk,n 


+  Ek,r.(Wk,J 


(6) 


where  n  -  p  and  the  self-energy  is  given  by 


Sk,»  -«/_  °+  E  /  (2,rpGk-q.n'(w') 

j"  dz  r  dz'<n(zK„(c'Kr,-(^)Cn'(^)^c(*,Z,;q1W-W/)  . 
J —oo  J  ~oo 


(7) 
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Therefore,  many-body  and  temperature  effects  contribute  to  the  self-energy  through  Eq.  (7)  in  conjunc¬ 
tion  with  the  equation  for  the  screened  potential  which  is  given  bv 


r°° 

qlW)=  /  rfr"  €-*(.’• 

J -oo 


n-b  1)  ■ 


where  the  Coulomb  interaction  is  vy, (z,z'\q)  =  ‘iire2  exp(—  q\z  -  z' |)/es<j,  with  e,  =  4ireo£»  for  a  back¬ 
ground  dielectric  constant  cy  within  the  quantum  well.  In  self-consistent-field  theory,  the  inverse  dielectric 
function  is  a  solution  of  the  integral  equation 

/OO  rOO 

dz3  dzA  ub(ci,  :3:q)x°(;3,z4<q,u)t-l(zA,:i,q,u/)  .  (9) 

•  OO  7-00 

Therefore,  screening  involves  polarization  effects  which  are  described  in  terms  of  the  density-density 
response  function.  If  exciton  binding  within  an  electron-hole  pair  plays  a  role,  vertex  corrections  to  the 
polarization  function  must  be  included.  In  the  ladder  approximation,  we  have10 

\°(-'1.-*2;<7,w)  =  E<0n.(?.w)U(.-l)U(.-2KV(*2K'n'(.-l)  ,  (10) 


where 


r»(0)  ,  \  —  nf  d2k  /o(*k.n)  r  ,,  x 


J  vxy  ftw  +  ek  „  -  <k-q.«.  +  *T 

Here,  7  is  a  parameter  due  to  impurity  and  phonon  scattering,  /o(0  is  the  Fermi  distribution  function, 


Fnndk 


,q;w)  =  1  +  J 


,  (12) 

(2 t)-  hu)  +  fp  rj  —  £p-q,n'  +  *0  + 


and  Vtx(V)  is  the  static-screened  exciton  interaction  whose  screening  length  depends  on  the  density-of- 
states  of  the  electron  gas. 

The  contributions  from  the  many-body  and  temperature  effects  to  the  quasiparticle  energies  are  more 
clearly  identified  if  closed-form  analytic  results  for  the  self-energy  are  obtained.  In  order  to  simplify  our 
calculations,  we  replace  the  Green's  function  in  Eq.  (7)  by  a  single-particle  one  (i.e.,  the  Hartree-Fock 
approximation).  By  setting  {“'(z  —  z'\q,u)  =  6(z  -  z'),  we  neglect  the  screening  effects  which  are  given 
by  the  second  term  in  Eq.  (9).  Consequently,  we  obtain  the  following  approximation  for  the  exchange 
part  of  the  self-energy 


x  (‘k-q.-)  ■ 


which  is  a  generalization  of  the  result  of  Bandara  et  ai.8  to  finite  temperature  for  the  correction  to  the 
Hartree  energy  n  in  Eq.  (6).  Since  is  independent  of  frequency,  the  quasiparticle  energy  is  given 
by  a  closed-form  analytic  result. 


We  have  solved  Eq.  (9)  for  c_1(;:,  g,u>)  when  the  Coulomb  potential  is  included  and  obtained  the 

following  analytic  result 

(-1.  i2.<Z,w)  -  6  (Zi  -  2o)  =  ^  R^.(q,Uj)wnn‘  (  -  1 ;  )  l<nn‘  (-2;  ,  (14) 


where 


uw  ( -1 ; 9)  =  /  dz3  vb(2i,i3;q)^n(:3Kn‘(^3) 

J  ~  OO 


Our  calculations  show  that  Knn>  in  Eq.  (14)  is  the  solution  of  a  linear  matrix  equation  which  we  write 
as 

£  -  /C(9,w)tW  ;„„.(«)]  ff»n*U;«,w)  =  Cm  (  *  )Cm'  (  -  )  ,  (16) 


where 


/OO  /*OG 

dz  /  dr'  Cm(-)Cm'(-)t>b(*.  9)Cn(«')Cn‘(‘  ) 

>  OO  ./ -OO 


Equations  (13)  through  (17),  along  with  Eqs.  (7)  and  (8),  give  the  quasiparticle  energies  with  exchange 
and  correlation  effects  included.  However,  in  this  paper,  we  restrict  our  numerical  calculations  to  the 
Hartree  and  exchange  contributions  to  the  quasiparticle  energies  as  a  first  step  in  our  determination  of 
the  role  played  by  the  Coulomb  interaction  on  the  thermal  variation  of  the  quasiparticle  energies.  We 
now  make  use  of  the  results  we  have  derived  so  far  to  formulate  the  absorption  coefficient. 


IH.  OPTICAL  ABSORPTION  FOR  QUANTUM  WELLS 

When  the  electron  gas  with  a  positive  jellium  background  is  perturbed  by  an  external  electric  field, 
the  density  distribution  of  the  electrons  will  oscillate  with  a  normal  mode  frequency.  The  resulting  density 
fluctuation  will  induce  an  effective  dynamic  dipole  in  the  system.  Since  the  wavelength  of  the  incident 
light  is  much  larger  than  the  size  of  the  sample  being  measured,  we  assume  that  the  perpendicular  electric 
field  (along  the  z  direction)  is  uniform  within  the  sample.  The  coupling  of  the  dipole  to  the  external 
electric  field  gives  rise  to  energy  absorption  which  is  represented  by  the  absorption  coefficient 

0(u)  =  -TTj— - Im  a(w)  ,  (18) 

where  Lz  is  the  width  of  the  quantum  well  and  the  polarizability  a(w)  of  the  electron  gas  is  given  by 

Q(w)  =  -e2  £n,n'Xn,n'(u>)[Zn,„<  +  (w)]  .  (19) 

n<n' 

In  Eq  (19),  we  have  introduced  an  irreducible  polarizability  function  defined  by 

,\n,n'(w)  =  Rn,n‘(0,  u)  +  Rn'.n(0,  u)  ,  (20) 


12-7 


where  Rn  n-(0,w)  is  obtained  from  Eq.  (11)  by  replacing  the  Hartree  energies  n  with  the  quasiparticle 
energies  including  exchange.  Also,  the  dipole  transition  matrix  is  defined  by 

4,  »<  =  [  dz  •  (21) 

J  —  oo 

Furthermore,  the  Coulomb  interaction  matrix  £/„  „<(w)  is  determined  from  the  following  set  of  linear 
self-consistent  equations 

=  ^  .Vn,n'(w)An.n';mpm'  [Zn,n‘  +  ^n,i>'(w)]  i  (22) 

n<n' 

where,  in  this  notation,  we  have 


A 


n.n'.m.m' 


dz1  <n(*)Cn<(‘-)l-  -  z'lCm^Km-U') 


(23) 


From  these  general  results  for  the  absorption,  we  now  obtain  a  closed  form  analytic  result  for  a  special 
case  which  is  for  a  two-level  system  when  the  incident  light  satisfies  the  resonance  condition.  Let  us 
consider  the  transition  between  the  topmost  occupied  state  (‘0’)  and  the  lowest  unoccupied  state  (‘1’) 
and  assume  that  the  level  separation  is  large  so  that  the  coupling  between  different  transitions  can  be 
ignored.  In  this  case,  we  are  left  with  a  simple  two-level  model.  A  straightforward  calculation  shows  that 
Eq.  (19)  gives 


a(w)  =  ~e2Zg 


-1 


Xo,i(w) 


(24) 


-4o,l;0,lX0.l(w)J 

In  the  denominator  of  Eq.  (24),  the  depolarization  shift  from  screening  and  the  vertex  correction  are 
included  in  the  irreducible  polarizability  through  the  ladder  approximation.  It  is  dear  that  there  is 
temperature  dependence  in  the  depolarization  shift  as  well  as  in  the  vertex  correction.  The  peak  positions 
in  Im  a(w)  correspond  to  resonant  absorption.  If  we  neglect  the  vertex  correction  to  the  polarizability 
in  Eq.  (11),  assume  the  temperature  is  zero  and  that  the  effective  mass  is  the  same  for  each  of  the  two 
subbands,  we  obtain  from  Eq.  (24) 


Im  a(w)  =  — - - 5 - - — - - -  ,  (25) 

(ft2W2  -  Elo)  (ft2w2  -  El0  -  2n7DA0,v,0,iEl,0y  +  B(w) 

where  the  folowing  notation  has  been  introduced 

F(w)  =  4e22o,i —  E'i.o)  +  272  (A2u/2  4-  £20)j  ,  (26) 

and 

B(w)  =  4t2  |(ft2w2  -  E\  o)  (A2w2  +  E\  o  +  M20i4o.i,o,i£’i,o) 

— 2r»2oAo,i;o,i£'i,o  (A2w2  +  S'2 0)  (A2w2  —  S2 0  —  ii2£)Ao,i-o,i^i,o)]  •  (27) 

In  Eqs.  (25)  -  (27),  E\$  —  E\  —  Eq  is  the  difference  of  the  subband  edges.  If  we  further  assume  that 
72,  n2D^o,i;0,i£i,o  |A2W2  —  E20|  and  hui  ss  E\to,  we  obtain  from  Eq.  (25) 

Im  q(w)  =  fi.o-— — - - - — - ~2 - -  .  (28) 

(A  u2  -  E^  0  -  2n2D/ii,o;i,o£i,o)  +  0 
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where  the  spectrum  broaching  is 


<5i,o 


(29) 


and  the  spectrum  amplitude  is 


h.o  = 


Ae2Zs  iEi  o'^d 


(30) 


Equation  (28)  is  similar  to  that  in  Ref.  7.  The  peak  position  hu/p  =  E i.o\/l  +  hi.o  in  the  absorption 
spectrum  is  displaced  from  the  subband  energy  separation  E\$  due  to  depolarization  effects,  where 
r>i,o  =  2n2D^i.o.i,o/£i.o-  The  peak  position  varies  with  temperature  and  dopant  density  in  a  similar  way 
as  the  intersubband  separation  but  they  differ  quantitatively  due  to  depolarization  and  vertex  corrections 


IV.  NUMERICAL  RESULTS  AND  DISCUSSION 

We  have  calculated  the  quasiparticle  energies  by  first  solving  the  Schrodinger- Poisson  combination 
in  Eqs.  (3)  and  (4)  and  then  adding  its  contribution  due  to  exchange  in  Eq.  (7).  The  energy  eigenvalues 
were  calculated  self-consistently  when  all  subbands  are  included  thereby  taking  into  account  the  coupling 
between  the  ground  and  all  the  excited  subbands.  Figure  1  shows  plots  for  intersubband  transitions 
between  the  two  lowest  subbands  at  the  T  point  as  a  function  of  the  dopant  density  iVd;  for  comparison, 
we  present  results  at  T  —  5  K  and  T  —  298  K.  The  separation  between  the  two  curves  in  Fig.  1  has  an 
interesting  variation  as  a  function  of  ATd.  This  "shift”  in  the  transition  energy  is  plotted  in  Fig.  2.  Some 
light  is  shed  on  this  nonmonatonic  variation  by  examining  the  Hartree  and  exchange  contributions  to 
the  total  energy  separately.  Our  numerical  calculations  show  that  when  the  single-particle  energy  of  the 
ground  subband  is  plotted  as  a  function  of  Nj ,  the  curve  for  T  =  5  K  is  very  close  to  the  curve  for  298  K 
in  the  limit  of  low  dopant  concentration  (Na  ~  10 13  cm-3).  However,  as  increases,  the  separation 
between  these  curves  increases  with  the  curve  for  T  =  5  K  always  above  the  curve  for  T  =  298  K. 
The  same  situation  applies  for  the  first  excited  subband.  However,  the  curves  for  the  exchange  energies 
of  the  ground  and  first  excited  subbands  show  competing  behaviors  as  functions  of  Nd-  The  T  —  5  A' 
and  the  T  —  298  K  curves  for  the  exchange  energies  of  the  ground  subband  are  separated  by  about 
10  meV  in  the  limit  of  low  density  (Nd  «  1017  cm-3).  As  N&  increases,  the  exchange  energies  for  the 
ground  subband  at  these  two  temperatures  decrease  at  different  rates  so  that  they  are  almost  equal  at 
Na  «  5x  101*  cm-3.  For  this  range  of  values  of  jVd,  the  T  =  5  K  curve  for  the  ground  subband  always  lies 
below  the  T  =  298  K  curve.  The  exchange  energy  curve  for  the  first  excited  subband  at  298  K  is  slightly 
above  the  corresponding  curve  at  T  —  5  K  at  low  densities.  However,  as  JVd  increases  the  exchange 
energy  at  T  =  5  K  does  not  decrease  as  rapidly  as  it  does  at  298  K  so  that  the  two  curves  cross  and 
their  separation  increases  with  (Vd.  Therefore,  when  the  Hartree  and  exchange  energies  are  combined,  the 
shift  in  the  transition  energy  would  partly  be  determined  by  the  dominant  behavior  of  either  subband 
over  a  range  of  densities.  In  Fig.  3,  the  transition  energy  between  the  ground  subband  and  the  first 
excited  state  is  plotted  as  a  function  of  temperature  for  wavevector  q  —  0  and  N4  =  4.3  x  1017.  This 
reduction  in  the  transition  energy  as  the  temperature  increases  is  similar  in  nature  to  the  experimental 
results  obtained  from  infrared  absorption  for  GaAs/A/GaAs  doped  quantum  wells.5  This  is  the  first 
theoretical  work  to  reproduce  this  temperature  dependence.  It  is  clear  that  exchange  and  depolarization 
effects  play  an  important  role  in  this  thermal  behavior  since  the  Hartree  energy  is  almost  independent 
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of  temperature. 


V.  CONCLUDING  REMARKS  AND  SUMMARY 

In  this  paper,  we  have  presented  a  formulation  for  calculating  the  quasiparticle  energies  for  modulation 
doped  quantum  wells.  These  quasiparticle  energies  are  a  first  step  in  determining  the  peak  positions  in  the 
optical  absorption  coefficient  of  modulation  doped  quantum  wells.  A  first-principles  many-body  formalism 
shows  that  the  exchange  energy  must  be  included  to  simulate  the  variation  of  the  conduction  subband 
energy  with  the  dopant  density  and  the  temperature.  Our  calculations  show  that  the  intersubband  energy 
is  “blueshifted”  with  a  reduction  in  temperature.  As  far  as  we  know,  this  is  the  first  calculation  which 
shows  a  temperature  variation  that  is  similar  to  the  infrared  absorption  experiments  for  the  conduction 
bands  in  modulation-doped  GaAs/A/GaAs  quantum  wells  over  the  temperature  range  from  5  A*  to 
298  A'  5  All  previous  attempts  to  model  the  temperature-dependence  of  the  absorption  peak  positions 
have  shown  an  increase  in  energy  as  the  temperature  is  increased,  contrary  to  the  experimental  data.5 
The  reason  for  this  failure  is  an  inadequate  treatment  of  the  many-body  effects.  We  have  examined  the 
role  played  by  the  Hartree  and  exchange  interactions  to  first  order  in  the  Coulomb  interaction. 

The  Hartree  potential  of  the  Coulomb  interaction  was  obtained  by  solving  Poisson's  equation  self- 
consistently  with  the  Schrodinger  equation.  This  procedure  gives  the  conduction  band  edges  as  well  as  the 
envelope  function  describing  the  confinement  of  an  electron  within  the  quantum  well.  The  approximation 
we  used  for  the  conduction  band  dispersion  was  the  parabolic  approximation  n  =  E„  +  hJfcJ/2m* . 
Nonparaboiicity  in  the  z  direction  would  shift  down  the  intersubband  transition  energies  but  should  not 
change  the  qualitative  nature  of  our  results. 
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Figure  Captions 


Fig.  1.  Calculated  transition  energies  between  the  two  lowest  conduction  subbands  at  the  T  point  as  a 
function  of  the  dopant  density  iVd;  for  comparison,  we  present  results  at  T  =  5  K  and  T  =  298  K. 
These  calculations  include  the  Hartree  and  exchange  interactions. 


Fig.  2.  The  transition  energies  between  the  ground  and  first  excited  subbands  are  calculated  at  T  =  5  K 
and  T  =  298  K.  The  “difference”  between  these  two  transition  energies,  shown  in  Fig.  1,  is  plotted 
as  a  function  of  dopant  density. 


Fig.  3.  The  transition  energy  between  the  ground  subband  and  the  first  excited  state  is  plotted  as  a 
function  of  temperature.  Here,  q  =  0  and  =  4.3  x  1017. 
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Abstract 

An  analytical  model  which  can  be  used  to  predict  the  thermal  as  well  as 
electronic  behavior  of  the  multiple  emitter  hetero junction  bipolar  transistor 
(HBT)  is  presented.  The  model  is  developed  from  the  knowledge  of  device  make-up 
(doping  concentrations,  layer  thicknesses,  etc.),  and  relevant  physics  such  as 
the  effects  of  graded  hetero  junction,  self-heating,  thermal  coupling,  and  ballast 
emitter  resistance  are  included  in  a  unified  manner.  Thermal  runaway,  or  current 
crush,  phenomenon  observed  in  the  multi-finger  HBT  at  high  current  level  has  been 
successfully  described.  Experimental  evidences  obtained  from  a  6-finger  and  4- 
finger  HBTs  are  included  in  support  of  the  model.  We  found  that  the  current 
crush  phenomenon  is  caused  by  the  uneven  increase  of  the  base  and  collector 
currents  at  elevated  temperatures  due  to  the  thermal  effect. 
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AN  ANALYTICAL  MODEL  FOR  AlGaAs/GaAs  MULTI -EMITTER  FINGER  HBT 


INCLUDING  SELF-HEATING  AND  THERMAL  COUPLING  EFFECTS 

J.  J.  Liou 

1.  INTRODUCTION 

The  advance  of  AlGaAs/GaAs  hetero junction  bipolar  transistor  (HBT) 
technology  in  recent  years  has  made  high  output  power  possible  and  practical. 
The  HBT' s  very  high  current  handling  capability  and  the  very  poor  thermal 
conductivity  of  GaAs ,  however,  often  lead  to  significant  self-heating  effect 
which  confines  the  HBT  performance  considerably  below  its  electronic  limitation 
[1].  For  modern  microwave  HBTs,  a  multiple  emitter  finger  structure  has 
frequently  been  used,  in  which  several  HBT  emitters,  each  with  its  own  HBT 
operation,  are  arranged  in  parallel  to  each  other  with  proper  spacing  [2].  Such 
a  structure  can  reduce  the  HBT  signal  propagation  delay  time.  In  addition,  it 
allows  less  current  to  be  carried  and  thus  less  heat  power  to  be  generated  in 
each  HBT  unit  cell,  thus  making  the  self-heating  effect  less  prominent  compared 
to  its  8 ingle-emitter  finger  counterpart.  Recently,  a  12.5  w  cw  (power  density 
of  1.74  mW/^m2  of  emitter  area)  monolithic  amplifier  constructed  using  12-finger 
HBTs  was  demonstrated  at  10  GHz  [3J. 

while  the  multi-finger  HBT  offers  higher  output  power  density,  it  is  more 
susceptible  to  a  thermally  limited  phenomenon  called  thermal  runaway,  or  current 
crush  [4].  When  the  base  current  is  fixed  and  is  relatively  large,  the  collector 
current  decreases  sharply  (current  crush)  as  the  collector-emitter  voltage  is 
increased  beyond  a  critical  value.  This  phenomenon  results  from  the  combination 
of  self-heating  in  the  unit  emitter  finger  and  thermal  coupling  among  the 
neighboring  fingers.  A  common  remedy  to  this  problem  is  to  use  large  resistors 
(ballast  resistors)  at  the  emitter  and/or  base  contacts  [5].  Such  a  resistance 
gives  rise  to  a  large  voltage  drop  at  the  contact  and  thus  reduce  the  voltage 
drop  across  the  emitter-base  junction.  This  in  turn  decreases  the  current 
density  and  the  heat  generated  in  each  unit  HBT.  Evidently,  this  approach  limits 
the  output  power  density,  not  by  thermal,  but  by  electronics  means.  It  can  also 


degrades  the  HBT  high  frequency  performance  due  to  the  extra  delay  time  through 
the  ballast  resistance. 

Despite  the  fact  that  the  multi-finger  HBT  has  become  increasingly 
important  and  popular  in  high-power  microwave  applications,  efforts  on  analytical 
modeling  such  a  device  have  been  limited  in  the  past.  This  is  due  in  part  to  the 
complicated  nature  of  the  negative  feedback  of  the  thermal  effect  on  the  HBT 
current-voltage  characteristics.  The  problem  is  further  compounded  by  the 
thermal  coupling  between  the  neighboring  emitter  fingers  when  a  multi-finger 
structure  is  considered.  A  few  numerical  models  have  been  reported  in  the 
literature  [4,6-7].  For  example,  solving  the  three-dimensional  heat  transfer 
equation,  Gao  et  al.  [6]  studied  the  temperature  in  each  emitter  finger  as  a 
function  of  the  emitter  spacing,  the  number  of  the  fingers,  and  the  geometry  of 
the  substrate.  Their  results,  however,  are  not  directly  suited  for  HBT  design 
because  the  heat  power  on  each  finger,  which  is  related  to  the  current  and 
applied  voltage,  was  treated  a3  an  independent  input  parameter.  Recently,  an 
analytical  HBT  model  including  the  self-heating  effect  was  derived  from  the 
knowledge  of  HBT  make-up  [8],  but  it  is  only  applicable  for  the  single-finger 
HBT.  Furthermore,  the  model  employs  the  drift-diffusion  theory  for  the  charge 
transport  in  the  HBT,  an  approximation  valid  only  for  HBTs  having  an  ideal  graded 
hetero junction  [9]. 

This  paper  develops  a  physics-based  and  analytical  model  capable  of 
predicting  the  multi-finger  HBT  current-voltage  characteristics.  Relevant 
physics  such  as  the  effects  of  self-heating,  thermal  coupling  between  fingers, 
ballast  emitter  resistance  will  be  accounted  for  in  a  unified  manner.  In 
addition,  the  model  accounts  for  the  thermionic  and  tunneling  mechanisms  at  the 
hetero-interface  and  is  applicable  for  HBTs  having  a  nonideal  graded 
hetero junction . 


2.  ISOTHERMAL  HBT  MODEL 

We  develop  an  isothermal  model  for  a  graded  HBT.  Because  the  conduction 
band  discontinuity  (or  spike)  in  an  abrupt  HBT  can  hinder  the  free-carrier 
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transport  from  the  emitter  to  base,  a  graded  layer  inserted  between  the  emitter 
and  base  is  often  used  to  improve  the  free-carrier  injection  efficiency  [10-11]. 
Such  a  layer,  normally  having  a  thickness  between  100  and  300  A,  can  effectively 
remove  the  spike  and  thus  make  the  thermionic  and  tunneling  mechanisms  at  the 
hetero-interface  less  important. 

Following  the  thermionic-field-diffusion  approach  developed  by  Grinberg  et 
al.  [12],  the  electron  current  density  Jn  across  the  hetero-interface  [located 
at  x  *  -Wg)  is  the  difference  between  two  opposing  fluxes 

Jn(-Wg)  *  qv„7[n(-Wg-)  -  n(-Wg+)  ]  (1) 

where  vn  is  the  electron  thermal  velocity,  y  is  the  tunneling  coefficient  [12], 
and  n  is  the  electron  concentration.  It  should  be  mentioned  that  the  value  of 
Y  depends  strongly  on  the  conduction  band  barrier  potentials  VB1  and  V^.  In  (1) 

n(-Wg-)  »  NEexp(-vB1/vT)  and  n(-Wg+)  =  n(X2)exp[  (VB2  +  V^J/Vy]  (2) 

where  NE  is  the  emitter  doping  density  and  VT  is  the  thermal  voltage.  The 
parameter  n(X2)  can  be  solved  using  the  relation: 

Jn  (  ~^g )  ~  ^SCRB  +  ^SCRC  +  ( *2  )  (  3  ) 

where  Jsckb  is  recombination  current  density  in  the  space-charge  layer  associated 
with  the  base  layer  (x  =  0  and  x  =  X2)  and  Jscrc  is  the  recombination  current 
density  in  the  graded  layer  (the  models  for  and  Jg^  will  be  developed  in 

the  later),  and  Jn(X2)  is  the  diffusion-only  current  in  the  quasi-neutral  base 
(QNB) .  For  a  very  thin  base, 

Jn<X2)  =  Jc  =  qD„n(X2)/(WB  +  aW8  +  Dn/v.,t)  (4) 

where  Jc  is  the  collector  current  density,  Dn  is  the  electron  diffusion 
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coefficient  in  the  QNB,  W8  =  x3  -  X2  is  the  QNB  thickness,  aWB  is  the  current- 
induced  base  pushout  [13],  and  v,4t  (=  107  cm/sec)  is  the  saturation  drift 
velocity  caused  by  the  high  field  in  the  base-collector  junction. 

Combining  (l)-(4)  and  solving  for  n(X2),  we  obtain 

n(X2)  *  [^IVnY^EeXP(  ~  *^SCRB  ~  (5) 

where  T]  =  qDn/(W„  +  aW8  +  Dn/v„t)  +  qvnvexp[  (VB2  +  V^/V,.].  Thus  Jc  can  be 
calculated  from  (4)  after  n(X2)  is  found  from  (5). 

The  components  of  the  base  current  density  JB  of  the  HBT  include  1) 
injection  of  hole  current  density  from  the  base  to  emitter;  2)  electron-hole 
recombination  current  density  in  the  quasi-neutral  base;  3)  electron-hole 
recombination  current  density  JSCR  in  the  emitter-base  space-charge  layer;  and 
4)  electron-hole  recombination  current  density  at  the  emitter  and  base 

surfaces.  This  injection  of  hole  current  density  can  be  modeled  using  the 
conventional  diffusion-current  only  approximation  [14] s 

Jrk  -  qDpNBexp[-(VB1  +  VB2  +  V,^)/VtJ/Wg  (6) 

where  Dp  is  the  hole  diffusion  coefficient  in  the  emitter  and  WB  =  XE  -  X2  is  the 
thickness  of  the  quasi-neutral  emitter.  The  recombination  current  density  in  the 
quasi-neutral  base  is  [14] 

Jrb  -  J„(X2)  (1  -  «)  <7) 

where  a  is  the  base  transport  factor.  The  recombination  current  density  Jgd  in 
the  space-charge  layer  consists  of  three  recombination  current  densities  occurred 
in  the  emitter-side  of  the  space-charge  layer  (Jscrb)*  in  the  graded  layer  (Jscrc)» 
and  in  the  base-side  of  the  space-charge  layer  ( Jscrb)  •  Thus 

JSCR  ~  ^SCRZ  +  ^SCRG  +  JSCRB 
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-w  0  X2 

*  q  f_x  USRH,EdX  +  q  J_w  USRH,Gdx  +  q  JQ  USRH,BdX  (8) 

i  g 

where  is  the  Shockley-Read-Hall  recombination  rate.  The  surface 

recombination  current  density  is  influenced  strongly  by  the  fabrication  process. 
It  includes  electron-hole  recombination  taking  place  at  the  emitter  side-walls 
as  well  as  at  the  extrinsic  base  surface.  Empirically  [15-17] 

=  J*exp(  Vgg/nV,.)  (9) 

Here  J*  and  n  (1  <  n  <  1.33  depending  on  the  bias  condition  [17])  are  the 
experimentally  determined  parameters  that  characterize  the  surface  recombination 
current. 

3.  HBT  MODEL  INCLUDING  THERMAL  EFFECTS 

In  this  section,  we  first  review  briefly  an  analytical  single-finger  HBT 
model  including  the  self-heating  effect  developed  recently  [8].  The  model  will 
then  be  extended  to  the  multi-finger  HBT  by  including  thermal  coupling  effect. 
The  effect  of  the  emitter  and  base  resistances  will  also  be  included. 

3 . 1  Single-Finger  Structure 

Fig.  1  shows  the  two-dimensional  HBT  structure  including  the  sub-collector 
and  substrate.  Since  the  size  of  the  intrinsic  HBT  (region  directly  underneath 
the  emitter  contact)  is  much  smaller  than  that  of  the  extrinsic  HBT,  we  assume 
that  the  temperature  in  the  intrinsic  HBT  is  uniform  and  that  the  heat  generated 
in  the  intrinsic  HBT  is  dissipated  primarily  through  the  substrate.  The  heat 
power  P.  (W)  generated  in  the  HBT  is 

P»  =  ^C^CE^E  (10) 

where  AB  is  the  emitter  area  and  VCE  =  +  VCB  is  the  applied  collector-emitter 
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Emitter  Contact 


Two-dimensional  HBT  device  structure  illustrating  the  effective  area 
through  which  the  heat  generated  in  the  intrinsic  HBT  is  dissipated. 


voltage.  The  generated  heat  power  is  related  to  the  thermal  resistance  R^h  of 
the  substrate  as 


T  -  T0  -  P.R^h  (11) 

where  T  is  the  HBT  lattice  temperature  and  T0  =  300  K  is  the  ambient  temperature. 
Assume  the  heat  is  dissipated  throughout  the  effective  area  A,ff  in  the  substrate 
with  a  lateral  diffusion  angle  0  (0  =  45  is  used)  (Fig.  1)  and  the  thermal 
conductivity  K.  is  proportional  to  (T/T0)~b,  where  b  =  1.22  [18] . 

To  account  for  the  voltage  drop  caused  by  the  emitter  and  base  resistances, 
the  applied  base-emitter  voltage  VBE  needs  to  be  replaced  by  the  base-emitter 
junction  voltage  V5 

BE  =  -  rE(^C  +  ^b)  “  rB^8  (12) 

Here  rB  and  rB  are  the  specific  emitter  and  base  resistances  (in  ft-cm2), 
respectively. 

3.2  Multi-Finger  Structure 

The  foregoing  approach  can  be  extended  to  modeling  the  multi-finger  HBT  in 
which  several  emitter  fingers  are  arranged  in  parallel  with  proper  spacing,  as 
shown  in  Fig.  2.  A  numerical  analysis  [6]  solving  the  coupled  current  and  heat 
transfer  equations  for  the  multi-finger  HBT  indicates  that  the  device  performance 
is  affected  strongly  by  both  the  self-induced  thermal  resistance  (discussed 
in  the  previous  section)  and  the  coupled  thermal  resistance  Rc  due  to  the  heating 
from  the  neighboring  emitter  elements.  Since  the  thermal  coupling  on  the  subject 
finger  due  to  the  nearest  (primary)  finger  is  much  larger  than  that  due  to  the 
secondary  fingers,  we  will  neglect  the  secondary  thermal  coupling  effect. 

To  illustrate  the  modeling  concept,  let  us  consider  a  3-finger  pattern. 
Due  to  the  symmetrical  geometry,  the  two  outer  fingers  will  have  identical 
thermal  properties.  The  temperatures  at  the  outer  and  center  fingers  are 
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To  +  ^»,S^tI>,S  ^  ^»,C^c,C 


(13) 


Tc  “  T0  +  Ps>cRth/C  +  2P,(SRC)S  (14) 

where  the  subscripts  S  and  C  denote  outer  and  center  fingers,  respectively.  The 
term  involving  R^  is  the  temperature  rise  due  to  self-heating  in  the  unit  HBT 
and  the  term  involving  R,.  is  the  temperature  rise  due  to  thermal  coupling  between 
the  subject  finger  and  the  nearest  (primary)  neighboring  finger(s).  Note  that 
the  center  finger  is  subjected  to  two  thermal  couplings  whereas  the  outer  fingers 
are  subjected  to  only  one  thermal  coupling. 

The  value  of  Rc  depends  on  the  geometry  of  emitter  fingers  and  the  process, 
including  the  emitter  mesa  etching  and  metalization,  and  is  too  complicated  to 
model  physically.  We  suggest  Rc  be  related  to  R,.h  through  an  empirical  parameter 
Pix  as  Rc  =  A^,,.  Increasing  the  value  of  Aj  will  increase  the  temperature  at  the 
center  finger  and,  to  a  lesser  extent,  the  temperature  at  the  two  outer  fingers, 
and  subsequently  increase  the  likelihood  of  current  crush.  For  a  typical  HBT 
under  study,  the  emitter  finger  spacing  is  10  urn,  and  Ax  is  empirically 
determined  as  0.25  (Ax  =  0  for  a  single-finger  HBT). 

The  initial  value  of  T  can  be  calculated  from  the  above  equations  after  the 
initial  Jc,  JB,  and  P.  are  calculated  under  room  temperature.  The  correct  T,  Jc, 
and  JB  for  each  emitter  finger  are  obtained  after  several  iterations.  Summing 
Jc  and  JB  in  each  finger  then  yields  the  total  Jc  and  JB  for  the  multi-finger  HBT. 


4.  RESULTS  AND  DISCUSSIONS 

Figure  3  shows  the  Gummel  plot  calculated  from  the  model  and  obtained  from 
measurement  for  a  6-finger  HBT  at  VCB  =  0,  3  V,  and  6  V.  The  HBT  has  a  typical 
intrinsic  make-up  of  NE  =  5xlQ17  cm'3,  NB  =  8xl018  cm'3,  Nc  =  5xl016  cm'3,  emitter 
layer  thickness  of  1000  A,  base  layer  thickness  of  1000  A,  collector  layer 
thickness  of  7000  A,  a  finger  area  of  2.5x10  (xm2,  and  a  ballast  emitter  contact 
resistance  of  6x10'*  Q-cm2.  The  extrinsic  make-up  of  the  HBT,  which  is  needed 
to  calculate  the  thermal  resistance  Kth,  is  2  =  25  (xm,  Ac  =  10x25  (xm2,  and  X,  = 
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Fig.  3  Base  and  collector  currents  calculated  form  the  present  model  for 
a  6  finger  HBT  at  VCB  =  0,  3,  and  6  V.  Also  included  are  the 
experimental  data  measured  at  VCB  =  0. 
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100  This  gives  a  thermal  resistance  of  about  400  k/W  at  room  temperature. 
As  shown  in  the  figure,  both  the  collector  and  base  currents  (Ic  and  IB)  increase 
a3  VCB  is  increased.  This  is  due  to  the  fact  that  the  power  generated,  and 
therefore  the  temperature,  in  the  HBT  is  increased  as  Vcb  ( Vex  m  +  VCB ) 
increases . 

The  model  developed  can  also  be  used  to  calculate  Xc  versus  Vcz 
characteristics  for  constant  IB.  The  results,  together  with  experimental  data, 
are  given  in  Fig.  4.  A  negative  slope  on  the  Ic-VcE  characteristics  is  observed 
when  the  base  current  is  large  where  the  thermal  effect  becomes  prominent.  This 
.'an  be  attributed  to  the  uneven  increase  of  Ic  and  IB  as  VCB,  or  VcE*  is  increased 
(see  Fig.  3).  The  increased  IB  due  to  the  thermal  effect  reduces  the  base- 
emitter  voltage  V'gg  required  to  maintain  that  constant  base  current,  which 
subsequently  decreases  the  collector  current. 

Even  with  a  ballast  resistance,  current  crush  can  still  prevail,  only  less 
obvious  and  if  V ^  is  sufficiently  large.  This  is  evidenced  by  the  "minor  crush" 
at  IB  =  0.35  mA  and  =  7  V  shown  in  Fig.  4.  The  current  crush  results  from 
the  even  more  asymmetrical  increase  in  the  base  and  collector  currents  at  higher 
base  current  seen  in  Fig.  3  (at  V ^  =  1.45  V  and  VCB  =  6  V)  .  If  I,  is  fixed,  then 
the  voltage  V'^  required  to  maintain  that  IB  will  also  decrease  sharply  when  Vce 
is  increased  beyond  a  critical  value,  which  then  decreases  sharply  the  collector 
current.  It  is  said  current  crush  occurs.  As  will  be  shown  later,  the  current 
crush  is  much  more  apparent  if  the  HBT  does  not  have  a  ballast  emitter 
resistance . 

We  next  examine  the  effect  of  the  emitter  contact  resistance  r^.  on  the  HBT 
performance.  Here  we  consider  a  3-finger  HBT.  Fig.  5(a)  shows  the  Gummel  plot 
for  three  different  rK  and  VCB  =  2  V.  The  same  plot  for  VCB  =  5  V  is  given  in 
Fig.  5(b).  Clearly  the  increased  rEC  suppresses  both  the  collector  and  base 
currents  at  high  V^.  Of  equal  importance  to  note  is  the  behavior  of  the 
collector  current  at  large  rEC  and  when  is  high.  Let  us  use  the  results  in 
Fig.  5  to  illustrate  this  point.  Consider  first  the  non-ballast  rK  case  (r^  = 
10~6  Q-cm2)  and  a  fix  IB  =  1  mA.  When  VCB  =  2  V  (or  V ^  -  3  V)  ,  V'gg  -  1.62  V  and 


Collector  Current  (mA) 


Vce(V) 


Fig.  4  Collector  current  vs.  collector-emitter  voltage  characteristics  as  a 
function  of  constant  IB  for  a  6-finger  HBT  with  ballast  emitter 
resistance . 
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3-Finger  HBT 

Finger  Area  »  2.5x10  pm1 

- rIC  ■  10"*  fl-an1 

. rK  »  5x10*  fl-an2 

- fee  *  2.5x10’  fl-cm1 
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1.2  1.4  1.6  1.8 

rBE  (V) 


Base  and  collector  currents  calculated  from  the  present  model  for  three 
different  emitter  contact  resistances  at  (a)  VCB  =  2  V;  and  (b)  VCB 


Ic  -  0.12  A.  As  Va  is  increased  to  5  V  (V^  -  6  V)  ,  V'ag  -  1.42  V,  and  the 
corresponding  Ic  is  about  0.06  A,  which  has  been  decreased  to  about  50%  of  its 
previous  value.  Now  let  us  consider  the  HBT  with  a  ballast  resistance  (rK  = 
2.5x10'*  Q-cm2)  and  fix  IB  at  0.3  mA.  At  Va  =  3  V,  the  corresponding  Ic  is  0.04 
A,  and  at  Va  -  6  V.  Ic  is  about  0.035  A.  Thus  the  collector  current  in  this 
case  is  decreased  slightly,  but  not  crushed,  as  is  increased  from  2  to  6  V. 

Fig.  6  illustrates  the  current  crush  phenomenon  in  a  multi-finger  HBT 
without  the  ballast  emitter  resistance.  The  device  considered  has  4  emitter 
fingers,  a  finger  area  of  2.5x20  urn2,  and  a  low  emitter  contact  resistance  (rK 
-  10'*  £3-cm2).  The  onset  of  current  crush  is  observed  at  VCE  «  5  V  when  IB  is 
increased  beyond  2.5  mA. 


5.  CONCLUSION 

Temperature  increase  due  to  self-heating  and  thermal  coupling  has  been 
known  as  a  major  factor  limiting  the  performance  of  AlGaAs / GaAs  multiple  emitter 
HBTs.  An  analytical  model  has  been  developed  to  describe  the  d.c  behavior  of 
such  devices.  The  effect  of  the  graded  hetero junction,  a  feature  used  frequently 
to  improve  the  HBT  emitter  injection  efficiency,  is  also  accounted  for  in  the 
model.  We  found  that  an  elevated  temperature  in  the  HBT  due  to  the  thermal 
effect  increases  the  base  current  more  quickly  than  the  collector  current.  This 
uneven  current  increase  is  the  main  mechanism  contributing  to  current  crush 
phenomenon  observed  in  high  power  HBTs.  Our  results  also  suggest  that  while 
current  crush  can  occur  in  all  HBTs  with  sufficiently  high  current  level  and 
applied  voltage,  incorporating  a  ballast  resistance  in  the  emitter  contact  can 
reduce  the  extent  of  current  crush. 


13-16 


REFERENCES 


[1]  For  a  review,  see:  M.  E.  Kim,  B.  Bayraktaroglu,  and  A.  Gupta,  "HBT  devices 
and  applications , "  in  HEMTs  &  HBTs t  Devices,  Fabrication,  and  Circuits 
(F.  Ali  and  A.  Gupta,  Editors),  Boston:  Artech  House  Inc.,  1991. 

[2]  N.  L.  Wang,  N.  H.  Sheng,  M.  F.  Chang,  W.  J.  Ho,  G.  J.  Sullivan,  E.  A. 
Sovero,  J.  A.  Higgins,  and  P.  M.  Asbeck,  "Ultrahigh  power  efficiency 
operation  of  common-emitter  and  common-base  HBTs  at  10  GHz,"  IEEE  Trans. 
Microwave  Theory  and  Tech.,  vol.  38,  pp.  1381-1389,  1990. 

[3]  M.  A.  Khatibzadeh,  B.  Bayraktaroglu,  and  T.  Kim,  "12  W  monolithic  X-band 
HBT  power  amplifier,"  IEEE  MTT-S  International  Microwave  Symposium  Dig., 
pp.  47-50,  1992. 

[4]  L.  L.  Liou,  B.  Bayraktaroglu,  and  C.  I.  Huang,  "Thermal  stability  analysis 
of  multiple  finger  microwave  AlGaAs/GaAs  heterojunction  bipolar 
transistor,"  IEEE  Int.  Microwave  Symp.  Tech.  Dig.,  1993. 

[5]  G.  B.  Gao,  M.  S.  Unlu ,  H.  Morkoc,  and  D.  L.  Blackburn,  "Emitter  ballasting 
resistor  design  for  current  handling  capability  of  AlGaAs / GaAs  power 
heterojunction  bipolar  transistors,"  IEEE  Trans.  Electron  Devices,  vol.  38, 
pp.  185-196,  1991. 

[6]  G.  B.  Gao  et  al.,  “Thermal  design  studies  of  high-power  heterojunction 
bipolar  transistors,"  IEEE  Trans.  Electron  Devices,  vol.  ED-36,  pp.  854 
-862,  1989. 

[7]  D.  S.  Whitefield,  C.  J.  Wei,  and  J.  C.  M.  Hwang,  “Temperature-dependent 
large-signal  model  of  hetero junction  bipolar  transistors,”  IEEE  GaAs  IC 
Symp.  Tech.  Dig.,  pp.  221-224,  1992. 

[8]  J.  J.  Liou,  L.  L.  Liou,  C.  I.  Huang,  and  Bayraktaroglu,  "A  physics-base 

heterojunction  bipolar  transistor  including  thermal  and  high-current 
effects,"  IEEE  Trans.  Electron  Devices,  to  be  published  Sept.  1993. 

[ 9 J  S.  -C.  Chen,  Y.  -K.  Su,  and  C.  -Z,  Lee,  "A  study  of  current  transport  on 
p-N  hetero junctions, "  Solid-St.  Electron.,  vol.  35,  pp.  1311,  1982. 

[10]  A.  Das  and  M.  S.  Lundstrom,  "Numerical  study  of  emitter-base  junction 


13-18 


design  for  AlGaAs/GaAs  hetero junction  bipolar  transistors,"  IEEE  Trans. 
Electron  Devices,  vol.  35,  pp.  863,  1988. 

[11]  S.  Tiwari  and  D.  J.  Frank,  "Analysis  of  the  operation  of  GaAlAs / GaAs 
HBT's,"  IEEE  Trans.  Electron  Devices,  vol.  36,  pp.  2105,  1989. 

[12]  A.  A.  Grinberg,  M.  S.  Shur,  R.  J.  Fischer,  and  H.  Morkoc,  "An  investigation 
of  the  effect  of  graded  layers  and  tunneling  on  the  performance  of 
AlGaAs / GaAs  hetero junction  bipolar  transistors,"  IEEE  Trans.  Electron 
Devices,  vol.  ED-31,  pp.  1758,  1984. 

[13]  C.  T.  Kirk,  Jr.,  "A  theory  of  transistor  cutoff  frequency  falloff  at  high 
current  densities,"  IRE  Trans.  Electron  Devices,  vol.  ED-9,  pp.  164,  1962. 

[14]  J.  J.  Liou,  "Calculation  of  the  base  current  components  and  determination 
of  their  relative  importance  in  AlGaAs /GaAs  and  InAlAs/InGaAs 

hetero junction  bipolar  transistors,"  J.  Appl.  Phys.,  vol.  69,  pp.  3328, 

1991. 

[15]  C.  H.  Henry,  R.  A.  Logan,  and  F.  R.  Merritt,  "The  effects  of  surface 
recombination  on  current  in  A^Gai^As  hetero junctions , "  J.  Appl.  Phys., 
vol.  49,  pp.  3530,  1978. 

[16]  J.  J.  Liou  and  J.  S.  Yuan,  "Surface  recombination  current  of  AlGaAs  /GaAs 
hetero  junction  bipolar  transistors , "  Solid-St.  Electron.,  vol.  35,  pp.  805, 

1992. 

[17]  W.  Liu  and  J.  S.  Harris,  Jr.,  "Diode  ideality  factor  for  surface 
recombination  current  in  AlGaAs /GaAs  hetero  junction  bipolar  transistors, " 
IEEE  Trans.  Electron  Devices,  vol.  39,  pp.  2726,  1992. 

[18]  D.  P.  Maycock,  "Thermal  conductivity  of  silicon,  germanium,  III-V  compound 
and  III-V  alloys,"  Solid-St.  Electron.,  vol.  10,  p.  161,  1967. 


13-19 


FIGURE  CAPTIONS 


Fig.  1 

Fig.  2 
Fig.  3 

Fig.  4 

Fig.  5 

Fig.  6 


Two-dimensional  HBT  device  structure  illustrating  the  effective  area 
through  which  the  heat  generated  in  the  intrinsic  HBT  is  dissipated. 
Topology  of  the  multi-emitter  finger  HBT. 

Base  and  collector  currents  calculated  form  the  present  model  for 
a  6-finger  HBT  at  VCB  =  0,  3,  and  6  V.  Also  included  are  the 
experimental  data  measured  at  vcb  -  0  • 

Collector  current  vs.  collector-emitter  voltage  characteristics  as  a 
function  of  constant  IB  for  a  6-finger  HBT  with  ballast  emitter 
resistance. 

Base  and  collector  currents  calculated  from  the  present  model  for  three 
different  emitter  contact  resistances  at  (a)  VCB  =  2  V;  and  (b)  VCB 
=  5  V. 

Collector  current  vs.  collector-emitter  voltage  characteristics  as  a 
function  of  constant  IB  for  a  4-finger  HBT  without  ballast  emitter 
resistance. 
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GENERAL-PURPOSE  ELECTROMAGNETIC  MODELING 


OF  COPLANAR  WAVEGUIDE  STRUCTURES  IN 
MICROWAVE  AND  MILLIMETER  -  WAVE  PACKAGES 

Krishna  Naishadham,  Assistant  Professor 
Department  of  Electrical  Engineering 
Wright  State  University 
Dayton,  OH  45435 

ABSTRACT 

Coplanar  transmission  lines  and  coplanar  waveguide  (CPW)  discontinuities  have  been  analyzed  by 
the  finite-difference  time— domain  (FDTD)  method.  The  FDTD  computational  mesh  is  truncated  by 
imposing  absorbing  boundary  conditions  on  the  wails,  thus  simulating  outgoing  waves  appropriate  to  an 
open  structure.  The  residual  reflection  from  these  boundaries  introduces  significant  error  in  the 
frequency-domain  parameters  derived  by  Fourier  transformation  of  the  time— domain  voltages  and 
currents  calculated  by  FDTD  at  appropriate  reference  planes.  In  this  research,  we  have  developed  a  new 
computationally-efficient  method  called  the  geometry  rearrangement  technique  (GRT)  to  cancel  the 
dominant  contribution  to  the  residual  reflection  from  absorbing  boundaries.  We  have  applied  the  GRT 
to  compute  the  effective  dielectric  constant  of  coplanar  lines  as  a  function  of  frequency,  and  the 
computed  results  have  been  found  to  be  in  good  agreement  with  published  data,  thus  indicating  the 
effectiveness  of  the  GRT  in  canceling  residual  reflection  from  absorbing  boundaries.  We  have  developed 
a  computer  program  to  calculate  the  S— parameters  of  CPW  discontinuities.  As  a  test  case,  we  have 
computed  the  S— parameters  of  a  coplanar  line  with  an  air-bridge,  and  the  results  are  in  excellent  agree¬ 
ment  with  measurements  reported  elsewhere.  We  are  continuing  to  validate  our  program  by  investiga¬ 
tion  of  other  CPW  discontinuities  such  as  L— bend  with  air-bridges  and/or  dielectric  overlay,  open- 
circuited  stub,  etc.  This  research  is  applicable  to  efficient  characterization  of  MMIC  elements  and 
discontinuities,  and  high-density  microwave  and  millimeter— wave  packages,  which  are  currently  being 
investigated  in  aerospace  research.  We  conclude  the  report  with  a  summary  of  potential 
aerospace— related  problems  which  can  be  solved  with  the  tools  developed  in  this  research. 
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GENERAL-PURPOSE  ELECTROMAGNETIC  MODELING 
OF  COPLANAR  WAVEGUIDE  STRUCTURES  IN 
MICROWAVE  AND  MILLIMETER  -  WAVE  PACKAGES 

Krishna  Naiahadham 

I.  INTRODUCTION 

A  wide  variety  of  transmission  lines,  discontinuities  and  components  are  employed  in  both  microwave 
and  high-speed  digital  circuits  to  accomplish  various  design  objectives.  These  structures  employ 
microstrip,  coplanar  waveguide  (CPW),  coplanar  slotline,  or  a  similar  environment  to  support  signal 
propagation,  and  are  not  amenable  to  characterization  over  a  wide  range  of  frequency,  geometrical  and 
physical  parameters  by  simple  quasi-static  methods  [1]— [3]  or  canonical  measurements  [4],  Therefore,  the 
general-purpose  analysis  of  these  transmission  line  structures  tends  to  be  difficult  and 
computer— intensive.  With  the  high  density  of  integrated  circuits  available  today  in  both  high-speed 
digital  circuits  and  microwave  and  millimeter— wave  integrated  circuits  (MMICs),  the  electronic  packaging 
that  encompasses  these  circuits  has  become  very  sophisticated  and  must  be  accurately  characterized  for 
reliable  circuit  design.  For  example,  multilayer  packaging  incorporates  vias  which  connect  signal  lines 
from  one  layer  to  another,  or  air  bridges  and  wire  bonds  to  connect  the  chip  to  a  circuit  component. 
Because  these  discontinuities  can  introduce  complicated  frequency— dependent  capacitive  and  inductive 
effects,  radiate  energy,  and  excite  unwanted  package  modes  in  the  circuits,  reliable  methods  of  analysis 
are  needed  to  develop  equivalent  circuit  models  and  general-purpose  CAD  tools  for  these  discontinuities. 
This  report  summarizes  our  effort  to  develop  such  tools  for  the  analysis  of  CPW  transmission  lines  and 
discontinuities.  The  CPW  configuration  has  received  considerable  atten— tion  in  the  recent  past  because 
of  several  factors  which  include  the  ease  of  circuit  interconnection,  low  radiation  loss,  and  the  promising 
flip-chip  packaging  technique  [5],  [6j. 


14-3 


A  few  accurate  methods  have  been  applied  to  analyze  coplanar  waveguides  and  CPW  discontinuities. 
Knorr  and  Kuchler  [7]  determined  the  dispersion  characteristics  and  characteristic  impedance  of  CPWs 
using  the  spectral— domain  method  of  moments  (MoM).  Similar  analysis  by  Hasnian  et  al.  [8]  yielded  the 
dispersion  characteristics  of  picosecond  pulses  in  CPWs.  A  full— wave  analysis  of  CPW  and  slotline  using 
the  finite  difference  time  domain  (FDTD)  method  has  been  performed  by  Liang  et  al.  [9)  to  extend  the 
dispersion  characteristics  into  the  terahertz  regime.  The  analyses  of  CPW  discontinuities,  however,  have 
been  quite  sparse  in  comparison  with  CPWs.  Simons  and  Ponchak  [10]  presented  for  the  first  time 
equivalent  circuit  models  derived  from  measured  S— parameters  for  open  circuit,  series  gap,  symmetric 
step  and  right  angle  bend  CPW  discontinuities.  Dib  et  al.  [11]  analyzed  shielded  CPW  discontinuities 
with  air  bridges  using  the  spectral  domain  moment  method.  The  air  bridge,  however,  was  not  considered 
as  an  integral  part  of  the  MoM  computation  in  [11]-  Rittweger  et  al.  applied  the  FDTD  method  for  a 
full  three-dimensional  analysis  of  a  CPW  band— reject  filter  with  air  bridges  [12).  Omar  and  Chow  [13] 
obtained  the  S— parameters  of  a  CPW  with  air  bridges  using  the  moment  method  and  a  simplified 
representation  of  the  Green’s  functions  in  terms  of  complex  images. 

In  this  report,  we  employ  the  FDTD  method  to  analyze  CPWs  and  CPW  discontinuities.  A  novel 
technique  based  on  transmission  line  analysis  is  used  to  cancel  the  spurious  reflection  from  the  far— end 
absorbing  boundary  used  to  terminate  the  FDTD  computational  mesh.  The  method  is  illustrated  by 
application  to  CPW  transmission  lines  with  and  without  air  bridges,  and  CPW  right  angle  bends.  The 
FDTD  method  is  chosen  over  other  techniques,  such  as  the  MoM,  because  (a)  a  single  time— domain 
simulation  provides  characterization  of  the  discontinuities  from  DC  well  into  the  sub— millimeter  wave 
frequency  regime,  (b)  it  can  be  readily  extended  to  analyze  multilayered  package  structures,  and  compli¬ 
cated,  yet  realistic  configurations  such  as  a  right  angle  bend  compensated  by  a  dielectric  overlay  in  the 
inner  slot  [10],  packages  lined  with  walls  made  of  absorbing  material,  etc.  Unlike  the  moment  method, 
the  FDTD  method  does  not  involve  cumbersome  analytical  preprocessing  pertinent  to  the  derivation  of 
Green’s  functions,  and  the  solution  of  a  system  of  linear  equations  by  the  inversion  of  a  large  dense 
matrix. 
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H.  FINITE  DIFFERENCE  TIME  DOMAIN  METHOD 

Irv  this  section,  we  summarize  the  salient  features  of  the  FDTD  method,  adopting  the  notation  in 
[14].  The  propagation  of  the  fields  in  the  structure  of  interest  is  governed  by  the  Maxwell’s  equations 

/*|f  =  -  V  *  E  (1) 

e  If  =  - ?  x  H 

The  media  are  assumed  to  be  isotropic,  lossless  and  piecewise  homogeneous.  The  problem  is  discretized 
over  a  finite  three-dimensional  computational  volume  consisting  of  rectangular  cubes,  known  as  Yee  unit 
cells.  The  six  field  components  in  (1)  and  (2)  are  interleaved  in  space  on  the  six  faces  of  the  unit  cell 
[14,  Fig.  1].  Such  an  arrangement  automatically  satisfies  the  continuity  of  the  tangential  field 
components.  The  spatial  and  time  derivatives  in  Maxwell’s  equations  are  replaced  by  their  central 
difference  approximations  defined  over  the  surface  of  the  unit  cell,  resulting  in  a  set  of  nodal  E— fields, 
and  a  corresponding  orthogonal  set  of  nodal  H— fields.  The  reader  is  referred  to  [14,  eqs.  (3)— (8)]  for  the 
finite  difference  approximations  of  the  nodal  fields  derived  from  (1)  and  (2).  With  this  scheme,  the 
H— field  node  is  displaced  in  space  from  the  E— field  node  by  half  space  step,  and  is  updated  (in  time) 
one— half  time  step  ahead  of  the  E— field.  This  half— step  staggering  of  the  fields  in  time  and  space  allow 
for  the  solution  of  the  difference  equations  by  using  an  explicit,  iterative,  leap-frog  scheme,  whereby  the 
field  at  a  given  position  and  time  instant  is  updated  in  an  explicit  manner  utilizing  the  nearest— neighbor 
fields.  For  modeling  dielectric  interfaces,  the  interface  is  assumed  to  pass  through  the  center  of  a  unit 
cell,  and  a  dielectric  constant  equal  to  the  average  of  those  of  the  two  adjacent  media  is  enforced  at  the 
interface.  Since  the  material  constants  can  vary  arbitrarily  from  cell  to  cell,  the  FDTD  method  can 
conveniently  analyze  structures  filled  with  arbitrarily  inhomogeneous  media.  Conducting  surfaces  are 
treated  by  setting  the  tangential  electric  field  components  to  zero. 

The  computational  domain  must  be  truncated  into  a  region  which  is  of  finite  and  manageable  size. 
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This  is  accomplished  by  introducing  fictitious  boundaries,  where  the  so— called  absorbing  boundary 
conditions  (ABCs)  [15],  [16]  are  specified  locally  such  that  the  reflection  from  these  boundaries  is 
minimal.  Thus,  these  boundaries  simulate  the  condition  of  outgoing  waves  appropriate  to  open— region 
problems.  The  use  of  ABCs  makes  it  feasible  to  solve  a  wide  variety  of  microwave  circuit  and  packaging 
problems  using  the  FDTD  method.  For  the  structures  considered  in  this  report,  the  pulses  on  the 
transmission  lines  will  be  assumed  to  be  normally  incident  on  the  mesh  walls  (or  absorbing  boundaries), 
so  that  Mur’s  first-order  ABC  can  be  used.  We  implement  this  ABC  in  difference— form  as 


El  + 


v  At  —  Al 
v  At  +  M 


(3) 


where  represents  the  tangential  electric  field  component  on  the  mesh  wall,  represents  the  same 
component  one  node  inside  of  the  mesh  wall,  v  is  the  maximum  velocity  of  light  in  the  computational 
volume,  the  superscript  n  is  the  time  index,  M  and  At  are  the  spatial  and  time  steps,  respectively.  For  a 
stable  solution,  the  maximum  time  step  is  restricted  by 

the  Courant  condition  [14,  eq.  (9)].  The  side  walls  should  be  chosen  far  enough  from  the  circuit  in 
consideration  so  that  the  fringing  fields  which  propagate  tangential  to  the  walls  have  neglible  amplitude 
on  the  walls.  This  is  especially  critical  for  CPWs,  whose  transverse  fields  are  quite  spread  out  in  phase, 
and  whose  absorbing  boundaries  on  the  sides  have  a  metal  sheet  sandwiched  between  media  with 
different  propagation  velocities.  In  Sec.  Ill,  we  will  address  a  novel  method,  termed  as  the  Geometry 
Rearrangement  Technique  (GRT),  which  we  have  developed  to  minimize  influence  of  the  reflection  from 
absorbing  boundaries. 

The  excitation  pulse  used  in  this  research  has  been  chosen  to  be  Gaussian  in  shape  since  its  Fourier 
transform  is  also  Gaussian  centered  at  zero  frequency.  This  property  makes  it  useful  in  the  analysis  of 
frequency— dependent  characteristics  of  planar  transmission  lines  and  discontinuities.  The  parameters  of 
the  Gaussian  pulse  are  chosen  according  to  the  criteria  detailed  in  [17].  The  frequency-dependent  circuit 
parameters  are  computed  as  described  in  [14]. 
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ffl.  GEOMETRY  REARRANGEMENT  TECHNIQUE 


The  FDTD  computational  domain  is  artificially  terminated  by  absorbing  boundaries  in  order  to  make 
the  problem  size  manageable.  Since  these  boundaries  are  not  completely  transparent,  the  results 
obtained  by  the  FDTD  method  are  subject  to  error  caused  by  the  reflection  from  the  boundaries. 
Although  various  methods  such  as  superabsorption  [16]  have  been  proposed  to  minimize  this  reflection  in 
the  time  domain,  the  error  is  still  large  in  the  frequency  domain,  since  the  Fourier  transform  is  very 
sensitive  to  even  relatively  small  error  caused  by  imperfect  boundaries.  For  example,  when  the  FDTD 
method  is  used  to  calculate  the  effective  dielectric  constant  of  a  microstrip  transmission  line  with  the 
first-order  Mur  boundary  condition  [15],  we  have  found  that  the  frequency— domain  result  shows  periodic 
oscillation  with  a  peak  value  around  10—20%  of  the  result  predicted  by  an  empirical  dispersion  formula 


[18].  This  large  error  is  caused  by  imperfect  absorbing  boundaries.  In  this  research,  we  have  developed  a 
new  simple  method  called  the  geometry  rearrangement  technique  which  can  minimize  the  reflection  from 
the  far-end  absorbing  boundary  to  a  much  smaller  level  than  possible  by  using  conventional  ABCs.  An 
attractive  feature  of  the  GRT  is  that  an  accurate  numerical  result  can  be  obtained  directly  from  the 
Fourier— transformed  frequency— domain  data.  In  this  section,  we  will  summarize  the  main  feature  of  this 
method.  The  reader  is  referred  to  [18]  for  more  details.  The  improvement  of  the  computed  FDTD 
results  on  CPWs,  accomplished  by  using  the  GRT,  is  demonstrated  in  the  next  section.  Although  we 
describe  the  method  below  for  calculating  the  effective  dielectric  constant,  we  have  successfully  applied 
GRT  to  compute  accurately  the  S-parameters  of  planar  circuit  discontinuities  [19]. 

The  conventional  method  of  calculating  the  effective  dielectric  constant  with  the  FDTD  method  [17] 
is  by  Fourier  transformation  of  the  voltage  (or  the  electric  field)  at  two  different  points  on  the 


transmission  line.  With  V  and  V  denoting  the  transforms  of  voltages  at  the  points  P  and  P„  (see 


Pi  P2 


Fig.  1),  we  have 


e-7(i/)A£ 


(4) 
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Fig.  1.  Transmission  line 


Fig.  2.  Two  identical  transmission  lines  with  source 
relocation  in  the  second 
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where 


7  («)  =  fl(tf)  + 


(5) 


-  I  -f 

C2  C\ 


0(v)  =  j7  Ane 


v1 

Vp2 


(6a) 

(6b) 


The  effective  dielectric  constant  is  given  by 


-  4^ 


(7) 


*  Vo 

where  hi  is  the  angular  frequency  and  are  the  constitutive  parameters  of  free  space.  We  now 

examine  how  errors  caused  by  reflection  from  the  absorbing  boundaries  influence  the  computed  dielectric 

constant.  Let  the  reflection  coefficient  at  the  far— end  boundary  be  and  that  at  the  source— end 

boundary  be  T  .  Assume  that  the  reflection  caused  by  side,  top  and  bottom  walls  is  very  small  compared 
s 

to  that  caused  by  the  two  end  walls  indicated  above.  The  voltages  V  ,  and  V  _  would  then  be  the 

pi  P2 

superposition  of  an  incident  wave  and  multiply  reflected  waves: 


V  =  V 
pi  plin 


i  +  r.  i  +  r  fi  +  r ,«-»*»>*>  a  + 

1  L  s  f 


V  =  Vp2i4wrfe-2^(l  +  rse-« 


(8) 


(9) 


where  V^.^,  V  2jQ  are  incident  voltages  at  points  P^,  P^.  Eqs.  (8)  and  (9)  can  be  summed  up  in  closed 
form: 


V  =  V 
pi  plin 


i  +  rf 


V  =  v 

p2  p2in 


1  +  rf  e-2^*2 

1  -  Tfa  e"27(tf)^ 


(10) 


(ID 
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From  (4),  (10)  and  (11),  we  obtain: 


where  £  —  £^  +  £^  =  . 


-nm  _  I 

-  v 


plin 

p2in 


i  +  rt  r2jWtl 
i  +  rf 


(12) 


7(0/)  calculated  from  the  above  equation  has  an  error  caused  by  The  true  value  of  j(h/)  =  j(il) 
should  be  calculated  from 


vPii„ 

-  =  v — 

p2in 


(13) 


for  the  transmission  line  without  boundaries  (without  reflections). 

2.1.  Source  Relocation 

If  'n  e<l-  (^2),  eq.  (12)  would  be  the  same  as  eq.  (13),  which  means  7 (a/)  =  7(4/).  But  this 

cannot  be  realized  on  the  single  transmission  line,  since  the  two  points  P  ^  and  coalesce  into  one  and 

A  £  becomes  zero.  However,  if  two  transmission  lines  with  the  same  characteristics  are  used  instead  of 

one,  as  in  Fig.  2,  we  can  use  voltage  V  .  at  point  P„  on  the  second  transmission  line  to  simulate  the 

pa  a 

voltage  1/^2  at  point  P^  on  the  first  transmission  line.  This  is  accomplished  by  moving  the  source  in  the 
second  line  (identical  tothat  in  the  first  line)  by  a  distance  M  closer  to  the  far— end  boundary,  so  that 
the  distance  between  P^  and  the  source  location  Sj  on  the  second  line  is  the  same  as  the  distance 
between  Pj  and  the  source  location  on  the  first  line.  Eq.  (12)  then  becomes: 


v  [1  1  r  e~^7(^)^ii  y 

— 7(&/)A£  _  plin  _ f _ ^  _  plin 

_  -27(0^3.  “ 


V„  t1  +  rf  * 


(14) 


1  V 
J  p3in 


since  £ ^  =  i ^  and  =  V  Therefore,  the  result  calculated  from  voltages  at  the  two  points  P^,  P^ 
on  the  two  transmission  lines  with  the  source  simply  relocated  in  the  second,  is  an  accurate  numerical 

result.  It  does  not  contain  the  error  introduced  by  T.  or  T  .  A  similar  result  can  be  obtained  by  moving 

1  s 

the  far— end  boundary  in  the  second  line  A  i  closer  to  the  source,  keeping  the  source  position  unchanged 
[18].  The  latter  rearrangement,  called  boundary  relocation,  would  be  convenient  in  those  instances  when 
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the  reflection  from  the  side— walls  is  significantly  affected  by  the  source  location,  such  as  CPW  with  low 
dielectric  constant  substrates  [9]. 


IV.  TEST  RESULTS  AND  DISCUSSION 

We  first  present  computed  results  for  the  effective  dielectric  constant  and  characteristic  impedance  of 
a  coplanar  transmission  line  and  compare  our  results  with  [9]  to  validate  the  FDTD  algorithm. 

The  parameters  used  in  the  comptuation  are  (see  Fig.  3): 

Dielectric  constant  of  the  substrate 
Width  of  the  center  strip 


€  =  13.0 
r 


Slot  width 

Width  of  the  lateral  strips 
Thickness  of  the  substrate 
Cell  size 
Time  step 
Number  of  cells 
Number  of  time  steps 


W  =  0.135  mm 
S  =  0.065  mm 


W  ^  =  1  mm 


h  =  0.5  mm 

Ax  =  Ay  =  Az  =  0.0135  mm 
At  =  0.0176  ps 

Nx  *  Ny  *  Nz  =  85  *  120  *  60 
N  =  4096 


The  same  geometry  (Fig.  3)  has  been  analyzed  by  using  FDTD  in  [9].  However,  instead  of  using  the 
time-consuming  superabsorption  boundary  condition  [9],  we  use  the  simple  first-order  Mur  condition. 
We  use  the  magnetic  wall  symmetry  around  the  x  =  0  plane  to  reduce  size  of  the  computational  domain. 

Unlike  the  microstrip  transmission  line,  the  electric  field  distribution  in  the  CPW  is  loosely  bound  to 
the  substrate  over  the  slots.  It  is  difficult  to  simulate  accurate  absorbing  boundary  conditions  on  the 
side,  top  and  bottom  walls.  Although  the  field  of  the  wave  traveling  longitudinally  along  the  CPW  is 
mainly  concentrated  in  the  slot,  the  fringing  field  spreads  out  laterally  away  from  the  slot  [20],  and  does 
not  decay  to  small  values  near  the  absorbing  boundary  walls  on  the  sides.  To  better  simulate  the  distri¬ 
bution  of  the  field  in  the  slot,  the  amplitude  of  the  Gaussian  pulse  for  the  excitation  field  is  chosen  as 
[20]: 
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at  the  air— dielectric  interface,  and  as 


for  a  few  cells  above  and  below  the  air— dielectric  interface  over  the  excitation  plane.  In  (15)  and  (16),  C 
is  an  arbitrary  constant  and  xq  denotes  the  center  of  the  slot  (Fig.  3). 

The  numerical  results  for  the  CPW  are  shown  in  Figure  4.  Four  curves  are  shown  —  the  conven¬ 
tional  Fourier  transform  result,  the  GRT  result,  least  squares  fit  to  the  GRT  result,  and  an  empirical 
result  from  [8],  It  is  observed  that  the  maximum  difference  between  the  geometry  rearrangement  and  the 
least  squares  results  is  less  than  1.5  percent.  The  conventional  Fourier  transform  result  oscillates  around 
the  least  squares  or  the  geometry  rearrangement  result,  but  the  difference  between  the  conventional 
Fourier  transform  and  the  least  squares  is  more  than  12  percent.  The  least  squares  fit  to  the  GRT  result 
agrees  reasonably  well  with  the  empirical  formula.  Therefore,  considerable  improvement  in  the  accuracy 
of  the  effective  dielectric  constant  can  be  obtained  by  using  the  geometry  rearrangement  technique  with  a 
simple  absorbing  boundary  condition  instead  of  the  conventional  FDTD  implementation. 

The  characteristic  impedance  of  the  coplanar  line  depicted  in  Fig.  3  has  been  computed  using  FDTD, 
and  is  displayed  in  Fig.  5  as  a  function  of  frequency.  Excellent  agreement  is  observed  between  our  result 
and  that  in  [9,  Fig.  6a]. 

Next,  we  consider  a  coplanar  line  with  an  air— bridge.  The  geometry  is  the  same  as  that  in  Fig.  3, 
but  an  air-bridge  with  a  height  of  0.0135  mm,  a  width  of  0.027  mm,  and  a  length  of  0.189  mm,  has  been 
positioned  0.729  mm  from  the  z  =  0  plane.  The  two  S— parameters,  and  where  port  1  is  located 
0.594  mm  from  the  y  =  0  plane  and  port  2  is  located  0.675  mm  from  the  far— end  wall,  have  been 
computed  as  described  in  [14],  and  compared  with  the  measurements  in  [21].  The  results,  shown  in  Figs. 
6  and  7,  are  in  good  agreement.  No  measured  results  are  available  beyond  30  GHz. 
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Fig.  4  Effective  dielectric  constant  for  the  coplanar  transmission  line  shown  in  Fig.  3. 


Impedance 


Experimental 


Frequency 

Fig.  7  |  S21 1  for  the  CPW  in  Fig.  3  with  an  air-bridge  added. 


V.  SUMMARY  AND  CONCLUSIONS 


We  have  applied  the  finite-difference  time— domain  technique  to  analyze  coplanar  transmission  lines 
and  discontinuities.  Unlike  the  microstrip  geometry,  the  fields  in  CPW  are  spread  out  in  space,  and  the 
absorbing  boundaries  used  to  terminate  the  computational  mesh  need  special  care.  Although  advanced 
boundary  conditions  such  as  superabsorption  may  be  used,  we  have  developed  a  simple  method  known 
as  the  geometry  rearrangement  technique  for  the  FDTD  analysis  of  planar  transmission  lines  and 
discontinuities.  We  have  determined  the  frequency— dependent  effective  dielectric  constant  of  microstrip 
lines  [18]  and  CPW,  and  computed  results  are  found  to  be  in  good  agreement  with  those  obtained  from 
empirical  formulas  and  published  literature.  We  are  currently  applying  this  method  to  compute  the 
S— parameters  of  passive  planar  components  in  both  microstrip  and  CPW  configurations,  and  are 
examining  how  one  may  use  th  reflection  coefficient  estimated  in  the  GRT  to  improve  the  FDTD  result 
further.  In  comparison  with  advanced  boundary  conditions  such  as  superabsorption,  the  GRT  can  save 
computer  memory  as  well  as  computational  time,  and  is  considerably  easier  to  implement  on  the 
computer.  Also,  the  GRT  directly  minimizes  the  error  introduced  by  Fourier  transform  operation 
without  any  need  for  curve— fitting.  Our  computed  characteristic  impedance  for  coplanar  lines  also  agrees 
well  with  published  data. 

As  a  test  case  for  CPW  discontinuities,  we  have  used  our  FDTD  program  to  compute  the  S— param¬ 
eters  of  a  CPW  with  air-bridge.  The  computed  results  show  excellent  agreement  with  experimental  data 
in  [21].  We  are  currently  applying  the  FDTD  method  to  analyze  other  CPW  structures  such  as  bends 
and  stubs  in  a  multilayered  structure  with  air-bridges  and  dielectric  overlays  on  discontinuities. 

VL  FUTURE  WORK 

The  time  span  available  on  the  AFOSR  Summer  Research  Program  is  quite  short  for  a  compre¬ 
hensive  investigation.  Given  adequate  resources,  we  wish  to  apply  our  FDTD  algorithm  to  investigate 
the  following  problems  relevant  to  MMICs,  high-speed  digital  circuits,  high— density  microwave  and 
millimeter— wave  packaging: 
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a)  study  the  influence  of  walls  lined  with  surface— impedance,  lossy  or  absorbing  boundaries  on  the 
CPW  characteristics  and  on  coupling  between  discontinuities, 

b)  study  the  resonant  behavior  of  packages  lined  with  metallic  walls  and/or  partitions  —  in 
particular  the  resonant  coupling,  Q-factors  and  losses, 

c)  extension  of  our  algorithm  to  CPW  discontinuities  with  inclined  edges,  such  as  mitered  CPW 
bends, 

d)  develop  and  validate  a  design— base  of  equivalent  circuits  and  S— parameters  for  CPW 
discontinuities  in  a  general  multilayered  environment, 

e)  a  thorough  investigation  of  the  loss  mechanism  in  CPWs  well  into  the  terahertz  regime. 
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Abstract 


Understanding  the  response  of  laminated  composite  materials  to  ballistic  impacts  is  of  interest  to  those 
responsible  for  designing  and  maintaining  airplanes  that  must  be  able  to  withstand  some  level  of  damage.  As 
a  first  step  towards  understanding  the  process  of  damage  development  under  high  velocity  impacts,  an  extensive 
series  of  tests  was  conducted  in  order  to  measure  transverse  normal  stresses,  at  several  locations  through  the 
thickness  of  the  laminate,  during  high  velocity  impact.  Significant  damage  is  expected  to  be  introduced  from  the 
initial  passage  of  the  impact  generated  stress  wave  and  the  tensile  reflected  wave.  High  compressive  stresses 
induce  shattering  or  shear  failure  near  the  impacted  face  while  tensile  stresses  induce  delaminations  near  the 
back  face.  These  two  zones  are  thought  to  be  defined  in  the  early  stages  of  the  impact. 

The  objective  of  the  present  invistigation  is  to  develop  a  mathematical  model  capable  of  analyzing  wave 
propagation  through  the  thickness  of  the  laminate  during  the  early  stages  of  the  impact  event  in  order  to  fully 
explain  what  is  recorded  during  the  experiments.  A  one  dimensional  analysis  is  developed  accounting  for 
nonlinear  material  behavior,  the  presence  of  adhesive  layers  where  stress  gages  are  located,  and  viscoelastic 
effects.  A  finite  element  model  is  developed  and  the  governing  equations  are  solved  used  Newmark’s  step  by 
step  integration.  Results  are  presented  showing  that  the  numerical  model  is  able  to  reproduce  most  of  the 
significant  features  of  the  measured  signals. 
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Introduction 

Low  velocity  impacts  can  be  expected  to  occur  during  manufacturing,  normal  operation,  or  maintenance. 
Tool  drops  or  flying  debris  during  take-off  and  landing  of  aircrafts  are  common  examples.  Ballistic  impacts 
resulting  in  complete  penetration  are  also  to  be  considered  for  military  aircraft  in  particular.  Finally,  hyper¬ 
velocity  impact  in  which  melting  and  vaporization  of  the  target  occurs  is  considered  in  relation  to  impacts  of 
spacecrafts  with  meteorites  or  space  debris  at  velocities  measured  in  km/s.  An  understanding  of  impact  damage 
is  needed  in  order  to  design  composite  structures  since  impacts  can  reasonably  be  expected  to  occur  during  the 
life  of  the  structure  and  the  induced  damage  will  significantly  affect  its  behavior.  Extensive  efforts  have  been 
directed  towards  understanding  the  low  velocity  impact  problem  and  resulted  in  a  large  number  of  publications 
which  were  reviewed  comprehensively  (1-3).  In  comparison,  ballistic  impacts  have  received  much  less  attention. 

This  investigation  is  concerned  with  the  analysis  of  laminated  composite  materials  subjected  to  ballistic 
impact.  An  extensive  experimental  p  jgram  was  conducted  at  Wright  Patterson  Air  Force  Base  in  order  to  mea¬ 
sure  transverse  normal  stresses  under  the  impactor  at  several  locations  through  the  thickness.  The  initial  phase 
of  impact,  in  which  a  compressive  wave  travels  through  the  thickness,  is  reflected  at  the  back  surface  and  travels 
back  towards  the  impactor,  is  of  particular  interest.  During  that  phase,  high  compressive  stresses  are  generated 
near  the  impacted  face.  Subsequent  tensile  stresses  are  then  generated  near  the  back  face  which  induce  delami¬ 
nations.  Understanding  the  stress  distribution  through  the  thickness  of  the  laminate  during  this  first  phase  requi¬ 
res  the  development  of  a  mathematical  model  capable  of  duplicating  the  signals  recorded  during  the  experiments. 
Such  a  model  will  further  explain  damage  patterns  observed  during  experiments. 

In  this  report,  the  experimental  results  obtained  prior  to  the  present  investigation  will  be  reviewed  first. 
Next,  a  discussion  of  the  material  properties  of  composite  materials  in  the  through-the- thickness  direction  is  pre¬ 
sented  in  order  to  justify  the  choice  of  constitutive  relation  to  be  employed  in  a  model.  The  development  of  a 
finite  element  model  for  analyzing  this  problem  is  described  next.  Results  are  presented  to  show  the  ability  of 
the  model  to  explain  the  main  features  of  the  transverse  normal  stress  history  measured  during  the  experiments. 
Suggestions  for  future  work  are  also  provided. 


Experimental  results 

In  this  section,  results  of  an  extensive  experimental  study  conducted  prior  to  the  currect  investigation 
are  reviewed.  In  this  study,  impacts  by  a  1/2"  steel  ball  on  a  128  ply  [(0/90/45/-45)I6j,  graphite-epoxy  laminate 
will  be  considered,  but  similar  results  are  also  available  for  impacts  on  laminates  with  different  number  of  plies. 
In  order  to  place  stress  gages  at  different  locations  through  the  thickness  (Fig.  1),  the  128-ply  symmetric  balanced 
laminate  is  made-up  of  eight  16  ply  [0,90,  ±45]*  sublaminates  that  were  cured  separatedly.  Stress  gages  were 
placed  on  selected  interfaces  and  the  sublaminates  were  then  bonded  together. 

Considering  a  particular  case  (Panel  D7.1),  in  which  the  initial  velocity  of  the  ball  is  1280  ft/s,  Fig.  2-a 
indicates  that,  after  contact  is  made  with  the  front  face  (line  A  in  Fig.  2-a),  the  stress  at  the  first  gage  location 
remains  zero  until  the  compressive  wave  arrives  (line  B).  The  transverse  normal  stress  increases  until  it  reaches 
a  plateau  (point  C)  and  is  followed  by  a  second  increase.  Notice  that  compressive  stresses  are  taken  as  positive 
here  whereas,  in  solid  mechanics,  compressive  stresses  are  negative.  This  convention  is  often  used  in  impact 
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studies.  The  signal  is  then  cut  off  due  to  saturation  of  the  gage.  At  gage  3  (Fig.  2-b),  the  same  pattern  is 
observed:  a  first  pulse  arrives,  the  amplitude  reaches  a  plateau  and  then  a  second  pulse  increases  the  amplitude 
significantly  until  the  gage  is  saturated.  At  gage  5  (Fig.  2-c),  the  first  pulse  can  clearly  be  seen  and  the  second 
compressive  pulse  is  also  present.  However,  by  the  time  the  secondary  pulse  arrives  at  the  gage  location,  the 
initial  compressive  pulse  has  reached  the  free  surface  (back  face),  was  reflected  as  a  tensile  wave  and  has  travell¬ 
ed  back  to  the  gage  location.  Therefore,  for  large  times,  the  total  transverse  stress  at  a  given  depth  is  the  sum 
of  the  primary  and  secondary  stress  wave  amplitudes.  This  situation,  with  two  waves  travelling  with  different 
velocities,  is  similar  to  what  is  observed  during  impact  on  elasto-plastic  metals  in  which  an  elastic  wave  is  follow¬ 
ed  by  a  plastic  wave  (4). 

Experiments  indicated  that  the  first  compressive  wave  travels  with  a  wave  velocity  of  3108  m/s  which 
is  approximately  three  times  that  of  the  second  pulse.  The  amplitude  of  the  first  pulse  is  also  attenuated  as  the 
wave  propagates  through  the  thickness  and  reaches  the  various  gages  successively.  As  an  incident  wave  reaches 
an  interface  between  two  different  materials,  it  is  split  into  an  reflected  and  a  transmitted  wave  (Fig.  3).  The 
ratio  between  the  amplitudes  of  the  transmitted  and  the  incicident  waves  is  dependent  on  the  material  properties 
at  the  interface  [5].  It  can  be  shown  that,  for  differences  in  material  properties  that  can  be  expected,  the  ratios 
obtained  are  of  the  same  order  of  magnitude  as  those  measured  during  experiments.  Here,  an  adhesive  layer 
between  two  16-ply  sublaminates  introduces  two  such  interfaces.  If  R  is  the  attenuation  introduced  by  one  adhe¬ 
sive  layer,  and  the  amplitude  of  the  first  pulse  at  gages  1,  3  and  S  are  called  a„  a„„  av  respectively,  we  have  <r,„ 
/  a,  =  R,  ov  /  <r,  -  R3. 


Material  properties 

While  no  testing  was  performed  to  characterize  the  material  used  in  this  particular  study,  several 
publications  report  on  the  elastic  properties  of  AS4/35G1-6  graphite-epoxy.  According  to  Iarve  et  al  [6], 

E,  =  140  GPa,  Ej  =  Ej  =  15.1  GPa,  G12  =  G„  =  5.51  GPa,  vn  =  .47,  p  =  1490  kg/m3 

According  to  Lee  and  Sun  [7,  8],  for  the  same  material, 

E,  =  138  GPa,  Ej  =  Ej  =  9.65  GPa,  Gu  =  Gu  =  5.24  GPa,  G*  =  3.24  GPa,  vl2  =  =  .3,  vD  =  .49 

while  AdTech  Systems  Research  Inc.  [9J  used 

E,  =  138  GPa,  Ej  =  Ej  =  103  GPa,  G12  =  G13  =  5.5  GPa,  Ga=3.1  GPa. 

Even  though  the  modulus  in  the  fiber  direction  is  consistent,  large  variations  in  the  other  elastic  properties  are 
noticed.  In  particular,  the  through-the-thickness  modulus  E,  which  is  of  primary  importance  here,  varies  between 
9.65  and  15.1  GPa. 

In  order  to  simplify  their  analyses,  most  investigators  [6-9]  model  composite  laminates  as  homogeneous 
anisotropic  solids  when  studying  impact  problems.  That  is,  a  laminate  with  many  layers  is  replaced  by  a  single 
layer  of  anisotropic  material  that  has  equivalent  elastic  properties.  The  problem  of  determining  the  equivalent 
properties  for  a  particular  lay-up  given  the  elastic  properties  of  a  single  lamina  has  been  addressed  in  several 
studies.  Here,  the  approach  taken  by  Sun  and  Li  [10]  is  adopted  and  a  simple  program  was  written  to  perform 
that  task  for  any  lay-up.  As  an  example,  the  variation  of  the  three  independent  Poisson’s  ratios  for  angle-ply  la¬ 
minates  as  a  function  of  fiber  orientation  were  determined.  Material  properties  given  by  Lee  and  Sun  [8]  were 
used  and  the  results  (Fig.  4)  indicate  that,  as  reported  by  previous  authors  (10,  11],  Poisson’s  ratios  can  become 
negative.  The  equivalent  modulus  in  the  through-the  thickness  direction  was  shown  to  depend  on  the  lamination 
scheme.  The  calculation  of  equivalent  elastic  properties  will  be  discussed  in  more  details  elsewhere. 
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Taking  Ej  *  15  MPa,  we  find  that,  with  a  compressive  stress  of  2.275  MPa  for  the  the  amplitude  of  the 
first  pulse  at  gage  1  (Fig.  2-a),  the  strain  is  15  %.  One  must  then  question  the  use  of  a  linear  elastic  model  for 
such  loading  levels.  The  nonlinear  behavior  of  composite  materials  was  reported  by  many  authors.  Of  particular 
interest  here  is  the  work  reported  by  Zhu  et  al.  (12]  who  reported  on  quasi-static  and  dynamic  compression  tests 
for  polyester  resin  and  for  Kevlar /polyester  laminates  in  the  through-the-thickness  direction.  Quasi-static  tests 
were  performed  at  a  constant  loading  rate  using  an  MTS  machine  and  for  the  dynamic  tests,  a  Hopkinson  bar 
apparatus  was  used.  For  pure  resin,  the  quasi-static  tests  showed  a  strong  nonlinear  behavior  as  strains  become 
larger  than  7  or  8  %  (Fig.  5-a).  With  the  much  higher  strain  rates  achieved  in  the  dynamic  tests,  the  response 
is  substantially  different,  the  initial  modulus  has  increased  significantly,  suggesting  strong  viscoelastic  effects. 
Results  for  through  the  thickness  compression  tests  (Fig.  5-b)  show  the  same  trend.  Ishai  and  Cohen  (13]  pre¬ 
sented  a  detailled  study  of  the  non-linear  behavior  of  filled  epoxy  loaded  in  compression  and  also  discussed  strain 
rate  effects  in  those  materials.  Harding  (14]  presented  a  review  of  experimental  work  directed  towards  characte¬ 
rizing  the  material  behavior  of  composite  materials  under  impact  using  the  split  Hopkinson  bar  technique.  Even 
though  specimens  were  only  subjected  to  inplane  loadings,  nonlinear  behavior  at  high  strains  and  strain  rate 
effects  are  shown.  El-Habak  (15]  also  used  the  split  Hopkinon  bar  technique  to  characterize  composites  loaded 
in  compression  and  showed  significant  nonlinear  behavior  at  high  strain  levels.  Weirick  (16]  conducted  a  series 
of  tests  designed  to  characterize  the  mechanical  behavior  of  an  epoxy  resin  filled  with  glass  microballons.  The 
shock  wave  observed  consisted  of  an  elastic  and  a  plastic  wave  due  to  the  change  in  material  behavior.  The  intial 
modulus  of  the  microballon  filled  epoxy  is  lowered  as  the  microballons  are  crushed  and  then  increases  as  the 
materia]  becomes  more  dense  after  the  crushing  is  completed.  In  a  study  of  contact  laws  for  composites,  Cairns 
(17]  considered  that  AS4/3501-6  graphite-epoxy  composites  can  be  modelled  as  elasto-plastic  materials.  This 
brief  literature  survey  indicates  that,  for  the  type  of  loading  considered  here,  nonlinear  behavior  must  be  consider¬ 
ed  and  that  strain  rate  effects  might  be  important. 

In  this  investigation,  a  bilinear  model  (Fig.  6)  is  used  for  the  stress-strain  behavior  of  the  material  in 
the  through  the  thickness  direction.  Knowing  the  density  of  the  material,  the  modulus  Et  is  selected  so  that  the 
wave  velocity  matches  that  observed  during  the  experiments.  The  modulus  E2  is  taken  as  E,  /  9  so  that  the  velo¬ 
city  of  the  second  pulse  matches  that  observed  during  the  experiments.  The  critical  strain  e„  is  unknown  and 
several  values  will  be  used  in  a  parametric  study  to  determine  its  influence.  Since  this  is  the  first  model  of  wave 
propagation  through  the  thickness  of  the  laminate  during  high  velocity  impact,  strain  rate  effects  are  not  model¬ 
led.  Viscoelastic  effects  can  easily  be  included  in  the  model  if  proven  necessary  by  a  first  analysis. 


Formulation 

For  low  velocity  impacts,  wave  propagation  through  the  thickness  is  not  important  and  only  the  overall 
deformation  of  the  structure  must  be  accounted  for  in  a  mathematical  model  [1].  In  the  present  case,  on  the 
other  hand,  wave  propagation  through  the  thickness  is  of  primary  interest  since  significant  damage  can  introduced 
before  overall  plate  deflections  take  place.  That  initial  damage  determines  in  a  large  measure  the  final  damage 
pattern.  Only  a  few  studies  (9, 18]  were  concerned  with  predicting  stresses  under  the  impactor  during  high  velo¬ 
city  impact  of  composite  laminates.  In  all  cases,  a  linear  elastic  model  was  used  in  a  two-dimensional  elasticity 
approach.  Even  though  the  overall  stress  distribution  is  complicated,  there  is  a  small  region  under  the  impactor 
in  which  unidirectional  behavior  is  observed.  Previous  studies  (18-20]  and  detailled  finite  element  analyses  per¬ 
formed  by  this  author,  using  the  ADINA  code,  indicate  that,  considering  the  material  to  be  linear  elastic  and 
homogeneous  through  the  thickness,  several  important  features  of  the  gage  response  cannot  be  predicted.  With 
such  a  model,  a  single  pulse  is  obtained  and  therefore,  several  complicating  factors  must  be  accounted  for  in 
order  to  adequately  model  the  problem.  Since  the  laminate  is  made-up  of  8  sublaminates  bonded  together  after 
curing,  an  incident  wave  will  split  into  a  transmitted  wave  and  a  reflected  wave  as  it  reaches  each  interface  bet¬ 
ween  a  sublaminate  and  an  adhesive  layer  (Fig.  3).  The  presence  of  finite  adhesive  layers  with  different  material 
properties  must  be  accounted  for.  Interfaces  between  plies  inside  a  sublaminate  are  not  considered  because  it 
is  assumed  that  there  will  be  no  resin  rich  region  inside  a  sublaminate.  Therfore,  the  modulus  of  elasticity  and 
the  density  will  be  uniform  through  the  thickness  of  each  sublaminate.  The  nonlinear  material  behavior  at  high 
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strain  values  must  also  be  accounted  for  in  order  to  explain  the  presence  of  two  pulses  travelling  at  different 
velocities. 

Therefore,  as  a  first  approach  to  this  problem,  a  one  dimensional  analysis  is  proposed.  Once  proven 
successful,  a  two  dimensional  model  can  be  developed.  The  equation  of  motions  were  developed  using  standard 
finite  element  procedures  and  Newmark’s  integration  procedure  was  selected  for  time  integration.  For  nonlinear 
cases,  the  initial  stiffness  approach  was  used  and  several  iterations  were  performed  for  each  time  steps  in  order 
to  eliminate  unbalanced  forces  introduced  by  nonlinearities.  The  computer  program  runs  on  a  personal 
computer  and  can  easily  be  modified  to  include  additional  complicating  effects. 


Results 


Example  1:  Uniform  rod  impacted  by  a  mass 


This  first  example  is  selected  in  order  to  verify  the  present  formulation  on  a  simple  case  for  which  an 
exact  closed-form  solution  is  available.  Graf  [5]  showed  that  the  compressive  strain  in  a  uniform,  semi-infinite, 
rod  subjected  to  the  impact  of  a  rigid  mass  is  given  by: 


it 

e  (x,  t)  .  H<ct-x>  .  e  ^ 
c 


(1) 


where  e  is  the  strain,  V  the  initial  velocity  of  the  projectile,  c  the  wave  velocity,  EA  the  axial  rigidity  of  the  rod 
and  m  the  mass  of  the  projectile.  In  Eq.  1,  H<x>  is  the  Heavyside  function  where  H<x>  =  1  when  x>0  and 
H<x>  =  0  when  x<0.  At  a  given  location,  the  magnitude  of  the  stress  decays  exponentially  with  fi.-ie  and  the 
rate  depends  on  the  mass  of  the  projectile  relative  to  that  of  the  rod.  With  small  projectiles,  significant  decays 
are  observed  as  the  projectile  slows  down  significantily.  With  heavier  projectiles,  the  decay  is  much  smaller  and 
it  becomes  negligible  when  the  mass  of  the  projectile  becomes  100  times  that  of  the  rod.  Notice  that,  in  this 
example,  the  wave  propagates  in  the  x-direction  without  attenuation.  That  is,  if  e  is  plotted  versus  x  at  time  t„ 
at  time  t*  the  graph  is  simply  shifted  in  the  x  direction  by  c^-tj).  It  is  known  [5],  that  a  compressive  wave  is 
reflected  as  a  tensile  wave  as  it  impinges  on  a  free  boundary.  Then,  Eq.  1  can  be  used  to  construct  the  solution 
for  a  finite  rod  impacted  on  the  left  by  a  rigid  mass  and  free  at  the  other  end. 


Fig.  7  shows  that  the  finite  element  solution  is  in  good  agreement  with  the  exact  solution  for  the  case 
where  EA  =  c  =  V  =  1.  The  stress  history  at  the  impacted  end  and  at  the  midpoint  on  the  rod  are  predicted 
accurately  except  where  sharp  discontinuities  are  present.  The  numerical  solution  can  be  improved  by  increasing 
the  number  of  elements  and  reducing  the  time  step.  Eq.  1  implies  that  the  initial  strain  under  the  projectile  is 
given  by  the  ratio  of  the  projectile  velocity  to  the  velocity  of  compressive  waves  in  the  material. 


€  = 


V 


C 


(2) 


This  relationship  was  used  by  Robinson  and  Davies  [21]  to  differentiate  between  low  velocity  impacts,  for  which 
wave  propagation  through  the  thickness  is  not  important,  from  high  velocity  impacts  for  which  damage  is 
indroduced  during  the  first  travel  of  the  compressive  wave  through  the  thickness.  It  can  be  used  to  estimate  the 
strain  induced  during  impact  and  was  found  to  provide  good  estimate  when  compared  to  either  experimental  data 
or  published  results  ([9]). 

This  example  indicates  that  the  basic  formulation  employed  here  and  its  computer  implementation  are 
correct  so  that  the  program  can  now  be  used  to  investigate  more  complex  cases. 
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Example  2:  Rod  with  a  bond  impacted  by  a  mass 

The  same  problem  discussed  previously  was  modelled  using  85  elements.  In  order  to  model  the  presen¬ 
ce  of  an  adhesive  layer,  the  modulus  for  the  element  at  the  center  of  the  rod  was  taken  to  be  equal  to  _5,  while 
the  modulus  for  all  other  elements  was  equal  to  1.  The  impact  response  is  identical  to  that  shown  in  Fig.  7,  until 
the  compressive  wave  reaches  the  adhesive  layer.  Afterwards,  the  behavior  is  substantially  different  due  to  multi¬ 
ple  reflections  from  that  layer  (Fig.  8).  Therefore,  the  presence  of  adhesive  layers  can  substantially  affect  the 
transient  response  to  impact  loading. 

Example  3:  Impact  on  a  128-ply  laminate 

The  case  of  a  128-ply  laminate  impacted  by  a  rigid  mass  is  considered  next.  The  analysis  does  not 
account  for  the  presence  of  adhesive  layers  at  the  gage  locations.  The  evolution  of  the  stress  under  the  impactor 
and  at  the  first  two  interfaces  is  shown  in  Fig.  9.  An  elastic  pulse  is  then  followed  by  a  slower  moving  "plastic* 
pulse.  Since  the  appropriate  stress-strain  behavior  of  the  material  is  not  known,  it  was  decided  to  vary  the  value 
of  the  critical  strain  (4,  8  and  12  %).  A  total  of  80  identical  elements  where  used  and  the  stress  in  elements  1, 
10  and  20  represents  the  stress  under  the  impactor,  and  at  gages  1  and  2  respectively.  Fig.  9-a  shows  the  two 
pulses  propagating  at  different  velocities.  The  amplitude  of  the  first  pulse  is  equal  to  the  product  of  E,  by  the 
critical  strain  which  is  4  %  in  this  case.  This  value  is  much  lower  than  what  is  observed  during  experiments. 
Fig.  9-b  shows  the  stress  in  elements  1  and  10  again  for  a  critical  strain  of  8  %.  The  amplitude  of  the  first  pulse 
becomes  closer  to  the  experimental  value.  The  dashed  lines  show  the  effect  of  reducing  the  time  step  and  it  indi¬ 
cates  that  the  elastic  pulse  is  a  square  pulse  while  the  second  pulse  is  largely  unaffected  by  the  change.  The  re¬ 
sults  in  Fig.  9-c  indicate  that,  as  increases,  stresses  increase  but  that  the  difference  between  the  "yield”  stress 
and  the  maximum  stress  becomes  smaller.  Fig.  7  indicates  that,  as  the  time  step  is  increased,  the  elastic  pulse 
becomes  sharper.  Therefore,  with  this  model,  as  the  elastic  pulse  arrives  at  a  given  location,  the  material  expe¬ 
riences  an  infinite  strain  rate  as  the  stress  increases  instantaneously  from  zero  to  the  yield  stress.  This  is  then 
followed  by  a  period  in  which  the  stress  remains  constant  before  the  second  pulse  arrives.  However,  as  shown 
by  the  quasi-static  and  dynamic  tests  conducted  by  Zhu  et  al  [12],  strain  rate  effects  have  a  very  significant 
influence  on  the  stress-strain  behavior  of  the  material.  These  strain  rate  effects  are  not  included  in  the  present 
study  and,  therefore,  a  sharp  pulse  is  predicted  instead  of  the  more  and  more  rounded  pulse  observed  in  the  ex¬ 
periments  (Fig.  2  ). 


Conclusions 

The  present  study  is  a  first  attempt  at  modeling  the  transient  response  of  a  composite  laminate  to  high 
velocity  impact.  A  finite  element  model  was  developed  in  order  to  perform  a  one-dimensional  analysis  of  the 
transient  response  of  a  composite  laminate  subjected  to  high  velocity  impact.  It  was  found  that,  in  order  to 
capture  the  main  features  of  the  response  determined  experimentally,  the  nonlinear  behavior  of  the  material 
which  is  to  be  expected  at  strains  exceeding  7-8  %  must  be  included  in  the  model.  It  is  then  shown  that  the 
transverse  normal  stress  at  a  given  point  consists  of  an  elastic  pulse  which  is  followed  by  a  second  pulse 
propagating  at  a  much  slower  velocity.  The  presence  of  adhesive  layers,  indroduced  in  order  to  imber1 1*  'ss 
gages  through  the  thickness  of  the  laminate,  accounts  for  significant  attenuation  of  the  amplitude  as  th.  »w.  ■.& 
propagates  through  the  thickness.  Numerical  results  indicate  that  the  initial  loading  rate  is  very  high  and  that 
very  rapidly  the  stress  reaches  a  constant  level  until  the  second  pulse  arrives.  The  experiments  indicate  that  the 
loading  occurs  more  progressively  and  that  the  wave  front  is  not  sharp  as  predicted  by  the  model.  In  addition, 
the  wave  front  becomes  more  and  more  rounded  as  the  wave  travels  through  the  thickness.  This  difference  is 
attributed  to  strain  rate  effects  which  are  not  accounted  for  in  the  present  model  but  which  are  known  to  be 
significant  in  the  through  the  thickness  direction. 


15-7 


The  present  investigation  should  be  extended  in  order  to  strengthen  the  conclusions  reached  here.  From 
the  analysis  of  the  experimental  results  and  the  numerical  model  developed  here,  nonlinear  and  viscoelastic 
effects  are  expected  to  aplay  an  important  role  in  the  high  velocity  impact  of  graphite-epoxy  laminates.  Experi¬ 
ments  should  be  conducted  to  verify  this  conclusion  and  obtain  data  to  be  used  for  better  correlation  between 
experiments  and  analysis.  Quasi-static  through  the  thickness  tests  should  be  conducted  for  strains  up  to  at  least 
15  %  in  order  to  validate  the  bi-linear  model  used  and  to  obtain  precise  materia]  data  for  the  material  used. 
More  complex  material  models  can  easily  be  incorporated  in  the  model  if  necessary.  Hopkinson  bar  tests  can 
be  conducted  in  order  to  quantify  the  strain  rate  effects.  Strain  rate  effects  can  easily  be  included  in  the  model 
and  in  combination  with  the  use  of  accurate  material  properties  from  experiments  good  agreement  between  expe¬ 
rimental  and  numerical  results  will  be  obtained.  In  a  second  phase,  the  model  can  be  extended  to  three  dimen¬ 
sions  in  order  to  determine  the  extent  of  impact  induced  damage  throughout  the  thickness.  Detailled  suggestions 
for  future  work  will  be  submitted  in  an  upcoming  proposal. 
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Figure  1:  Location  of  gages  in  128-ply  lay-up 
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Figure  2:  Transverse  normaJ  stresses  under  the  impactor,  a-  Gage  1,  b-  Gage  3,  c-  Gage  5 
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Figure  3:  Reflection  and  transmission  of  an  incident 


wave  at  the  interface  between  dissimilar 


Figure  4:  Poisson’s  ratio  for  angle-ply  laminates  as  a  function  of  orientation  angle 
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Quasi-static  and  dynamic  compression  test  results  for  polyester  resin. 
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Figure  5:  Stress-strain  curves  in  compression  (Zhu  et  aJ.  ( I2j).  a-  pure  resin,  b-  laminate 
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Figure  6:  Idealized  Stress-strain  curve 
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Figure  7:  Impact  on  a  finite  uniform  bar 
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INVESTIGATION  OF  FUEL  NEUTRALIZATION  AGENTS 


William  W.  Bannister 
Professor,  Department  of  Chemistery 
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ABSTRACT 

This  study  involved  an  investigation  of  fuel  neutralization 
(FN) ,  i.e.,  the  rendering  of  spilling  or  spilled  fuel  non- 
burnable,  extending  the  time  to  reignite,  and/or  facilitating 
the  washing  away  of  spilled  fuel.  FN  agents  which  were  studied 
were  subjected  to  ignition  and  burn-back  testing,  chemical 
oxygen  demand  (COD)  testing,  and  biological  oxygen  demand  (BOD 
testing.  The  combination  of  these  tests  provided  information 
about  the  FN  capabilities  as  well  as  the  environmental  impact  of 
the  agents.  This  report  reviews  the  experimental  procedures 
used,  the  results  obtained,  and  evaluations  still  pending,  and 
gives  conclusions  based  on  work  to  date  and  recommendations  for 
future  work. 
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INVESTIGATION  OF  FUEL  NEUTRALIZATION  AGENTS 


William  W.  Bannister 

INTRODUCTION 

WL/FIVCF  has  an  ongoing  program  to  evaluate  commercially 
available  firefighting  agents  to  further  improve  airfield  rescue, 

fire  suppression,  and  hazardous  material  mitigation.  Such  agents 
must  be  environmentally  acceptable  and  compatible  with  existing 

delivery  systems.  One  area  of  concern  is  fuel  neutralization 
(FN) ,  the  rendering  of  spilling  or  spilled  fuel  non-bumable, 
extending  time  to  reignition  (measured  by  "burn-back"  time) .  FN 
approaches  include  the  following  technologies: 

1.  Reducing  fuel  vaporization  by  adding  gelling  agents, 
resulting  in  a  significantly  reduced  rate  of  evaporation. 
Moreover,  the  gelled  fuel  can  be  disposed  of  much  more  readily. 

2.  Mixing  extinguishing  water  into  the  non-burning  fuel  by 
use  of  self -mixing  emulsifiers. 

3.  Application  of  absorbent  polymers  which  entrain  the  fuel 
into  the  polymeric  matrix. 

A  preliminary  investigation  was  conducted  by  Beltran,  Inc.  in 

1989,  whose  final  report  will  be  cited  extensively  in  this 
discussion.  Most  of  this  work  involved  formulations  of  agents 

which  could  emulsify  Jet  Propulsion  (JP)  fuels  in  water.  The 
most  efficient  agents  (in  terms  of  forming  fine  microemulsions) 
were  also  the  best  in  self-mixing,  but  these  also  proved 
unsatisfactory  in  achieving  non-combustible  fuel-water  blends. 
Several  Beltran  agents  were  good  emulsifiers  and  also  made  the 
emulsified  fuel  non-combustible.  These  emulsions  were  coarser 
and  were  harder  to  mix.  The  most  efficient  of  these  were 
the  sodium  salt  of  dioctylsulfosuccinate  (M070;  Alcolak,  Ltd.; 
and  DV187  5 ;  Mona  Corp.).  A  very  similar  agent  was 


dioctylsulfosuccinate  as  the  free  acid  (DOSS)  ,  which  was  very 
efficient  in  small  burn  tests  when  formulated  with  Film-Forming 
Fluoro-Protein  (FFFP) ,  as  agent  "FM".  Small-scale  lab  tests 
resulted  in  two  optimum  formulations:  FN-1  ( f luorosurfactant 
"Fluorads"  [3M]  non-ionic  FC100,  0.2%;  anionic  FC135,  0.1%; 

"Sticky  Water"  [SW],  0.5%;  and  AFFF,  3%);  and  FN-2  (1.25%  DOSS 

substituted  for  the  3%  AFFF  in  FN-1)  .  In  small-scale  lab  tests 

FN-1  and  FN-2  successfully  emulsified  and  inerting  JP-4/water.  In 
field  tests,  however,  both  FN-1  and  FN-2  were  less  effective  in 
burn-back  than  AFFF  alone.  This  was  attributed  to  the  difficulty 
of  mixing  of  the  surfactants  into  the  fuel.  It  was  observed  that 

water  structuring  and  thickening  agents  such  as  SW  significantly 
improved  sealing  of  fuels  by  AFFF  and  FFFP,  and  it  was  suggested 

that  addition  of  small  amounts  of  SW  into  the  make-up  water 
streams  of  AFFF  could  improve  burnback  efficacy. 


METHODOLOGY 

A.  INSTRUMENT  AND  TEST  APPARATUS 
Bunsen  burner 

Petri  dishes,  mixing  bowls,  stirring  rods,  250  ml  beakers 
Stop  watch,  pH  meter 

Foam  Maker  Apparatus 

Hach  COD  Reactor  with  COD  vials 

Hach  3000  Spectrometric  colorimeter 

YSI  Model  58  Dissolved  Oxygen  meter  for  BOD  tests 

B.  TEST  METHODS 

1.  Ignition  and  Burn-Back  Testing 

The  flame  from  the  Bunsen  burner  was  passed  over  various 

mixtures  in  the  glass  bowl  at  predetermined  intervals,  and  to 
ignite  surface  fires  in  petri  dishes  for  extinguishment  tests. 

2.  Laboratory  Extinguishment  Apparatus 

This  apparatus  consisted  of  a  flow  meter,  a  glass  tube 
with  a  glass  frit  0.5  inch  from  the  bottom,  and  a  petri  dish. 
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The  agent  was  injected  by  a  syringe  into  the  glass  tube  above  the 
frit.  Air  was  pumped  at  a  controlled  flow  rate  through  the  frit 
to  aereate  the  agent  while  being  delivered  to  a  flame  ignited  on 
the  surface  of  20  mL  of  JP-4  in  a  3.5-inch  diameter  petri  dish. 

3.  Chemical  Oxygen  Demand  (COD;  Standard  Methods,  17th  ed.) 

COD  testing  was  performed  by  placing  2  mL  of  oxidizing 
solution  in  a  COD  reactor  vial, heating  this  to  150°C,  with  2  mL 

of  test  solution  then  added  to  the  vial.  Contents  were  incubated 
at  150°C  for  two  hours.  Results  were  compared  colorimetrically 
with  standard  solutions  to  obtain  COD  test  values. 

4.  Biological  Oxygen  Demand  (BOD;  Standard  Methods,  17th  ed.) 

BOD  testing  was  performed  by  placing  the  test  sample, 
diluted  in  accordance  with  its  predetermined  COD  value,  in  a  BOD 

reactor  vial.  After  addition  of  the  BOD  innoculating  agent,  the 
BOD  reactor  was  incubated  for  five  days  at  20°c. 

RESULTS  AND  DISCUSSION 

A.  AGENT  COMPONENTS 

Considerable  test  protocol  development  was  accomplished  since 
the  Beltran  project.  The  current  work  confirms  the  efficiency  of 
many  Beltran  agents;  see  Table  1.  Our  work  also  indicated  that 
self -mixing  was  attainable  in  spray  applications  by  incorporating 

several  new,  commercially  available  proprietary  formulations  such 
as  PETROL  SAFE  and  Sticky  Water  (SW)  into  the  FN  agent 

formulations.  These  will  be  discussed  later  in  this  report. 

B.  OPTIMIZED  WL/FIVCF  AGENT  SYSTEMS 

Based  on  the  measurements  obtained  in  this  phase  of  the 
research  and  development  work  on  FN  agent  systems  (summarized  in 

Table  2)  the  following  initial  conclusions  were  reached: 

1.  The  best  FN  agents  appear  to  be  those  which  contain  the 
Fluorad  agents  FC-99  and  FC-100.  Compositions  containing  these 
agents  showed  most  resistance  to  ignition. 
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Table  1.  TESTED  CHEMICALS  FROM  THE  BELTRAN  REPORT 


NAME 

CHEMICAL 

CATEGORY 

DOSS 

Dioctyl  sulfosuccinate 

Anionic  surfactant 

MO70R 

Sodium  dioctylsulfosuccinate 

Anionic  surfactant 

DV-1875 

Sodium  dioctylsulfosuccinate 

Anionic  surfactant 

TX-45 

Octylphenoxypolyethylene  oxide 

Nonionic  surfactant 

FC-99 

Fluorocarbon  surfactant 

Anionic  surfactant 

ins 

Fluorocarbon  surfactant 

Nonionic  surfactant 

FC-129 

F: uorocarbon  surfactant 

Cationic  surfactant 

FC-135 

Fluorocarbon  surfactant 

Anionic  surfactant 

PVP 

Polyvinyl  pyrolidine 

Water  absorbent  gel 

PG 

Propylene  glycol 

Alcohol 

PAM 

Polyacrylamide 

Water  absorbent  gel 

AFFF 

Extinguishment  foam 

Commercial  product 

2.  Unfortunately,  FC-99  and  FC-100  had  the  greatest 
resistance  to  biodegradability.  Thus,  environmentally  these 
appear  to  be  unacceptable. 

3.  Composition  #4  in  Table  3,  containing  no  fluorosurf actant 
components,  provided  th  best  FN  characteristics  of  the  remaining 

choices.  "Haloing"  effects  (formation  of  a  circular  band  of 
flickering  but  not  sustained  flame)  would  probably  be  acceptable, 

since  in  such  cases  no  sustained  ignitions  were  observed  for  more 
than  an  hour  after  any  initial  burn-back  had  been  undertaken. 
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Tal>l«  2.  BEST  FORMULATIONS  PREPARED  BY  WL/FIVCF 


NAME 

1 

2 

3 

4 

5 

6 

DOSS 

M070R 

DV-1875 

TX-45 

FC-99 

FC-100 

PVP 

1.0% 

1.0% 

1.0% 

1.0% 

1.0% 

0.5% 

0.5% 

0.5% 

0.2% 

1.0% 

0.2% 

1.0% 

0.5% 

1.  0% 
1.0% 

0.5% 

0.4% 

0.5% 

1.0% 

1.0% 

1.0% 

RESULTS 

SELF  MIXING 

TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 

INVERTED  MIXING 

TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 

STIRRED  MIXING 

TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 

SHAKING  MIXING 

TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 

NT 

50min 

90min+ 

NT 

60min 

60min+ 

NT 

68min+ 

68min+ 

60min+ 

0 

60min+ 

NT 

69min 

69min 

Key 

TPS  Time  to  Phase  Separation 

(+)  Mixing  very  good?  almost  no  fuel  left  on  top 
(0)  Less  than  5  mL  left  on  top 

(X)  Phase  separation  immediate?  25  mL  fuel  left  on  toD 
NA  Not  Applicable  V 

NT  Not  Tested 


C.  EVALUATION  OF  COMMERCIALLY  AVAILABLE  FN  AGENTS 


Since  termination  of  the  Beltran  project,  there  have  been  a 
?8?bi5aSfa«®Proi^W^^%l'icts  sub»itted  by  private  contractors 


*  FYREZYME  (Ecology  Technologies  Int'l,  Inc.,  Mesa,  AZ) 

*  BIOSOLVE  (Southeast  BioSolve,  Inc.,  Jacksonville,  FL) 

*  FIRE -TECH  (Int'l  Enviororunental  Technologies,  Inc., 
Washington,  DC) 

SAF  (Stable  Aqueous  Firefighting  Foam;  Adherent 

Technologies,  Inc.  Albuquerque,  NM) 

**  UNI-SNUFF  (Inferno  Snuffers,  Inc. .  College  Station,  TX) 

**  SP-911  (Safety  Products  Group,  Inc.,  Peachtree  City,  GA) 

**  FIREFREEZE 

*  Claims  include  bioremdiation;  these  claims  not  under 
investigation  by  WL/FIVCF. 

**  Recent  submissions;  as  a  result,  these  agents  have  not 
yet  been  fully  investigated  by  WL/FIVCF. 

A  summary  of  FN  tests  on  these  proprietary  formulations  is 

presented  in  Table  3,  showing  how  easily  agents  can  create 
fuel/water  emulsions  to  prevent  ignitability  and  burn-back. 
Results  of  the  tests  performed  on  each  of  the  proprietary 
formulations  are  provided  in  the  following  sections. 


1 .  FIREZYME 

FIREZYME  has  a  COD  of  856,000  mg/L,  a  high  BOD  at  78,000 
mg/mL,  and  a  percent  biodegradability  (BOD/COD  times  100)  of  9%. 
Being  comprised  of  bioemulsifiers,  enzymes,  amino  acids,  and 

sugars  it  should  be  easily  biodegraded.  This  is  evidenced  by  the 
high  BOD  and  BOD/COD  percentage  values.  With  a  low  pH  of  3.9, 

FIREZYME  is  more  acidic  than  any  other  agents  tested.  It  can  be 
anticipated  that  FIREZYME  will  be  corrosive  to  metals  over  time. 
There  is  concern  about  possible  relationships  between  the  high 
BOD  value  and  the  low  pH:  in  the  environment,  dilution  should 

quickly  elevate  the  pH  to  a  point  where,  if  biodegradability  is  a 
function  of  pH,  the  agent  might  not  biodegrade. 

Tests  to  determine  FIREZYME' s  effectiveness  as  a  fuel 

neutralizing  agent  are  summarized  in  column  1  of  Table  1. 
After  shaking  a  sample  of  FIREZYME/fuel/water,  fuel  vapor  odors 

were  still  present,  indicating  poor  emulsification;  separation 
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T*bl«  3.  FUEL  NEUTRALIZATION  MATRIX 


NAME 


JP-4 

Water 
Firezyme 
Biosolve 
FUEL  BUSTER 

FrreFreeze 
Micro  Blazeout 
Firezvme 


RESULTS 


SELF  MIXING 
TPS  (ain) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 


INVERTED  MIXING 
TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 


STIRRED  MIXING 
TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 


SHAKING  MIXING 
TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 


Time  to  Phase  Separation 

Mixing  very  good;  almost  no  fuel  left  on  top 
Less  than  5  mL  left  on  top 

Phase  separation  immediate?  25  mL  fuel  left  on  top 
Not  Applicable 
Not  Tested 


occurred  immediately,  and  in  bum-back  testing  reignition  of  the 
fuel  occurred  ten  seconds  after  mixing  stopped.  In  testing  for 
extinguishing  abilities,  using  a  flow  rate  of  0.38  liters/minute. 
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6%  FIREZYME  extinguished  the  fire  in  25  seconds;  the  FIREZYME 

sunk  to  the  bottom  of  the  fuel  in  a  matter  of  minutes .  Table  4 
shows  the  results  of  a  number  of  trial  tests  using  FIF  ¥MF. 

Table  4 .  FIREZYME 


* 

Flow  Rate 

Extinguishment  Time 

1 

380  ml/min 

25  sec 

2 

380  ml/min 

19  sec 

3 

380  ml/min 

2  0  sec 

4 

380  ml/min 

25  sec 

5 

190  ml/min 

None 

2 .  BIOSOLVE 

BIOSOLVE  has  a  COD  of  685,000  mg/L,  a  BOD  of  219,000 
mg/L,  and  a  BOD/COD  biodegradation  ratio  of  32%  for  a  five-day 
BOD  period;  over  a  longer  time  degradation  would  be  even  more 

complete.  The  BOD/ COD  ratio  indicates  an  acceleration  in 
hydrocarbon  biodegradation  when  the  agent  is  distributed  over  a 

fuel  spill,  since  BIOSOLVE  emulsifies  and  encapsulates  the 
hydrocarbon  as  an  emulsion  of  tiny  droplets.  The  pH  was  between 

7.9  and  8.4,  indicating  a  fairly  neutral  formulation  with  little 
concern  for  metal  corrosion.  With  stirring,  BIOSOLVE/ JP-4 /water 

emulsions  did  not  separate  until  after  several  hours.  However, 
enough  fuel  vapors  were  escaping  from  the  emulsion  to  cause  a 

fire  halo  when  flame  tested.  After  24  hours  the  mixture  had 
formed  an  even  stronger  emulsion  which  did  not  burn  when  ignited. 


5.  FUEL  BUSTER 

FUEL  BUSTER  has  a  COD  of  345,000  mg/L.  a  BOD  of  24,000 
mg/L,  and  a  BOD/COD  ratio  of  6%;  AFFF's  BOD/COD  is  only  2%. 

Thus.  FUEL  BUSTER  should  be  more  biodegradable  than  AFFF.  The  pH 
of  FUEL  BUSTER  is  5.6,  which  is  only  slightly  acidic.  Therefore, 
corrosion  should  not  be  a  big  problem. 

FN  testing  was  performed  in  accordance  the  manufacturer's 
suggestions.  Water,  JP-4  and  FUEL  BUSTER  were  placed  in  a  one 
square  foot  metal  pan,  and  mixed  using  a  high  pressure  water 
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stream.  The  fuel/water/ FUEL  BUSTER  mixture  mixed  well  and  did 

not  reignite  when  flame  was  applied  in  the  burn-back  testing. 

FUEL  BUSTER  was  also  tested  in  standard  FN  matrix 
testing,  with  results  presented  in  column  3  of  Table  3,  and  in 
Table  5.  FUEL  BUSTER  usually  worked  well  when  applied  with 

vigorous  agitation.  The  amount  of  water  did  not  make  much 
difference  in  the  amount  of  time  to  prevent  burn-back:  no 

ignition  occurred  within  30  minutes.  Using  the  recommended  1:2:4 
FUEL  BUSTER/ JP-4/water  formulation,  no  reignition  occurred  in  the 
burn-back  testing  even  12  hours  after  mixing. 

Foam  expansion  of  FUEL  BUSTER  was  measured  using  the 
laboratory  extinguishing  apparatus.  In  one  minute,  75  mL  of  foam 
formed  using  10  ml  of  FUEL  BUSTER  concentrate.  The  foam  burned 

off  as  quickly  as  it  was  applied  to  the  fuel  fire.  Although  a 
good  FN,  FUEL  BUSTER  is  not  an  effective  extinguishing  agent. 

4.  STABLE  AQUEOUS  FOAM  (SAF) 

SAF  has  a  COD  of  12,300  mg/mL,  a  BOD  of  5,000  mg/mL  in 
its  3%  concentration  form,  and  a  BOD/COD  of  41%.  Comprised  of  a 

natural  polymer  and  an  alpha  olefin  sulfonate  surfactant  and  with 
no  fluorocarbons,  it  is  therefore  more  biodegradable  than  AFFF. 

SAF  did  not  perform  as  an  FN  agent  in  its  3%  or  6% 
concentrations,  nor  is  it  formulated  as  a  FN  agent.  It  required  31 

seconds  to  extinguish  a  fire  and  had  poor  burn-back  resistance. 

5 .  FIREFREEZE 

FIREFREEZE  has  a  COD  of  292,000  mg/L,  a  BOD  of  12,000 
mg/L,  and  a  BOD/COD  of  4%.  (more  biodegradable  than  AFFF).  With 
a  pH  of  7.4,  it  should  not  be  corrosive  over  extended  time. 

FIREFREEZE  was  an  ineffective  firefighting  agent,  burning 
up  almost  as  quickly  as  it  was  sprayed  onto  the  fire.  As  an  FN 
agent  it  made  a  good  emulsion  that  would  not  ignite  in  burn-back 
testing.  The  following  day  the  sample  had  separated  into  three 
layers  (water,  emulsion  and  2  ml  of  overlying  JP-4) . 
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Table  5.  FUEL  BUSTER 


NAME 


FUEL  BUSTER 
J?-4  FUEL 
WATER 


RESULTS 


SELF  MIXING 
TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 


STIRRED  MIXING 
TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (min) 


SHAKING  MIXING 
TPS  (min) 

TIME  TO  HALO  (sec) 
TIME  TO  BURN  (a in) 


SPRAY  MIXING  +  +  + 

TPS  (min)  NA  NA  NA 

TIME  TO  HALO  (sec)  3 Omin-  3 Omin-r  3  0min+ 
TIME  TO  3URN  (min)  3 Omin-  3 Omin-  3  0min-^- 


TPS  Time  to  Phase  Separation 

(+)  Mixing  very  good;  almost  no  fuel  left  on  top 
(O)  Less  than  5  mL  left  on  top 

(X)  Phase  separation  immediate;  25  mL  fuel  left  on  top 
NA  Not  Applicable 
NT  Not  Tested 

Table  6.  STABLE  AQUEOUS  FOAM  (SAF) 


Flow  Rate 

Extinguishment  Time 

1 

2 

250  ml/min 

190  ml/min 

31  seconds 

45  seconds 
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6 .  MICRO  BLAZEOUT 


MICRO  BLAZEOUT  is  not  claimed  by  the  manufacturer  as 
being  a  FN  agent.  In  a  test  using  20  mL  of  agent,  40  mL  JP-4  and 
40  mL  of  water,  MICRO  BLAZEOUT  proved  very  ineffective  in 
stopping  reignition  during  burnback  tests.  MICRO  BLAZEOUT  has  a 
pH  of  8.7,  which  could  be  alkaline  enough  to  provide  corrosion 
problems  for  aluminum  or  similar  active  metals.  The  COD  is 

535,000  mg/L,  the  BOD  is  65,000  mg/L,  and  the  BOD/COD  ratio  is 
12%  over  a  five-day  BOD  period.  MICRO  BLAZEOUT  should  be  more 

biodegradable  than  AFFF. 

7.  UNI -SNUFF 

UNI-SNUFF  forms  a  good  emulsion  when  12  ml  of  this  agent 
are  mixed  with  24  mL  each  of  JP-4  and  water.  During  the  mixing 
process  the  agent  absorbs  the  fuel  and  water,  forming  a  very 
thick  mixture.  Even  after  24  hours  the  sample  would  not  reignite 
in  burnback  testing.  As  a  spill  neutralization  agent  the  clean¬ 
up  capabilities  may  be  limited  by  virtue  of  the  thickness  of  the 

emulsion.  In  its  pure  state  the  pH  is  10.0.  This  could  be 
alkaline  enough  to  provide  corrosion  problems  for  aluminum  or 
similar  active  metals.  The  COD  value  is  quite  high,  2,510,000 
mg/L,  the  BOD  is  750,000  mg/L,  and  the  BOD/COD  ratio  is  30% 

biodegradability  over  a  five-day  period. 

8 .  HAZCLEAN 

HAZCLEAN  is  not  effective  as  a  FN  agent.  It  did  not  mix 
well  with  JP-4,  and  had  a  highly  obnoxious  stench.  The  pH  was 
8.4.  The  COD  is  458,000  mg/L,  the  BOD  is  34,000  mg/L,  and  the 
BOD/COD  ratio  is  7%  over  a  five-day  BOD  period. 

9.  PETROSEAL  (FFFP) 

PETROSEAL  (FFFP)  provides  a  good  foam  blanket  on  top  of 
fuel  when  stir  mixed.  A  pH  of  7.5  indicates  this  agent  is  not 
anticipated  to  be  corrosive  to  metals.  When  first  stir  mixed  and 

subjected  to  ignition  in  burnback  testing,  there  is  some  flame 
halo  effect  but  not  significant  burn-back.  After  standing 


i 
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overnight  the  sample  separated  into  two  layers,  with  free  JP-4 
floating  on  top.  When  flame  was  applied  the  sample  readily 
ingited.  The  COD  is  760,000  mg/L,  the  BOD  is  61,500  mg/L,  and 

the  BOD/COD  ratio  is  8%  over  a  five-day  period.  Further  BOD 
tests  will  have  to  be  performed  over  a  longer  incubation  period. 

10.  AQUEOUS  FIIM  FORMING  FOAM  (AFFF) 

AFFF  is  a  fire  extinguishing  agent  only  and  is  not  not  a 

FN  agent.  The  pH  of  AFFF  is  7.6  which  is  close  to  neutral. 
Thus,  AFFF  is  not  highly  corrosive  to  metals.  The  COD  is  845,000 
mg/mL;  the  five-day  BOD  is  15,000  mg/L;  and  the  BOD/COD  ration  is 
2%  over  a  five-day  BOD  period.  This  indicates  a  biodegradability 
problem.  Various  AFFF  foam  tests  were  done  using  the  standard 
foam  generator  with  20  mL  of  JP-4  in  a  3.5  inch  diameter  petri 
uisii  fire.  With  3%  AFFF,  an  air  flow  rate  of  0.19  liters/minute 
was  required  to  obtain  a  good  extinguishment  time;  see  Table  7. 

Table  7.  <  Time  to  Extinguish  with  Various  AFFF  Concentrations 


Flow  Rate 

ML  used 

EXT  Time 

1 

. 19  lit/min 

15  ml 

25  sec 

2 

. 19  lit/min 

10  ml 

24  sec 

3 

.19  lit/min 

15  ml 

21  sec 

4 

.19  lit/min 

20  ml 

22  sec 

5 

. 19  lit/min 

10  ml 

14  sec 

6 

.19  lit/min 

15  ml 

17  sec 

■  7 

.19  lit/min 

2  0  ml 

24  sec 
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CONCLUSIONS 


The  results  of  testing  of  commercially  available  proprietary 
FN  candidates  are  presented  in  Table  8  and  Figure  3. 


Table  a.  Summary  of  Results 


NAME 

COD  mg/1 

BOD  mg/1 

Ratio 

FN 

EX 

BB 

FIREZYME 

856,000 

7  S , 000 

9% 

Poor. 

Fair 

Poor 

-  BIOSOLVE 

635,000 

219 , 000 

32% 

Fair 

Poor 

V.Gocc 

FUEL  BUSTER 

395,000 

24,000 

6% 

Good 

Poor 

Poor 

SAF 

12,300 

5,000 

41% 

Poor 

Fair 

Poor 

FIREFREEZE 

292,000 

12,000 

4% 

Good 

Poor 

Excell 

MICR0-3LAZE0UT 

53S, 000 

65 , 000 

12% 

Poor 

Poor 

UNI -SNUFF 

2,510,000 

750,000 

30% 

Good 

Poor 

Excel! 

SFFF/HAZ CLEAN 

453 , 000 

34 , 000 

7% 

Poor 

PETROSEAL 

760,000 

61,500 

o  % 

Poor 

Poor 

AFFF 

345,000 

15,000 

2% 

Poor 

Excell 

Fair 

FN  -  Fuel  neutralization  testing 
EX  -  Extinguishment  testing 
BB  -  Bum-back  testing 

The  data  provided  in  Table  8  and  Figure  3  are  summarized  as 
follows: 

1.  No  one  agent  has  superior  characteristics  for  all  three 
categories  of  fuel  neutralization,  extinguishment  and 
bumback  resistance. 

2.  AFFF  remains  the  agent  of  choice  for  extinguishment  and 
bumback  resistance  characteristics. 

3 .  UNI-SNUFF ,  FIREFREEZE  and  BIOSOLVE  provided  good  FN  and 
bum-back  control.  PETROSEAL  was  shown  to  be  a  fairly 
good  FN  agent,  but  was  not  as  effective  as  the  other 
three  agents  in  bum-back  control. 

4.  All  of  the  agents  require  thorough  mixing  to  achieve  FN 
and  bum-back  control.  Unrealistic  requirements  exist 

for  stir  mixing  or  for  spray  mixing  for  all  the  agents, 
and  this  has  proven  difficult  to  achieve. 
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5.  UNI-SNUFF,  BIOLSOLVE ,  and  SAF  demonstrated  the  best 
biodegradability,  in  five-day  testing.  FIREZYME  and 
HAZCLEAN  also  showed  good  biodegradability,  but  lack  good 
FN  properties  in  comparison  to  BIOSOLVE,  UNI-SNUFF,  and 
FIREFREEZE. 

6.  FIREFREEZE  was  a  good  FN  agent,  but  lacked  good 
biodegradability  in  five-day  BOD  testing.  Further  tests 
will  be  conducted  on  this  agent,  as  well  as  some  of  the 

other  promising  agents,  to  check  biodegradability  over 
longer  periods  of  time. 

RECOMMENDATIONS  FOR  FURTHER  WORK 

1.  Continue  lab  evaluation  of  FN  agents,  with  emphasis  on 
investigation  of  ways  and  means  of  reducing  volume 
requirements  of  FUEL  BUSTER  as  a  FN  agent. 

2.  Investigate  use  of  EXXON  "CORREXIT"  f luorosurfactant 
agents  as  sealing  agents.  In  work  done  by  EXXON  it  was 
shown  that  one  gallon  of  this  agent  was  capable  of 

sealing  eight  million  square  feet  of  fuel  surface  within 
minutes  of  application,  with  90%  reduction  of  volatility 
and  fire  hazards. 

3.  Investigate  the  possible  use  of  amine  gelling  agents  for 
FN  by  gelation. 

4.  Investigate  use  of  halon-impregnated  silica  agents  for  FN 
by  gelation. 

5.  Investigate  observations  made  in  the  Beltran  report 
regarding  utilization  of  water-structuring  and  thickening 

agents  (e.g. ,  "SW")  for  improvement  of  AFFF,  FFFP  and 

similar  sealing  agent  formulations.  In  the  case  of  AFFF, 

the  sealing  characteristics  of  the  film  over  hydrocarbon 
fuel  were  greatly  improved  by  addition  of  very  small 
amounts  of  SW.  It  was  suggested  that  the  addition  of 
small  amounts  of  SW  into  the  AFFF  make-up  water  stream 
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could  greatly  improve  the  burn-back  efficiency  of  AFFF. 

Investigate  relationships  which  may  exist  between  the 
very  high  BOD  values  and  very  low  pH  of  some  of  the 
agents  studied  in  this  project.  When  distributed  in  the 

environment  it  would  be  anticipated  that  dilution  effects 
would  quickly  elevate  the  pH  to  a  point  where,  if 
biodegradability  is  a  function  of  pH,  the  agent  may 
thereby  suffer  a  loss  of  biodegradability. 

Investigate  a  simple,  easy  to  construct  and  easy  to 

operate  "Dynamic  Volatility  Apparatus"  (essentially  a 
small  wind  tunnel)  which  was  designed  at  the  University 
of  Massachusetts/Lowell.  The  device  holds  two 
thermostated  sample  cups,  one  to  contain  a  standard  fuel 

sample  and  the  other  to  hold  fuel  treated  with  a  FN 
agent.  Weighing  the  two  samples  before  and  after  blowing 
air  across  the  cup  surfaces  allows  the  efficiency  of  the 
agent's  FN  sealing  effects  to  be  accurately  gauged. 
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The  Preliminary  Numerical  Results  and  Mathematical  Analysis  for 
Least-Squares  Finite  Element  Methods  for  incompressible  Flow 


Chmg  Lung  Chang 
Associate  Professor 
Department  of  Mathematics 
Cleveland  State  University 

Abstract 

Since  the  beginning  of  the  1970’s,  people  have  developed  mixed  finite  element  methods  for  incompressible 
flow  Engineered  and  mathematicians  have  achieved  great  results  m  this  field.  The  Galegin  Method  solves 
this  elliptic  boundary  problem  successfully.  But  the  velocity  and  pressure  interpolations  are  required  to 
satisfy  a  LBB  condition  which  precludes  many  natural  elements.  Over  the  past  20  years,  most  mathematicians 
and  engineers  believed  this  to  be  necessary.  In  this  research,  a  least-squares  method  for  these  problems  is 
proposed.  This  method  leads  to  a  minimization  problem,  the  divergence  free  condition  is  no  longer  forced  to 
be  zero  but  is  minimized  with  another  equations.  And  thus  it  is  not  subject  to  the  restriction  of  the  inf-sup 
condition.  Piecewise  linear  elements  or  piece  quadratic  element  with  equally  order  interpolation  can  be 
applied  for  both  the  approximation  functions  and  the  test  functions.  Thus  simplest  and  natural  elements  are 
easy  to  program.  By  the  analysis  and  numerical  tests  this  kind  methods  achieve  optimal  rates  of  convergence 
in  L-2  and  in  H-l  norms. 

There  are  two  parts  in  this  report,  analysis  m  least-squares  finite  element  of  stresB-velocity-preasure 
version  is  in  part  one  and  the  numerical  experience  for  the  vorticity- velocity-pressure  version  is  in  part  two. 
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PART  ONE 


A  Least-Squares  Finite  Element  Method  for  Incompressible  Flow 
in  Stress- Velocity- Presure  Version 

Chtng  Lung  Chang 
Cleveland  State  University 


1.  Introduction. 

Over  the  passed  few  yeans,  a  series  of  research  papers  have  been  published  concerning  the  least-squares  finite 
element  methods  for  incompressible  flow  [6,7, 14, 15].  Such  least-squares  methods  relax  the  divergence  free 
restriction,  divu  is  no  long  forced  to  be  zero  but  is  minimized  with  other  equations.  Therefore  the  regular 
finite  element  spaces  using  piecewise  polynomial  with  equal  order  interpolation  can  be  applied  for  both  the 
test  and  trial  functions.  Another  advantage  of  least-squares  methods  is  that  the  matrix  is  positive  definite 
and  symmetric  for  a  given  regular  finite  element  space.  This  allows  the  use  of  efficient  schemes,  such  as  the 
general  SOR  or  conjugate  gradient  methods,  to  solve  large  systems. 

During  the  past  two  decades  many  engineers  and  mathematicians  have  done  research  in  the  above 
problem.  The  mixed  Galerkin  method  solves  this  problem  successfully.  In  most  cases  the  elements  are 
required  to  satisfy  a  saddle  point  condition  [2,13],  which  may  not  be  necessary  for  the  method  which  we  will 
introduce  in  the  next  section. 

The  least-squares  method  relaxes  the  exact  divergence  free  condition  with  a  small  non-vanishing  div  u, 
therefore  the  elements  may  require  less  restriction.  For  example,  all  of  the  velocities  &  pressure  p  and  stress 
<f/s  are  allowed  to  be  approximated  by  piecewise  linear  functions  in  HX{Q),  we  will  show  that  the  method 
achieves  an  optimal  rate  of  convergence. 

Weighted  least-squares  methods  were  used  by  Bramble,  Schatz,  Glowinski,  Fix,  Gunzburger,  Nicolaides, 
Oden,  Carey,  Zienkiewicz  and  many  others  [4,11,17,20].  In  this  paper  we  are  going  to  apply  the  theory  of 
[Wend]  type  first  order  linear  systems  in  the  plane  to  the  weighted  least-squares  methods.  The  work  of 
Aziz,  Kellogg  and  Wendland  [1,19]  gave  a  general  theory  for  this  method.  Jiang,  Povinelli,  and  Chang  have 
successfully  transfered  the  Stokes  problem  into  a  first  order  system  in  a  two  dimensional  region  and  then 
treat  it  by  least-squares  method. 
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So  far  people  have  concentrated  their  attention  in  these  methods  to  the  velocity- vorticity-pressure  for¬ 
mulation  [3,9,H,15].  Numerical  examples  and  mathematical  analysis  have  achieved  very  good  results  in 
this  field.  The  difficulty  is  how  can  we  set  a  correct  boundary  condition  satisfing  the  analysis  and  error 
estimates,  which  may  lead  the  numerical  approximation  efficiently?  Of  course  we  can  set  u  =  0  on  a  solid 
body  such  as  wall,  cylinder  or  airfoil.  But  there  is  argument  in  the  mathamatical  analysis  in  spite  of  the 
numerical  examples  showed  that  the  convergent  rates  seem  optimal.  In  the  work[3],  they  use  p  —  P  on  the 
boundary  T,  where  p  is  the  total  head  as  p  =  p  +  ^|uj2  and  p  denotes  the  real  pressure.  For  Stokes  problem 
or  Navier-Stokes  equations  we  have  u  =  0  on  T.  It  may  not  be  always  easy  to  set  p  on  the  boundary. 

This  paper  developes  a  stress-pressure-velocity  version  least-squares  finite  element  method.  Using  the 
stresses  as  auxiliary  variables,  the  Stokes  problem  can  be  written  into  a  linear  system  with  six  equations  and 
corresponding  boundary  conditions.  The  proof  of  convergence  of  this  method  is  provided  and  the  numerical 
experiences  in  a  cavity  driven  support  this  analysis. 


2.  The  Stress- Velocity-Pressure  Version: 
We  introduce  the  auxiliary  variables 


+>=  & 


(2.1) 


4>a  =  p. 

By  the  incompressible  condition,  we  have  4>\  =  Then  the  dimensionless  dynamic  equations  of  the 

Stokes  problem  may  be  written  in  the  form 


( 


+  /■  “0 

%■-&  +  &=  h  inA. 


(2.2) 


The  compatibility  condition  gives 


( 


+  Mi  -  o 


in  Q 
in  fl. 


To  recover  the  velocity,  we  have 


f  divu  =  0 


in  Q 


(2.3) 


(2.4) 


\  curia  =  -  fa  in  Q. 

Where  the  fi  is  a  bounded  and  connected  subset  of  3?2  with  a  piecewise  smooth  boundary  T  and 
L*[L  W  is  a  given  function  of  body  force. 
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if  we  write  the  above  equations  together,  we  have 


Ul  = 


divu 

curlu  -  o3  +  ©2 


[7x1 

f. 

j  2 

0 

L  = 

0 

0 

0 

. 

.  0 . 

in  0 


(2.5) 


And  the  boundary  condition  u  =  0  on  f ,  implies  that  the  tangential  derivatives  of  u,  are  vanished  or 


njOo  —  =0  on  T 

n!<z>i  +  n203  =  0  on  T. 


The  zero  boundary  condition  of  u  =  0  is  equavelent  to  nitii  +  n2u2  =  0  as  well.  So  we  have 


(2.6) 


RL  = 


— n2 
t»i 
0 


'll 

0 

0 


0  0  0 

n2  0  0 

0  0  rij 


0 

0 

n2 


L  =  Q 


on  r. 


(2.7) 


where  =  [cq,  <?2l  <?>3,p,  u]'  The  above  system  should  be  weighted  which  is  required  by  the  analysis  in  the 
following  sections. 


3.  Numerical  Formulation  of  Stress-velocity-pressure  Version 

Throughout  this  paper,  we  will  employ  standard  notations  of  the  Sobolev  spaces  and  their  associated  norms 
[10,18].  We  let  Hm(Q)  denote  the  Sobolev  space  of  functions  having  square  integrable  derivatives  of  order 
up  to  m  over  Q,  as 

=  {v  €  L2(D);  d*v  €  I2(«)  for  |a|  <  m}.  (3.1) 

We  define  the  norms  by  ||ti||j*,  =  («,«)„,.  and  the  inner  product  in  Hm(Q)  is  defined  as 

(«,v)m  =  T  /  d°udav.  (3.2) 

|«| 

We  also  define  the  space  for  our  problem, 

5  =  {£€[/f: RV  =  0  onT).  (3.3) 

From  the  work  of  [4],  we  will  use  finite  dimensional  subspace  5*  €  S  of  functions  to  approximate  our 
solutions.  The  parameter  h, which  represents  a  mesh  spacing,  is  used  to  indicate  the  approximation  property 
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of  Sr  lu  this  paper  we  say  Sr  approximates  optimally  with  respect  to  r  if  for  every  V.  €  5  D  (f/r+1(n)]6. 
there  exists  \_h  €  5A  such  that 


Allil  -  Ol  +  lit  -  illo  <  C/»r-H|l!J|r+l 

where  the  positive  constant  C  is  independent  of  t  ^d  h. 

Then  we  can  define  the  least-squares  quadratic  functional 


w- 


4) 


J(  i 


VJ=  for  il€5. 

Jn 


(3.5) 


Consider  the  problem  that  if  41  minimizes  J(V_)  over  V  €  S,  it  is  easy  to  have 


f  Lli  ■  LY_  =  [  £  ■  I VI  for  any  VI  €  5 

Jn  Jn 


(3.6) 


and  that  a  solution  of  (2.5)  and  (2.7)  is  also  a  solution  of  (3.6)  and  that  the  sufficiently  smooth  solution  of 
(3-6)  also  solves  (2.5)  and  (2.7). 

A  finite  element  approximation  to  the  solution  of  (2.5)  and  (2  7)  or  (3.6)  is  defined  as  a  solution  of  the 
problem 

Min  J{Vh)  over  £*  €  SA.  (3.7) 

Similar  to  (3.6),  the  solution  of  £/A  of  (3.7)  satisfies  the  corresponding  finite  algebraic  equations 


/  LHh  ■  LY.h  =  f  L  LVh  for  any  V*  €  5r\ 
Jn  Jn 


(3.8) 


Once  a  basis  for  SA  is  chosen,  evidently,  we  can  see  that  (3.8)  is  equivalent  to  a  symmetric  linear  algebraic 
system.  Moreover,  in  the  next  sections  we  will  show  that  this  algebraic  system  is  also  positive  definite. 


4.  The  a  pnon  Estimates 


In  this  section  we  will  apply  the  theory  given  by  W.L.Wendland  [19].  We  try  to  show  that  I  is  an  elliptic 
operator,  and  that  the  boundary  operator  R  satisfies  the  complementing  condition,  if  /np  =  0,  the 
boundary  value  problem  gives  rise  to  our  desired  inequality  for  the  Stokes  problem.  Eq.(2.5)  can  be  rewritten 
as  a  matrix  form 

LU  =  AL^  +  B(lv+CIL=F  (4.1) 

where  A.  B  and  C  are  6x6  constant  matrices.  Furthermore,  we  multiply  .4_1  to  each  term  in  (4.1),  and  let 

B  and  <7  be  A~lB  and  A~lC.  Then  note  the  formulas: 

■  0  0  1  0  0  O' 

-1  0  0  0  0  0 

_1  0  0  -l/i/  0  0 

0  -i/  -i/  0  0  0’ 

0  0  0  0  0  1 

.0  0  0  0  -1  0. 

and 

•0  0  0  0  0  O' 

0  0  0  0  0  0 

A  0  0  0  0  0  0 

0  0  0  0  0  0  • 

0  0  0  0  0  1 

.0  0  0  0  -1  0. 

Following  the  procedure  in  [19],  we  check  the  polynomials 

det(£/  +  »?B)  =  (^2  +  ij2)2 

#  0  for  real  [4 ,  »?]*  ^  fi- 

Therefore  the  operator  L  defined  in  (4.1)  is  an  uniformly  elliptic  system.  In  this  paper  we  discuss  the 
problem  with  constant  coefficients.  So  that  the  position  variable  (i,  y)  is  dropped.  We  review  and  check  the 
Lopatinski  condition  which  is  fulfilled  for  our  problem. 

Without  Iosb  of  generality,  we  let  u  =  1  in  following  steps.  After  elementary  operations,  we  can  find  the 
eigenvalues  of  matrix  BT  are  «  and  -i,  both  having  multiplicities  3. 

Consider  the  eigenvalue  in  the  upper  plane  A+  —  i,  to  which  belongs  a  chain  of  linearly  independent 
generalized  eigenvectors  and  of  BT  defined  by 


f|TPi  -  A+p!  =  0 
\BtP2  -  A+j>2  =  pi 


1T-T 


and  a  third  ^  satis fing 

®T£a  "  A+£a  =  °- 

where 

(p,  =[0,1,-1,-«.0,0]T 

J  £j  =  [—2,0.2..  -1.0, 0]T 

(  £3  =  [0  0, 0,0, 1,  — «]T. 

The  ellipticity  of  (4.1)  implies  that  the  complex  6x6  matrix 


^£1  ’  £1  ’  £2  ’  £2  ’  £3 !  £3  ^ 


is  nonsmgular.  The  inverse  matrix  can  be  written  as 

<?  =  (£i>£i’l2-22>lJ-2a) 


And  the  vector  p.  and  satisfies  the  equations 


Uh=° 


for  all  j,  l  =  1,  •  -  -  .6.  The  solvability  thory  for  the  botmdary  value  problems  depends  on  the  following 
Lopatinski  condition, 

det(2fj£4)  =Sdet 


r  2n,+nn  wa— nii 
4  4 

^nii  —  fit—  nat 

4  4 

0  0 


0 

0 


=— (ni  +  n2»)3  ^  0, 

since  (tn.nj)  /  (0,0). 

By  the  work  of  [19],  we  can  now  state 

Theorem  1.  For  l>  0  there  is  a  constant  C  >  0  such  that 


2  J 


mu+i  <  c  (iiiiau + wwu+i + m\o)  • 


(4.2) 


ir-« 


It  can  be  shown  that  the  boundary  value  problem  associated  with  (3.1), (3.2)  has  a  unique  solution. 
Therefore  the  term  ||£il!o  can  dropped  from  (4.2).  Since  we  discuss  our  problem  in  the  space  S,  we  have 


the  inequality. 


IIOr+i<aiIO/-  (4.3) 

The  inequality  (4.3)  is  crucial  for  our  least- squares  error  analysis,  it  is  interesting  to  note  that  (4.3)  contains, 
in  particular,  the  usual  shift  inequality  for  the  system  (13).  Let  [u. p]  solve  (1.3)  and  define  the  variables  in 
(2.1).  it  yields  the  usual  a  priori  inequality, 

4 

ni<+i  +  £  ii<mi<+i  <ni/n<> 

i=i 

or 

INI/+2  +  IIpIU+1  <  C||/||<  (4.4) 

for  solutions  of  (1.3). 


5.  Error  Estimates 

In  this  section  we  will  discuss  the  numerical  scheme  defined  by  (3.11).  Denote  the  bilinear  form  as 

a(!LY)  =  (  LLL  LV.  (5.1) 

J  n 

Thus,  (3  9)  and  (3.11)  can  be  rewritten  as:  find  £/  €  S  (defined  by  (3.6)),  such  that 

a(lLYJ=  /  L  LV  for  any  £  €  5  (5.2) 

J  n 

and  find  £/*  €  Vrh  (defined  by  3.10)),  such  that 

a(LL\Vh)  =  [  £  •  LVh  for  any  V_h  €  Shr.  (5.3) 

J  n 

By  inspection,  a  is  symmetric  and  «(£.,(/)  >  0.  Furthermore,  if  a(£L£/)  =  0,  from  (3.7)  we  get  H  —  0. 
Hence  the  matrix  associated  with  the  linear  system  (5.3)  is  positive  definite. 

Combining  (5.2),  (5.3),  we  have 

a(H  -  LLh,Vh)  =  0  for  any  Y.h  €  Vrh.  (5.4) 

Our  error  estimate  is  contained  in  the  following  theorem. 
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Theorem  2.  Suppose  S?  approximates  optimally  with  respect  to  r.  Let  [&/>]'  be  the  solution  of  (1.3), 
defining  the  auxiliary  variables  m  (21)  ,  and  let  He  S  H*  €  S,  be  the  solution  of  (3.6), (3.8)  respectivly. 
Then 

III!  -  I-Alli  <  Chrm\r+l.  (5.5) 

[proof]  Using  (3.10)  with  t  =  1,  (5.5)  and  (5.1),  we  have  for  any  £A  €  S, , 


||liA||?  <  Ca(Vh,Vh). 


Applying  this  inequality  to  £*  —  il*  €  5,  and  using  (5.4), 

HU*  -  vA||J  <  Ca(Hh  -vk,LLh-  vh) 

=  <7(0(4 /*  -  L,LLh  -  £A)  +  a(H-  V\Lh  - 1*)) 


=  Ca(H- £*,H*-  Vh) 


<Ci\\L-Y.k\\i-m.h  -Y.%- 


Hence  ||UA  -  VlA||i  <  C||H  —  1 1 1  -  Using  the  optimal  approximation  property  of  (j£,  chooee  V*  so  that 

1114-11*11!  <  CA'IUIilr+i-  Then  HU*  -£*11!  <  C^||£l|r+i,  so 


II IL  -  lLkh  <  ML  -  £*lli  +  ll£*  -  £*lli 


(5.6) 


<  CArM4llr+i, 

which  is  the  desired  result.  Above  analysis  concerning  the  error  estimates  is  given  by  standard  techniques. 
The  velocity  boundary  conditions  can  be  applied  for.  The  experimence  for  solving  the  Navier-stokes  equations 
shows  us,  it  is  not  so  easy  to  set  the  correct  boundary  conditions.  And  the  least-squares  of  all  equations  in  all 
of  the  part  of  our  region  may  neglect  some  mportant  information.  Therefore  the  technique  of  computation 
is  also  a  very  difficulty  one. 

The  analysis  of  least-squares  for  non-linear  Navier-Stokes  equations  is  still  an  open  problem,  even  the 
preliminary  numerical  experience  is  satisfied. 
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6.  Numerical  Experiences. 


We  take  for  our  domain  the  unit  square  U  —  (0, 1)  x  (0, 1).  The  example  we  present  has  the  smooth  exact 

solution  which  is  very  similar  to  the  one  given  by  [17].  Let  rl>  =  x2jr(l  -  «r)2(l  -  y)2  then  «.  v  and  a,  will  be 

the  derivatives  or  double  derivatives  of  il\  as 

|u  =  x2(l-x)22y<l-3y  +  LV) 
r  =  -2x(l  -  3x  +  2x2)jr(l  -  y)2 
0i  =  4xy(l  -  3x  +  2x2)(l  -  3y  +  2s/2) 

</>2  =  2x2(  1  -  x)2(l  -  6y  +  by2) 

03  =  -2(1  -  6x  +  6x2)y2(l  -  y)2 
04  =  p  =  x-  +  y. 

Let  i/ssl,  then  from  (2.5)  we  can  easily  have. 


/  A  =  -4(1  -  6x  +  6x2)y(l  -  3y  +  2j»)  +  12x2(l  -  x)2(l  -  2y)  +  2x 
\  h  -  4x(l  -  3x  +  2x2)(l  -  6y  +  6J/2)  -  12(1  -  2x)jr(l  -  y)2. 


Substitute  (6.2)  into  (2.5)  then  solve  (5.3).  We  compare  the  numerical  solution  and  the  exact  solution.  The 
error  with  repect  to  u,  v.  <Pi,<t>2,  <P3,p  are  listed  in  the  following  tables. 

Table  1  and  Table  2  exhibits  the  numerical  results  of  the  errors  in  L  —  2  and  H  —  1  norms  for  the 


piecewise  quadratic  elements  in  the  bilinear  quadrilaterals,  respectively.  It  indicates  the  size  of  the  error 
e,  =  0,  —  0*  for  i  =  l,2,3,eu  =  u  —  uA,e„  =  v  —  vh  and  ep  =  p  —  p1*  with  respect  to  both  the  H1  and  L2 


norms. 


Table  1. 


DU 

isuiMia 

isum 

mmvm 

mmm 

taamm 

ESUlMiS 

10 

7.964e-3 

7.964e-3 

1.574e-2 

3.090e-2 

3.581e-2 

3.581e-2 

20 

7.803e-3 

7.803e-3 

5.964e-3 

2.762e-2 

3.563e-2 

3.563e-2 

30 

7.787e-3 

7.787e-3 

3.586e-3 

2.720e-2 

3.563e-2 

3.563e-2 

Table  2. 


LSI 

ESUlMDi 

EBflMUl 

EsaiDim 

Kaaiara 

EBflISia 

Eaum 

10 

2.875e-2 

2.875e-2 

7.085e-2 

1.201E-1 

1.342e-l 

1.342e-l 

20 

2.747e-2 

2.747e-2 

1.502E-2 

1.189e-l 

1.337e-l 

1.337e-l 

30 

2.749e-2 

2.749e-2 

8.886e-3 

1.185e-l 

1.338e-l 

1.338e-l 

The  results  in  Table  2  support  the  error  analysis  given  in  (5.6).  The  results  in  Table  1  are  errors  in  L-2 
norms.  Although  we  have  not  given  the  L-2  error  analsis  yet,  they  seem  to  achieve  the  optimal  convergent 
rates. 
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PART  TWO 


A  Preliminary  Report  for  Numerical  Results  for  Incompressible  Flow 
by  Finite  Element  Method  in  Velocity- Vorticity  -Presure  Version 


Chtng  Lung  Chang 
Cleveland  State  University 

I 


1.  Introduction. 

Recently  there  has  been  substantial  interest  in  least-squares  finite  element  methods  for  velosity-vorticity- 
pressure  formulations  of  the  incompressible  Navier-Stokes  equations.  Such  least-squares  methods  relax  the 
divergence  free  restriction,  divu  is  no  long  forced  to  be  zero  but  is  minimized  with  other  equations.  Therefore 
we  can  apply  the  piecewise  linear  continuous  functions  to  be  our  trial  and  test  functions.  The  advantage 


of  least-squares  methods  is  that  the  matrix  is  positive  definite  and  symmetric.  This  allows  the  use  of 
preconditioned  conjugate  gradient  methods,  to  solve  large  systems,  using  upper-storage-by-rows 

Let  ft  be  a  bounded  and  connected  subset  of  3?2  with  a  piecewise  smooth  boundary  T.  Let  £  €  [L2(ft)]2 
be  a  given  function  of  body  force.  The  Navier-Stokes  problem  can  be  presented  as: 

{-i/Au  +  u  •  gradu  grad  p  =/  m  SI 
div  u  =0  in  SI  (1.1) 

u  =0  on  T 

where  u,  p  with  (p,  1)=0,  v  are  velocity,  pressure  and  kinematic  viscosity  (constant),  v  is  the  inverse  of  the 
Reynolds  number  Re,  all  of  which  are  assumed  to  be  nondimeabonalized.  The  velocity- vorticity-pressure 


version  has  the  following  form  if  we  introduce  vorticity  w  =  curl  & 


— i/curk^  +  ji- gradu  +  grad  p  =/ 

in  ft 

curlu  —  w  =  0 

in  ft 

div  u  =0 

in  ft 

u  =0 

on  r 

(1.2) 


At  first,  we  pay  our  to  the  limit  of  above  equation,  as  Re  —  0,  the  Stokes  problem.  Eliminating  the 


non-linear  terms  from  above  system, 


'  —  i/curlw  +  grad  p  =  /  in  SI 
curlu  —  w  =  0  in  SI 

div  u  =0  in  ft 

.  u  =0  on  T 


(1.3) 


This  work  was  performed  with  First  Lieutenent  John  Nelson  in  WP/FI  AFB,1993 


The  linear  system  is  elliptic  in  any  seuce.  The  difficulty  is  how  can  we  set  a  correct  boundary  condition 
satisfing  the  analysis  and  error  estimates,  which  may  lead  the  numerical  approximation  efficiently. 

2.  Numerical  Formulation 

t  hroughout  this  paper,  we  will  employ  standard  notations  of  the  Sobolev  spaces  and  their  associated  norms 
[10. Id],  the  Sobolev  space  of  functions  having  square  integrable  derivatives  of  order  up  to  m  over  ft,  as 

//"‘(ft)  =  {t  €  I2(ft);  dut  €  l2(ft)  for  |u|  <  m).  (2.1) 


We  rewrite  the  equations  (1.3)  into  a  matrix  form  as 


LL_  =  ALU  +  BLy  +  CLL  =  £ 


(2.2) 


where  A,  B  and  C  are  4  x  4  constant  matrices. 


and 


til 

0 

0 

r 

0 

til 

—V 

0 

0 

1 

0 

0 

1 

0 

0 

0. 

■  «2 

0 

V 

0- 

0 

«2 

0 

1 

-1 

0 

0 

0 

.  0 

1 

0 

0. 

■o 

0 

0 

0- 

0 

0 

0 

0 

0 

0 

-1 

0 

.0 

0 

0 

0. 

The  «i  and  tij  in  matrices  A  and  J3  represent  the  previous  tii  and  uj  when  we  perform  the  non-linear 


iteration;  they  are  zeros  when  we  solve  the  Stokes  problem.  The  zero  boundary  condition  can  be  presented 


as 


RLL  = 


1  0  0  0' 

0  10  0. 


11  =  0. 


on  r. 


(2.3) 


where  LL  =  [u,  w,p]'.  We  will  employ  the  definitions  of  the  spaces  5  and  5*  in  (3.3)  and  (3  8)  in  Part  one, 


then  we  can  define  the  least-squares  quadratic  functional 


J{V)=  I  (IV-£).(IV l-£) 
J  n 


for  V_€  S. 


(2.4) 
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Consider  the  problem  that  if  (J_  minimizes  J(V)  over  il  €  5,  it  is  easy  to  have 


[  L[i  L  V  =  /  £  ■  LY_  for  any  £  €  5.  (2.5) 

Jn  Jn 

Similar  to  (2.5),  the  solution  of  in  finite  element  space  satisfies  the  corresponding  finite  algebraic  equations 


/  LLh  •  LV!'  =  /  £  •  LVk  for  any  Vh  €  S* . 

Jn  Jn 


(?.6) 


Once  a  basis  for  S £  is  chosen.  (2.6)  is  equivalent  to  a  symmetric  Laear  algebraic  system.  It  is  also  positive 
definite. 


3.  Numerical  Experience 

I  felt  it  was  important  to  test  the  applicability  of  the  least- squares  method  by  attempting  to  numerically 
simulate  incompressible  flows  whose  flow  characteristics  are  well  known  or  have  an  analytical  solution.  To 
begin  with  I  chose  two  of  the  simplest  model  incompressible  flows:  plane  Couette  flow  and  plane  Poiseuille 
flow.  Both  flows  concern  the  flow  of  a  single  fluid  contained  between  two  flat-infinite  plates,  as  shown  in 
figure  1. 


top  plate 


Figure  1.  Setup  of  channel  flow. 


In  Couette  flow,  the  pressure  gradient  ||  =  0.  The  top  plate  is  moves  in  the  positive  x  direction  at  a 
constant  speed  and  the  bottom  plate  is  fixed  motionless.  Distances  are  normalized  by  the  distance  between 
the  plates,  and  velocities  are  normalized  by  the  speed  of  the  top  plate.  After  this  normalization,  the  plates 
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are  located  in  the  plane  y  =  0  and  y  =  1.  This  flow  then  has  an  analytical  solution  for  all  Reynolds  numbers 


given  by 


«(*.  y)  =  y.  v(x,  y)  =  0,  P(x,  y)  =  constant. 


In  Poise uilie  flow  the  top  and  bottom  plates  are  held  fixed  while  a  constant  pressure  gradient  is  applied. 
In  the  simulations,  the  pressure  was  normalised  so  that  it  took  the  value  1  at  the  entrance  and  0  at  the  exit. 
In  the  simulations,  the  grid  was  made  to  be  5  units  long.  This  flow  then  has  an  analytical  solution  for  all 
Reynolds  numbers  given  by 


«(*,»)  =  0.025y(l-y),t>(ar,y)  =0,p(xly)  =  -G(x- x„)  +  p(ze), 


where  G  is  a  constant  and  represents  the  applied  pressure  gradient. 

In  order  to  numerically  simulate  these  two  flows,  we  created  a  unstructured,  triangular  element  mesh 
using  the  Flight  Dynamics  Interdisciplinary  and  Applied  CFD  section’s  unstructured  grid  generation  and 
poet-processing  package  TOPDUUG.  A  simulation  of  both  Couette  and  Poiseuille  flow  was  completed  on 
the  grid  shown  in  figure  2. 


Figure  2.  Grid  used  to  simulate  plane  Couette  and  plane  Poiseuille  flows. 


In  order  to  complete  a  simulation  of  each  flow,  two  boundary  conditions  were  required  on  each  boundary 
for  each  flow.  The  boundary  conditions  applied  for  each  flow  are  shown  in  table  1. 


[GHSI-'  f IX)  fuDl  1 
mmi%a33Erm:\ 


u  =  0,  v  =  0 


v  =  0,  p  =  0 


u  =  0,  v  = 


v  =  0,  p  =  1 


Table  1.  Boundary  conditions  used  for  similations  of  Couette  and  Poiseuille  flows 

The  least  squares  method  was  successful  in  simulating  both  flows.  The  flow  was  found  to  be  independent 
of  x,  as  shown  in  figure  3. 


b 


Figure  3.  Level  contours  of  the  horizontal  velocity  component  u  for  (a)  Couette  flow,  and  (b)  Poiseuille  flow. 


The  u  versus  y  profiles  calculated  by  the  simulations  are  shown  in  figure  4. 


a 
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Figure  4.  Plots  of  u  versus  y  for  calculated  by  the  simulation  for  (a)  Couette  flow,  (b)  Poiseuille  flow. 


For  Couette  flow,  the  analytical  solution  requires  v  and  p  to  be  0,  and  w  to  be  1.  In  our  simulation  p 
was  found  to  be  zero  everywhere  in  the  domain  to  within  machine  accuracy.  The  maximum  magnitude  of  v 
was  0.0005,  and  w  never  differed  from  1  by  more  than  0.001.  Plots  of  v  and  u  are  shown  in  figure  4. 


Figure  4.  Level  contours  for  Couette  flow  of  (a)  the  vertical  velocity  component  v,  and  (b)  the  vortidty  w. 


For  Poiseuille  flow,  the  analytical  solution  requires  that  v  be  0,  p  decrease  from  1  at  the  entrance  to  0 
at  the  exit  in  a  linear  fashion,  and  w  to  be  linear  in  y  with  u  =  —  1  at  the  bottom  plate  and  w  =  1  at  the 


c 

Figure  5.  Level  contours  for  Poiseuille  flow  of  (a)  the  vertical  velocity  component  v,  (b)  the  vorticity  w,  and 
(c)  the  pressure  p. 
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Abstract 

Over  the  past  several  years  there  have  been  a  growing  number  of  manufactures 
developing  PC  data  acquisition  and  control  systems.  The  Anti-Penetration  Laboratory  at 
Tyndall  AFB,  Florida  acquired  several  examples  of  the  PC  data  acquisition  and  control 
systems  for  experimental  use  and  evaluation.  It  was  discovered  that  ease  of  operation  of 
the  various  data  acquisition  systems  varied,  some  were  straight  forward,  and  some  take  a 
great  deal  of  familiarization  to  operate  effectively.  However  in  all  the  cases  the  users  of 
any  of  the  several  data  acquisition  systems  must  extensively  familiarize  themselves  with 
each  particular  data  acquisition  system  to  be  used  then  frequently  refresh  their  memories 
to  remain  familiar  with  the  data  acquisition  system.  Any  break  in  the  use  of  a  particular 
data  acquisition  system  usually  requires  retraining.  The  retraining  is  time  consuming,  but 
lack  of  continued  familiarity  with  the  system  will  lead  to  data  error  or  lost  data.  The  PC 
data  acquisition  systems  are  designed  to  fill  several  niches.  The  faster  PC  data 
acquisition  systems  currently  operate  around  40  MHz,  will  measure  voltages  or  currents 
and  store  data  for  later  evaluation,  maximum  data  storage  before  a  break  is  usually 
limited  to  the  size  of  the  RAM  on  the  data  acquisition  board.  Available  RAM  on  a  data 
acqusition  system  is  up  to  8-megabytes  and  growing. 
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Introduction 

The  survivability  section  purchased  a  single  IBM  compatible  PC  computer,  an 
expansion  chassis,  several  different  types  of  PC  data  acquisition  systems  and  some 
peripheral  equipment.  Some  of  the  data  acquisition  systems  were  purchased  with  control 
systems  to  actuate  output  devices  with  the  data  acquisition  systems.  Most  of  the  data 
acquisition  system  are  expandable,  that  is,  the  software  used  to  control  the  data 
acquisition  system  boards  will  control  several  data  acquisition  system  boards  of  the  same 
family  allowing  multiple  channel  data  acquisition. 

Following  is  a  list  of  several  of  the  data  acquisition  systems  and  controllers 
available  to  the  anti-penetration  laboratory.  The  list  is  representative  of  most  of  the  PC 
data  acquisition  systems  and  control  system  types  available  in  today's  market.  All  of 
these  data  acquisition  and  control  systems  were  purchased  from  CyberResearch  Inc., 
Bradford,  CT  [1]  and  have  been  listed  with  the  CyberResearch  part  number  first,  the 
manufacturers  part  name  or  number  in  parentheses,  and  the  manufacturers  name  and 
phone  number. 
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a)  Inst-140  (CompuScope  220),  Gage  Applied  Science,  Montreal,  Canada 

b)  CYDAS-16F  (CIO-AD16)  and  CYCTM-05  (CIO-CTR),  ComputerBoards 
Inc.,  Mansfield,  MA  phone  508-261-1 123 

c)  ACPC-1616  and  ACAO-128,  Strawberry  Tree  Inc.,  Sunnyvale,  CA  phone 
408-763-8800 

d)  Inst-292  (Programmable  Stimulator  and  Control  System)  and  INST-60I 
(Computerscope),  RC  Electronics,  Goleta,  CA  phone  805-685-7770 

e)  DIO-32F  (32-bit  Digital  I/O  Board),  National  Instruments,  Austin,  TX  phone 
512-794-0100 

f)  COHM-16  (Serial  Expansion  Ports),  Small  Port  Expansion  Boards,  Nashville, 
TN  phone  61 5-834-8000 

g)  DAP-2405  (Data  Acquisition  System),  Microstar  Laboratories,  Redmond,  WA 
phone  206-881-4286 

All  the  various  data  acqusition  and  control  systems  were  installed  in  a  single  PC 
expansion  chassis.  The  bus  hardware  addresses  were  changed  in  order  to  address  all  the 
data  acqusition  systems  pieces  in  the  same  expansion  chassis.  For  field  use  the  different 
pieces  of  equipment  should  be  placed  in  separate  PC  chassis  and  their  hexadecimal  base 
addresses  should  be  set  to  their  original  factory  specifications  or  to  a  non-conflicting  bus 
address  in  their  respective  PC's.  The  PC  bus  addresses  are  well  standardized  for 
peripheral  equipment  so  when  placed  into  individual  PC's  the  cards  should  experience  no 
address  conflicts  when  using  the  factory  settings.  If  an  address  conflict  is  experienced  it 
is  usually  a  straight  forward  matter  to  change  the  hardware  address  and  solve  the 
problem. 
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systems 


The  PC  Data  acquisition  systems  are  usually  laid  out  on  a  single  PC  card  or  a  half 
card  module  that  will  plug  directly  into  an  expansion  slot  in  a  PC  chassis.  In  our  case, 
with  an  expansion,  chassis  we  were  able  to  install  all  the  systems  into  a  separate 
expansion  chassis  and  operate  them  form  a  single  PC.  Operating  all  the  data  acquisition 
systems  from  a  single  PC  is  an  excellent  way  to  familiarize  one  with  several  different 
types  of  systems  in  a  short  period  of  time,  but  it  does  not  provide  a  useful  platform  for  a 
single  data  acquisition  system. 

Each  of  the  data  acquisition  systems  are  usually  supplied  with  software  written  for 
the  piece  purchased.  Some  were  supplied  with  software  written  specifically  for  the 
piece,  additional  freeware,  and  instructions  to  be  patient  while  learning  to  operate  the 
software  and  equipment  Each  piece  of  software  is  usually  system  specific  and  will 
operate  only  its  single  family  of  equipment.  To  operate  a  conglomeration  of  data 
acquisition  systems  simultaneously  it  is  necessary  to  write  new  software  to  control  the 
conglomeration.  All  the  data  acquisition  systems  can  then  be  operated  from  a  single 
piece  of  software,  but  they  will  still  operate  serially.  Operating  a  series  of  different  data 
acquisition  systems  from  a  single  PC  slows  down  all  the  individual  data  acquisition 
systems,  due  to  excess  computational  overhead,  and  is  not  an  efficient  use  of  the 
individual  data  acqusition  systems. 

There  are  several  disadvantages  in  installing  more  than  one  type  of  data  acquisition 
systems  in  a  single  PC,  among  the  disadvantages  are  bus  addressing  and  software 
compatibility.  The  software  supplied  with  a  system  is  nearly  always  system  specific  for 
only  one  piece  of  equipment  so  only  one  manufactures  family  of  equipment  may  be 
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operated  by  the  software  at  a  time  Similar  pieces  of  data  acquisition  equipment 
performing  the  same  tasks  are  usually  placed  into  the  same  hardware  address  If  more 
than  one  piece  of  hardware  is  set  to  the  same  hardware  address  the  software  will  address 
incompatible  pieces  of  equipment,  the  conflict  usually  causes  an  operating  system  failure. 
Manufactures  provide  for  the  addressing  problems  resulting  in  mixing  manufacturers 
equipment,  but  the  simple  solution  is  choose  one  hardware  manufacturer  for  any  single 
task  for  assured  hardware  and  software  compatibility. 


The  two  computerscopes,  Gage  Applied  Sciences'  CompuScope  220  [2],  R.C 
Electronics’  Computerscope  [3],  and  R.C.  Electronics’  RC-200  Programmable  Stimulator 
and  Control  System  [4]  operate  in  very  similar  manners.  They  are  two  PC  based,  menu 
driven,  storage,  oscilloscopes  with  on  board  RAM  and  a  programmable  signal  generator 
with  on  board  RAM.  The  memory  for  the  computerscopes  is  a  First  In  Last  Out  (FILO) 
type  memory,  as  new  data  in  input  into  the  RAM  memory  on  the  computer  card  the 
oldest  data  is  pushed  out  of  memory  and  lost.  Storing  the  data  in  FILO  format  means  the 
computer  scopes  can  remember  past  history  if  properly  triggered.  Manufactures  usually 
call  past  history  a  pre  trigger  mode  because  a  current  trigger  retains  data  previous  to  the 
trigger  event  and  stores  new  data  until  any  remaining  memory  is  exhausted.  The  data 
taken  may  be  down  loaded  onto  a  more  permanent  storage  media  such  as  magnetic  tape, 
floppy  disks,  hard  disks,  etc.  During  the  down  loading  period  the  data  acquisition 
systems  cannot  take  data,  if  an  important  event  occurs  during  the  down  load  period  it  will 
be  lost.  For  slow  events  having  periods  of  hours,  minutes,  or  seconds  down  loading  data 
poses  no  data  interruption  problems,  for  faster  events  milliseconds,  microseconds,  or 

nanoseconds,  the  devices  are  reduced  to  one  shot  devices  and  will  miss  rapidly  occurring 
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events  if  they  occur  during  a  data  transfer  cycle  To  operate  these  devices  one  must  have 
their  instruction  manual  constantly  at  hand  until  their  menu  items  are  committed  to 
memory  Then  the  manual  must  be  kept  at  hand  to  refresh  ones  memory. 

The  CompuScope  220  is  a  two  channel,  40  megasample-per-second  device  so  the 
CompuScope  will  use  up  to  40  megabytes  of  memory  per  second.  The  Computerscope  is 
a  1  megasample-per-second  16  channel  device,  so  the  Computerscope  uses  up  to  1 
megabyte  of  memory  per  second.  It  is  obvious  the  on  board  RAM  for  both  these  devices 
will  be  filled  very  quickly  when  using  their  maximum  sampling  rates.  The  stored  data 
may  be  downloaded  and  evaluated  with  software  supplied  by  the  manufacturer  or  the 
data  may  be  evaluated  with  a  third  parties  software. 

The  Strawberry  Tree  Inc.,  ACPC-1616  [5]  and  ACAO-128  [6]  can  be  menu  driven 
with  the  software  included  with  the  devices  or  they  can  be  driven  with  Icon  based 
software  Strawberry  Tree's  QuickLog  PC  software  [7],  The  ACPC-1616  will  take  data 
at  up  to  1 0,000  samples-per-second  using  a  variety  of  transducers,  the  software  is  capable 
of  controlling  multiple  cards  with  up  to  240  analog  inputs.  The  some  of  the  transducers 
available  for  the  ACPC  include  temperature  compensated  thermocouples,  RTD’s,  strain 
gages,  pressure  transducers,  flow  meters,  switches,  photocells,  DC  voltage  or  DC  current 
input,  etc.  At  10,000  samples-per-second  it  is  clear  the  ACPC  is  designed  for  data 
acquisition  of  slowly  varying  signals  and  the  controllers  control  processes  with  long  time 
constants. 

The  menu  driven  software  is  as  tedious  to  leam  as  most  menu  driven  software, 
however  the  QuickLog  PC  icon  driven  software  makes  the  control  system  more  user 
friendly  and  gives  a  schematic  type  environment  for  developing  data  acquisition  and 
control  schemes. 
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ComputerBoards'  CIO-AD16  [8]  and  CIO-CTR  [9],  both  assume  moderate  to 
extensive  computer  programming  skills  and  moderate  to  extensive  skills  in  reading 
computer  timing  diagrams  The  manuals  supplied  with  the  acquisition  card  and  the 
control  card  indicate  that  the  cards  are  very  versatile  if  the  manuals  are  intensely  studied, 
the  supplied  instructions  are  carefully  followed  and  the  programming  is  correctly  written. 

National  Instruments'  DIO-32F  [10],  assumes  moderate  to  extensive  computer 
programming  skills  and  moderate  to  extensive  skills  in  reading  computer  timing 
diagrams  The  DIO-32F  is  a  32-bit,  Parallel,  Digital,  I/O  (Input/Output)  interface  for 
communicating  with  other  digital  parallel  interface  equipment.  It  is  not  a  data 
acquisition  or  control  system  but  it  is  a  digital  I/O  communications  link  between  a 
microprocessor  and  peripheral  digital  equipment. 

Microstar  Laboratories'  DAP-2405  [1 1],  is  supplied  with  the  DAP-2504  card,  DAP 
software,  a  120  page  "Hardware  manual",  a  140  page  "Applications  Manual",  a  200  page 
"Systems  Manual”,  a  270  page  "DAPL  Manual"  and  a  one  of  an  array  of  terminal  panels 
for  analog  or  digital  I/O  data.  The  DAP-2504  assumes  moderate  to  extensive  computer 
programming  skills,  moderate  to  extensive  skills  in  reading  computer  timing  diagrams 
and  requires  an  intense  period  of  study  to  turn  on  and  operate  properly.  The  DAP-2504 
is  a  very  power  piece  of  equipment  requiring  a  certain  amount  of  time  for  start  up.  New 
windows  software  makes  the  device  more  user  friendly. 

Small  Port  Expansion  Boards'  COHM-16  [12],  is  a  straight  forward  serial 
expansion  kit  with  software.  The  Smart  Port  allows  expansion  of  a  single  serial  port  into 
an  array  of  4,  8,  16,  or  32  separate  serial  ports  for  interfacing  multiple  serial  devices  from 
the  same  microprocessor. 


18-8 


Most  of  the  data  acquisition  systems,  whether  they  are  digital  I/O  or  analog  A/D 
conversions  are  not  user  friendly  devices.  Nearly  all  of  them  take  several  hours  of 
dedicated  familiarization  time  and  many  of  them  may  take  a  little  reprogramming  or  a  lot 
of  reprogramming  to  operate  properly  They  are  limited  to  40  or  50  megasamples-per- 
second  because  the  computer  clocks  operate  around  25  to  66  MHz.  Events  that  occur  in 
the  nanosecond  range  are  currently  outside  the  range  of  PC  data  acquisition  systems 
Events  in  the  microsecond  range,  however  fall  well  within  the  PC  data  acquisition 
systems  range  making  PC  data  acqusition  systems  an  excellent  tool  for  millisecond  and 
microsecond  events. 


adYantagea.af  PC  data  acausition  systems 

Even  with  the  programming  trouble  the  PC  data  acquisition  systems  are  still  mighty 
fine  pieces  of  equipment.  They  are  simple  to  use,  readily  available,  and  accurate  in  the 
microsecond  range,  and  have  on  board  capability  to  perform  real  time  data  reduction  and 
control  at  a  very  reasonable  cost.  If  the  goal  is  to  have  a  dedicated  data  acquisition  and 
control  system  or  multiple  identical  dedicated  data  acquisition  and  control  system  it 
becomes  very  economical  to  invest  in  dedicated  programming  time  for  task  specific 
software. 
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PC  data  acquisition  systems  purchased  by  the  anti-penetration  laboratory  should  be 
separated  into  several  PC’s  and  operated  as  distinct  data  acquisition  systems.  They  will 
then  be  capable  of  performing  tasks  in  parallel  and  will  provide  the  laboratory  with  an 
array  of  very  effective  data  logging  and  data  reduction  tools. 

The  PC  data  acquisition  systems  are  very  powerful  and  simple  to  use  after  an  initial 
period  of  familiarization.  To  utilize  a  PC  data  acquisition  system  the  user  must  stay 
familiar  and  current  in  operations  of  the  pieces  of  equipment  he  will  be  working  with. 
Intermittent  use  means  the  user  must  spend  time  retraining  in  the  proper  use  of  a  specific 
PC  data  acquisition  system  before  the  system  is  brought  on  line  and  often  errors  are 
generated  due  to  lack  of  familiarity.  It  is  not  necessary  to  have  a  specialist  for  a  single 
piece  of  equipment  but  it  is  necessary  to  have  a  specialist  can  be  the  field  to  operate  the 
several  pieces  of  equipment.  A  specialist  should  dedicate  time  to  staying  current  and 
familiar  with  several  pieces  of  similar  equipment  and  be  capable  of  operation  any  single 
piece  of  equipment  immediately  and  efficiently. 

There  is  a  need  for  more  user  friendly  software  for  the  PC  data  acquisition  systems. 
As  the  market  has  grown  the  PC  data  acquisition  system  have  become  more  user  friendly 
but  they  have  a  bit  to  go  before  they  have  an  intuitive  feel  about  their  use  and  operation. 
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Abstract 


Calibration  data  of  surface-obstacle  skin  friction  meters,  including  blocks,  fences.  Preston  tubes  and 
Stanton  tubes,  were  examined  throughout  the  available  ranges  of  dimensionless  wall-shear-stress  and 
pressure-differential  parameters.  The  calibration  relationships,  including  the  effect  of  compressibility, 
were  reformulated  in  terms  of  variables  containing  physical  quantities  at  the  wall  and  including  the  probe 
size  in  only  one  parameter.  In  view  of  the  current  trend  toward  miniaturization,  special  attention  was 
given  to  the  range  where  the  flow  disturbance  introduced  by  the  probe  remains  essentially  within  the 
linear  part  of  the  velocity  profile.  Design  criteria  were  derived  for  differential  for  given  flow  properties 
and  shear  stress  at  the  wall.  Detail  design  of  a  specific  adjustable/retractabie  surface-obstacle  device  for 
the  Wright  Laboratory  M3  and  M6  supersonic  wind  tunnels  was  initiated,  and  a  test  program  was 
proposed. 
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SKIN  FRICTION  AND  FLOW  DIRECTION  MEASUREMENT 
BY  SURFACE-OBSTACLE  INSTRUMENTS 


Raimo  i.  Hakkinen 


Introduction 

Accurate  determination  of  skin  friction  drag  is  of  primary  importance  in  efficient  aerodynamic 
design:  it  may  constitute  as  much  as  fifty  percent  of  the  drag  of  a  cruising  aircraft  |1|.  Acquisition  of 
precise  experimental  data  has  also  become  essential  for  validating  the  emerging  computational  techniques 
for  the  prediction  of  local  skin  friction  distributions  on  general,  three-dimensional  vehicle  configurations. 
While  there  exists  a  great  variety  of  experimental  techniques  for  the  measurement  of  local  skin  friction, 
there  is  at  present  no  universally  applicable  method,  and  a  choice  must  be  made  according  to  particular 
wind  tunnel  or  flight  test  conditions.  Surveys  of  skin  friction  measurement  technology  have  been 
presented  by  Rechenberg  [2],  Winter  |3],  Settles  (4],  and  Hakkinen  (5). 

The  limitations  of  the  available  techniques  are  especially  severe  if  measurements  are  desired  on 
general  conditions  that  may  include  non-planar  surfaces,  unknown  flow  direction,  and  significant  pressure 
gradients.  The  present  study  is  intended  to  provide  the  groundwork  for  the  development  of  an  instrument 
that  would  overcome  some  of  these  limitations  and  thus  become  a  useful  addition  to  the  repertoire  of 
practical  skin  friction  measurement  techniques. 

The  proposed  instrument  is  based  on  the  surface-obstacle  principle,  where  the  sensed  physical 
quantity  is  the  difference  between  the  pressure  on  the  face  of  a  small  obstacle  placed  on  the  surface  and 
the  local  undisturbed  static  pressure;  this  pressure  differential  is  calibrated  against  the  shear  stress  exerted 
by  the  boundary  layer  on  the  flow  in  front  of  the  obstacle.  The  calibration  is  expressible  in  terms  of 
dimensionless  variables  that  depend  on  the  physical  flow  parameters  at  the  wail  and  the  size  of  the  probe. 
Examples  of  devices  operating  on  this  principle  are  the  surface  blocks,  sublayer  fences.  Stanton  tubes  and 
Preston  tubes,  as  discussed  in  the  surveys  referenced  above. 

The  novel  features  of  the  proposed  surface-obstacle  instrument  are  twofold:  (a)  adjustable 
operation  using  the  principle  of  minimum  protrusion  required  to  sense  the  pressure  differential  with 
satisfactory  accuracy  and  (b)  capability  of  sensing  the  direction  of  the  flow  adjacent  to  the  surface 
through  the  angular  location  of  the  face  pressure  pattern  given  by  orifices  evenly  spaced  around  the 
axisymmetric  obstacle. 
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The  principle  of  minimum  protrusion  is  adopted  (a)  to  avoid  disturbing  the  flow  in  the  boundary 
layer  more  than  absolutely  necessary  ,  especially  in  measurements  related  to  laminar  flow  control  or 
characterization  of  turbulent  flow  structures:  (b)  to  minimize  shear-stress  measurement  errors  caused  by 
surface  static  pressure  gradients,  as  will  be  discussed  in  the  following:  (c)  to  minimize  effects  of  exposure 
to  hostile  environments,  with  the  option  of  withdrawing  the  probe  before  and  after  the  measurement:  and 
(d)  to  provide  a  realistic  indication  of  the  limiting  flow  direction  at  the  surface. 

The  results  of  the  project  are  presented  in  this  final  report  in  two  parts:  (a)  evaluation  and 
reformulation  of  the  calibration  relations  for  surface-obstacle  devices  and  derivation  of  design  criteria  for 
choosing  the  smallest  possible  probe  size  for  given  flow  conditions:  and  (b)  description  of  a  specific 
design  for  use  in  the  Wright  Laboratory  supersonic/hypersonic  wind  tunnels. 

Technical  Background 

Relative  to  the  well-established  techniques  for  direct  local  measurement  of  other  fluid-dynamic 
parameters,  such  as  pressure  and  temperature,  determination  of  skin  friction  presents  specific  difficulties 
which  have  retarded  the  comparable  development  of  the  required  experimental  technology.  As  discussed 
in  the  survey  articles  referenced  in  the  Introduction,  effective  instruments  for  direct  measurement  of  the 
surface  shear  stress  do  exist  and  have  been  used  successfully  for  wind  tunnel  and  flight  testing  up  to 
hypersonic  Mach  numbers.  However,  these  tests  have  been  limited  to  simple  configurations,  generally  flat 
plates  or  axi symmetric  surfaces,  where  no  significant  streamwise  pressure  gradients  are  present 

The  fundamental  problem  of  direct  force  measurement  under  general  conditions  stems  from  two 
physical  considerations:  (a)  the  force-sensing  element  is  isolated  from  the  surrounding  surface  by  gaps, 
which  allow  a  pressure  gradient  across  the  element  to  exert  an  error  force  on  the  upstream  and 
downstream  edges  of  the  element  and  (b)  a  curved  element  not  pivoting  around  its  center  of  curvature 
also  experiences  a  pressure-gradient-induced  additional  force  in  the  direction  of  the  measured  shear  force. 
As  discussed  in  e  g.  [5|.  in  the  limiting  case  of  a  flat  element  the  error  caused  by  consideration  (b)  can  be 
eliminated  by  the  use  of  a  parallel-shifting  support  linkage  instead  of  a  single  pivot. 

The  use  of  a  parallel-moving  element  does  not  eliminate  the  gap  force  of  consideration  (a). 
Suppose  that  shear  stress  7  acts  on  a  flat  sensing  element  of  streamwise  length  /:  thus,  the  shear  force  to 
be  measured  is  7  /  per  unit  width  of  element.  If  a  pressure  gradient  dp/dx  acts  in  streamwise  direction 
over  the  element,  the  force  exerted  over  an  effective  edge  depth  t  is  (dp  dx)  1 1 .  giving  a  relative  error 

_(dp/dx)t  1/  _\dcr/d(xlc)]/ 

1  '  /r  I  /cf(tlc) 

It  is  essential  to  note  that  the  relative  error  is  independent  of  the  streamw  ise  extent  of  the  element.  /,  and 
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also  of  the  reference  length,  c.  which  is  introduced  here  solely  for  convenient  estimation  of  e  in  practical 
cases.  As  an  example,  consider  an  airfoil  with  chord  c  =  1  m.  Excluding  the  much  stronger  favorable 
gradients  in  the  nose  region,  in  the  front  part  of  the  upper  airfoil  surface  one  may  have  adverse  pressure 
gradients  of  dcp/d{x/c)  =  10  and  skin  friction  coefficient  cy=  0.002.  yielding  for  a  /  =  1  mm  effective 

gap  height  an  error  e  =  5.  or  500%.  In  most  cases,  it  is  practical  to  bevel  both  moving  and  stationary 
edges  to  reduce  its  effective  height,  but  a  reduction  to  t  =  0. 1  mm  would  still  yield  an  error  c  =  0.5.  or 
50%.  The  situation  is  somewhat  better  on  the  rear  half  of  a  typical  airfoil,  where  dcp/d(x/c)  -  l  would 

be  more  likely .  for  cy=  0.002  the  errors  would  still  be  e  =  0.5  (50%)  and  0.05  (5%)  for  t  =  1  mm  and  0. 1 
nun.  respectively. 

Although  quantitative  edge  effects  have  been  investigated  using  known  pressure  gradient/ shear 
stress  relationships  in  pipes,  and  an  ingenious  compensation  technique  using  surface  tension  phenomena 
in  liquid-filled  gaps  has  been  developed  in  Switzerland  (6).  there  is  no  accurate  correction  procedure 
applicable  under  general  flow  conditions.  Therefore,  the  floating  element  has  been  relegated  primarily  to 
direct  shear  force  measurement  on  flat  or  cylindrical  surfaces  with  negligible  pressure  gradients.  It  does, 
however,  have  an  important  role  as  an  absolute  calibration  reference  for  indirect  techniques. 

It  is  rc-emphasized  that  in  a  given  flow  condition,  the  relative  magnitude  of  the  pressure- 
gradient-induced  error  is  independent  of  the  streamwise  size  of  the  floating  element;  hence, 
miniaturization  does  not  improve  its  accuracy  unless  the  edge  depth  facing  the  surrounding  isolation  ran 
is  significantly  reduced  below  the  already  small  dimensions  found  in  traditional  designs.  A  development 
in  this  direction  is  the  microdeposited  device  of  Schmidt.  Howe.  Senturia  and  Haritonidis  [7],  where  the 
exposed  element  has  an  edge  depth  of  only  t  -  0.03  mm;  however,  flow  underneath  the  element  may 
introduce  additional  errors.  The  development  of  a  moving-belt-type  direct-force  sensor  by  Vakili  and  Wu 
(S)  should  also  be  mentioned. 

Because  of  the  error  potential  and  operational  limitations  inherent  in  traditional  floating  element 
devices,  various  indirect  instruments  have  been  dev  eloped  for  measurement  of  skin  friction  under  practical 
flow  situations.  The  most  prominent  of  these  instruments  is  the  Preston -tube  (9}  which  consists  of  a  round 
total  head  probe  placed  on  the  surface.  The  large  data  base  of  Preston -tube  calibrations 
f9, 10. 11. 12. 13. 14. 15. 16. 17]  covers  both  low-speed  flows  and  compressibility  effects.  The  Preston-tube 
belongs  to  the  class  of  surface-obstacle  instruments  where  the  sensed  quantity  is  the  pressure  differential 
between  the  pressure  on  the  upstream  face  of  the  instrument  and  the  local  static  pressure  in  undisturbed 
flow;  this  pressure  differential  balances  the  shear  force  driving  the  flow  region  immediately  upstream  of 
the  obstacle,  and  a  calibration  relationship  can  be  established  in  terms  of  dimensionless  parameters  that 
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involve  flow  properties  on  the  surface.  These  relationships  will  be  reviewed  and  reformulated  in  this 
report:  while  the  bulk  of  the  data  derives  from  experiments  on  Prcston-tubes.  available  data  on  related 
devices,  such  as  Stanton-tubes  and  sublayer  fences  are  included 

In  view  of  new  opportunities  and  needs  for  miniaturization  of  instruments,  it  is  interesting  to  note 
that  the  minimum  size  (in  terms  of  lower  limit  of  operating  range)  often  specified  for  standard  Preston- 
tubes  docs  not  result  from  manufacturing  limitations,  but  from  the  cessation  of  validity  of  the  accepted 
calibration  correlations  as  the  values  of  the  dimensionless  shear-stress  and  pressure-differential 
parameters  decrease.  Corresponding  to  a  change  in  the  dominating  physical  environment,  a  different 
calibration  law  assumes  validity  when  the  disturbance  created  by  very  small  probes  no  longer  extends 
beyond  the  near-wall,  near-linear  range  of  the  velocity  profile.  Stanton-tubes  and  sublayer  fences  have 
been  frequently  operated  successfully  in  this  range,  and  some  data  exist  on  small  Preston-tubes.  These 
data  allow  formulation  of  a  general  understanding  of  the  underlying  calibration  framework,  and  will  be 
used  as  a  basis  for  design  criteria  of  small  surface  probes. 

At  first,  surface-obstacle  measurements  in  pressure  gradients  would  appear  to  suffer  from  the 
same.  large  errors  found  in  the  case  of  floating  elements.  Fortunately,  available  data  on  Preston -tube 
errors  in  pressure  gradients,  especially  the  meticulous  work  of  Hirt  and  Thomann  [13],  indicate  that  for  a 
probe  protrusion  height  equal  to  an  effective  edge  depth  the  errors  are  reduced  by  an  order  of  magnitude 
Most  direct  force  sensors  and  surface-obstacle  instruments  are  inherently  unidirectional. 
However,  directionally  sensitive  floating  element  designs  have  been  manufactured  [18.19].  but  the 
additional  complexity  and  still  limited  applicability  have  precluded  their  adoption.  Preston-  and  Stanton- 
tubes  are  unidirectional:  directional ly-sensitive  variations  of  blocks  have  been  explored  by  Dexter  (as 
reported  by  Winter  in  [3])  and  luso.  Onorato  and  Spazzini  [20].  Fiore  and  Scaggs  [21]  used  a  rotatable 
fence  to  determine  flow  direction.  Although  heat-transfer  instruments  calibrated  as  skin-friction  meters 
are  not  within  the  scope  of  this  study  ,  the  successtui  experiments  conducted  with  directionally  sensitive 
hot-film  arrays  should  be  mentioned,  e  g.  McCroskcy  and  Durbin]  22],  Directionally  sensitive  oil  film 
instruments  have  also  been  designed,  such  as  that  of  Seto  and  Homung  [23]. 

In  view  of  this  background,  it  appears  that  a  directionally  sensitive  surface-obstacle  sensor, 
adaptable  for  use  in  pressure  gradients  and  on  curved  surfaces,  and  designed  to  introduce  minimum 
disturbance  to  the  boundary  layer,  would  be  a  worthwhile  addition  to  the  repertoire  of  skin  friction 
measurement  techniques.  The  remainder  of  this  report  addresses  design  criteria  for  such  an  instrument. 

General  Calibration  of  Surface  Obstacle 

As  will  be  seen  in  the  following,  all  practical  calibration  relationships  can  be  expressed  in  terms 
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of  dimensionless  variables  containing  the  surface  shear  stress  t.  the  pressure  differential  dp  on  the  face  of 
the  obstacle,  the  protrusion  height  of  the  obstacle  h.  and  fluid  properties  at  the  wail:  density  p.  dynamic 
viscosity  p,  kinematic  viscosity  v.  and  pressure  pe.  assumed  constant  across  the  boundary  layer  and  equal 
to  the  external  static  pressure.  The  general  calibration  relationship  can  then  be  expressed  as 

P=f(T-P<)  (I) 

where  p  -  bph~  p  tr  .  pe  =-  peh~  pir  .  and  f  t  h~  p  tr 

The  conversion  of  available  Preston-tube  and  some  other  calibration  relationships  to  this  form  is 
reviewed  in  the  following  and  summarized  in  Fig.  1.  It  is  expected  that  the  surface-obstacle  design 
developed  in  this  project  would  be  characterized  by  a  similar  calibration  pattern. 

For  the  purpose  of  selecting  the  size  of  a  surface  obstacle  for  a  given  flow  situation,  the  general 
calibration  relationships  can  be  expressed  as 


A P  =_P 
Pc  Pc 


(2) 


where  the  probe  size.  h.  appears  in  only  one  parameter.  pe .  A  plot  in  these  variables  is  presented  in 
Fig.  2.  primarily  on  the  basis  of  the  extensive  data  on  Preston-tubes.  and  it  is  anticipated  that  a  similar 
guide  chart  can  be  prepared  for  selecting  the  proper  protrusion  of  the  proposed  adjustable  instrument. 

The  dimensionless  parameter  p,  is  introduced  to  the  calibration  relationship  (1)  by 

compressibility  effects,  and  disappears  from  most  equations  in  their  absence.  However,  in  form  (2)  pe  is 
always  present  because  of  the  normalization  of  i  and  bp  by  pe. 

It  should  be  noted  that  if  compressibility  effects  are  determined  solely  by  the  flow  around  the 
probe,  free-stream  conditions  other  than  pt  should  then  be  necessary  only  if  it  is  desired  to  relate  e  g. 

surface  temperature  to  free-stream  temperature  and  external  Mach  number.  However,  some  calibration 
correlations  are  based  on  the  concept  of  reference  temperature,  as  defined  by  Sommer  and  Short  [24].  and 
thereby  contain  an  implicit  dependence  on  Te.  In  [12].  Keener  and  Hopkins  state  that  use  of  the 
reference  temperature  instead  of  actual  wall  temperature  does  not  markedly  improve  accuracy  of  the 
calibration  laws,  and  suggest  the  use  of  wall  temperature  in  the  non-dimensional  parameters.  Except  as 
specifically  noted,  the  actual  wall  temperature  will  be  used  throught  the  rest  of  this  report. 


Preston-tube  Calibrations 

A  great  variety  of  Preston-tube  calibrations  is  found  in  the  literature,  starting  with  the  initial 
work  of  Preston  [9],  These  empirical  relationships  are  curve  fits  of  analytical  expressions  of  various 
complexities  to  experimental  data,  and  in  most  cases  agree  within  a  few  per  cent,  except  at  the  lower 
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values  of  the  dimensionless  shear  parameter  where  the  influence  of  the  outer  velocity  profile  is  gratfcialiy 
diminishing.  In  the  following,  some  of  the  generally  used  relationships  are  given  first  in  their  original 
form  and  then  recast  in  the  form  of  equation  (1): 

Compressibility  effects  are  in  most  cases  included  by  introducing  the  concept  of  probe  Mach 
number  A/_.  w  hich  is  defined  by  the  isentropic  face-pressure-differential-to  static -pressure-ratio  relation 

ip  H  (3) 

p,  P,  l  2  '  J 

or.  at  supersonic  values  of  \/p  by  the  normal  shock  loss  combined  with  isentropic  expansion 
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It  is  comcment  to  define  a  "probe  dynamic  pressure" 


(4) 


<7,  =\'P'Mp  <5> 

If  the  compressible  calibration  laws  are  then  repiotted  with  replacement  of  p  by  q  p.  a  common 

calibration  chart  can  be  prepared  covering  both  compressible  and  incompressible  regimes  (Fig.  1).  It  is 
easily  seen  that  as  Mp  -*  0.  qp  -*  p.  and  in  most  cases  the  parameter  pe  disappears  from  the  equation.. 


Preston  19] 


log 


10 


f  Td2  ) 

=  -1.396 

+4l°gio| 

/  .  ,2  \ 
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=  48.02  r 87 


(6b) 


Allen  ( 1 1): 
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-10098 


(7b) 


log,0  7  =0  0062(loglo  qp  )2  40  785 log I0  qp 
Allen  also  gives  a  simple  power-law  which,  when  recast  in  the  same  parameters  as  m  (7a).  reduces  to 

qp  =37  50  r 1,32  (7c) 

Allen's  wall  parameters  in  ( 1 1 1  were  evaluated  at  the  reference  temperature  of  Sommer  and  Short  |24). 


Stgalla  f  14|: 
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Keener  and  Hopkins  (12): 


qp  =36  10  r"32 


Patel  (10|.  as  modified  by  Fret  (6J: 
180  <r  <12600: 


(12a) 

(12b) 


TJ2  f  Apd 2  r  Apd2  [  Apd2  Yl’ 

log  10  - r  =1.6167  -  0  7405  log  10  +0.2914  log10  -0.0177  logl0  (13a) 

4 P»'  V  4P*‘  L  V  JJ  L  V  J. 

log10  r  =2.7741  -1.1 106 log10  p  +O.3234[log10  />]2  -0.0177[log10  p]3  (13b) 

12600  <r  <105: 

p  =t  [  1 . 77  log10 1 1. 27  x>]2  (13c) 

If  the  actual  wall  temperature  is  used  to  evaluate  flow  properties  at  the  surface,  no  free-stream  flow 
parameters  arc  included  in  the  above  relationships  besides  the  static  pressure  which  is  assumed  to  be 
constant  across  the  boundary  layer  (and  a  wall-to-stagnation-temperature-ratio  in  the  the  Fenter  and 
Stalmach  relation  (15)).  However,  it  is  often  convenient  to  express  surface  properties  in  terms  of  free- 
stream  Reynolds  number  /?  r  Mach  number  A 1e  or  skin  friction  coefficient  cj,  for  instance 


where  c  is  an  arbitrary'  reference  length,  such  as  the  airfoil  chord.  The  viscosity  and  temperature  ratios 
may  be  expressed  in  terms  of  Me  for  an  adiabatic  wall  with  a  known  recovery  factor. 

Because  of  the  expressions  used  for  description  of  compressibility  effects  in  the  relationships  of 
Fenter  and  Stalmach  and  of  Bradshaw  and  Unsworth,  the  parameter  q  p  does  not  appear  conveniently; 
however,  both  relationships  can  be  shown  to  reduce  to  the  basic  dependence  of  p  on  r  as  Alp 
approaches  zero.  When  the  calibration  relations  are  examined  in  terms  of  i  pe  and  Ap  pe  ratios,  the 
replacement  of  p  by  qp  is  seen  to  be  equivalent  to  a  non-linear  distortion  of  the  App^-scale. 


Some  of  the  calibration  relations  discussed  above  are  given  in  the  form  of  a  simple  power-law 


while  others  are  more  complex  non-linear  expressions  in  terms  of  the  same  variables.  In  fact  the  power- 
law  relations  may  be  considered  tangents  drawn  on  the  logarithmic  plot  to  the  more  general  calibration 
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relationship  at  different  values  of  7.  Such  tangents  to  Patel's  lower-range  equauoa  (13b).  have 
n  =  1  298  at  r  =  867  and  n  =  1  165  at  r  =  1  27x  ID3.  in  good  agreement  with  the  simpler  relationships. 
In  the  higher  range,  the  expression 

qp  =35  55r"3  <16> 

agrees  with  Allen's  square-logarithmic  equation  (7b)  within  +/-  0  6%. 

In  the  middle  of  the  lower  range  of  Preston's  calibration,  at  r  =  866.  expression  ( 16)  is  too  high 
by  17  %.  which  is  not  surprising  because  Preston's  lower  range  is  influenced  by  a  few  data  points  obtained 
in  the  Sianton-tube  range  characterized  by  the  5/3 -power  relationship.  In  fact  the  tangent  to  Preston's 
expression  at  its  low  .r  limit  7  =  165.  has  the  exponent  n  =  1.72. 

Stanton-tube  (5/3 -power)  ranee 

At  the  lowest  values  of  r  in  Preston's  tube  data  the  exponent  of  the  correlation  curve  given  in 
(7)  increases  to  1.72.  and  both  Preston  |9]  and  Patel  |10J  refer  to  a  square  relationship  between  f  and 
p  for  lower  values  of  7  However,  in  this  regime,  data  on  Slamon-tubes  seem  to  follow  a  lower 

exponent  such  as  the  5/3-power  law  identified  experimentally  as  5/3  by  Haklunen  J5j.  In  |24J  Trilling 
and  Hakkinen  showed  that  the  5/3 -exponent  indeed  results  theoretically  from  the  assumption  that  the 
disturbance  created  by  the  probe  is  confined  to  the  near-linear  part  of  the  boundary  layer  next  to  the 
surface,  and  fitted  then  available  data  to  this  form  of  calibration.  Recently,  data  following  the  5/3-law 
have  been  obtained  by  Weiser.  Nitsche  and  Renken  on  sublayer  fences  [26|. 

The  few  points  measured  by  Preston  [9}  near  the  upper  limit  of  the  range  under  consideration 
appear  to  be  consistent  with  a  5/3-power  law  as  well  as  with  the  square  relationship  suggested  by  Preston 
and  Patel,  the  5/3-power  law  is  certainly  consistent  with  Patel's  equation.  (13b). 

Patel  17]  proposed  for  r  <  125  the  relation 

p  =  0.21 1  f  2  (,7> 

which  matches  the  value,  but  not  the  local  exponent  of  the  more  complicated  higher  range  relationship. 
In  view  of  the  above  discussion. appears  reasonable  to  match  both  the  values  and  the  exponents  of  the 
5/3-power  and  the  higher-range  correlations.  For  the  original  Preston-correlation.  this  condition  is 
satisfied  at  7  =  182.8.  p  =6.577,  yielding 

p  =  1.117  t  5/3  (18) 

Frei  ]6]  has  adopted  an  improved  correlation  for  the  Preston-tube  range,  starting  at  t  =  179.1;  the  value 
and  exponent  can  be  matched  at  7  =  199.7.  p  =  7622.  to  yield  the  same  coefficient. 

While  the  coefficient  n  1.117.  can  be  expected  to  be  valid  only  for  round  surface-tubes:  the 
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general  calibration  relationship  has  been  observed  for  other  types  of  obstacles.  The  coefficient  depends  on 
the  particular  probe  geometry  but  probably  remains  within  an  order  of  magnitude  j20.26.27J,  it  is  likely 
that  even  the  coefficient  determined  above  from  the  match  with  Preston-tube  correlation  will  be  modified 
w  hen  more  low-range  data  on  round  surface-tubes  become  available 

Very  few  data  arc  available  to  determine  the  presence  of  compressibility  effects  in  the  Stanton- 
rangc.  Such  effects  have  been  observed  {5)  but  not  consistently  in  other  experiments.  As  a  working 
hypothesis,  the  use  of  the  probe  dynamic  pressure.  qp  .in  place  of  p  would  appear  reasonable  in 

compressible  boundary  layers.  If  the  entire  disturbance  is  contained  within  the  near-linear  layer  next  to 
the  wail,  the  calibration  in  the  Stanton-range  should  also  be  independent  of  the  state  of  the  boundary  layer 
being  laminar  or  turbulent:  as  suggested  by  the  limited  data  in  (2):  however,  differences  in  calibration 
will  probably  occur  in  the  transition  from  the  lower  to  the  higher  range.  Therefore,  for  r  >  200  the 
above  relationships  must  be  used  with  caution  if  there  is  a  possibility  of  the  boundary  layer  being  laminar. 

The  purpose  of  the  present  study  is  not  to  advocate  extension  of  Preston-tube  methodology  to  the 
lower  range,  but  to  obtain  an  overall  characterization  of  the  calibration  laws  governing  surface  obstacles 
in  general.  For  this  purpose,  the  most  comprehensive  data  set  is  available  for  Prcston-tubes. 

Characterization  of  Surface  Obstacle  Calibration 

Using  the  Preston-tube  data  base  as  the  working  example,  the  following  expressions  are  proposed 
for  general  characterization  of  surface-obstacle  calibration: 


12.600  <  r  <  100.000 


qp=  35.55  t 


1.13 


(19a) 


200  <r  <12.600: 


logl0  r  =2.7741  —1.1 106  log  io  qp  +O.3234[log10  qpf  -0.0177[log10  qpf  (19b) 


10  <  t  <  200 


r  <  10: 


ip  ~  1U7  T 
p  =1.2t 


5/3 


(19c) 


(19d) 


for  the  specific  configuration  of  Tay  lor  {28], 

The  calibration  correlations  in  the  two  upper  ranges  have  been  established  for  turbulent  boundary 
layers:  in  the  two  lower  ranges  the  boundary  layers  are  most  likely  laminar.  At  values  of  f  in  the  upper 
hundreds,  both  laminar  and  turbulent  boundary  layers  may  be  found,  and  care  must  be  exercised  in 
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using  calibration  relations  not  established  for  the  particular  experimental  conditions. 

To  estimate  the  performance  of  a  given  probe  size  in  a  particular  experiment  the  calibration  laws 
written  in  the  form  of  Equation  (2)  are  most  useful.  For  a  subsonic  probe  Mach  number  Mp„  substitution 

of  the  probe  dynamic  pressure  (5)  to  correct  for  compressibility  yields,  from  (3), 

_  y 
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If  Mp  exceeds  one.  i.e.  Ap  pe  >  0.8929.  Equation  (4)  must  be  used  for  F(  Mp  )  in  (20).  It  is  now 
convenient  to  express  the  parameter  pe  .  which  contains  neither  the  shear  stress  nor  the  face  pressure 
differential,  as  a  dimensionless  probe  size  parameter: 


Pe  =  Pe  h2'P  r  =  (h’h^2. 

(21) 

where 

(h^2  p  ir  pe  -  p2  pe  p  =  p2  RT  pe 

(22) 

For  Derfect  eases,  the  surface  protrusion  scale 

«0  ~ 

p 

(23) 

can  be  expressed  in  terms  of  readily  available  parameters:  surface  temperature  T.  which  also  determines 
surface  viscosity  /x,  and  the  boundary  layer  static  pressure  pe  .  Another  interpretation  is 


b 


(24) 


a 

which  converts  h  b0  essentially  into  a  Reynolds  number  based  on  the  speed  of  sound  at  the  wall  and 
probe  protrusion.  It  is  interesting  to  note  also  that  h0  has  the  same  physical  dependence  and  order  of 
magnitude  as  the  mean  free  path:  for  practical  probe  sizes.  h  hQ  and  p€  are  therefore  large  numbers. 

In  experiment  planning,  the  essential  consideration  is  to  select  the  minimum  probe  protrusion  to 
give  a  satisfactory  bp-reaidin%  for  a  given  set  of  flow  parameters.  Thus,  pe  and  minimum  Ape  will  be 
known,  and  if  reasonable  estimates  can  be  made  for  r.  the  required  minimum  probe  protrusion  h  can 
then  be  determined  from  a  chart  where  Ap'pe  is  plotted  against  t  pe,  with  h/h0  as  a  parameter.  Such  a 
chart  can  be  prepared  for  Preston-tubes  using  the  calibration  law  s  identified  above,  and  the  objective  of  the 
present  study  is  to  obtain  a  similar  guide  for  an  adjustable,  directionally-sensitivc  surface -obstacle  probe. 

For  simplicity,  the  round  surface-tube  calibration  is  approximated  on  the  logarithmic  plot  by  two 
straight  lines: 


qp  =1.1 17r53 


(25) 
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and 


q~  35.55  i"3  .  (26) 

These  tangent  lines  intersect  at  f  =  630  and  qp  =  5 1630.  where  the  dev  iation  from  the  Patel-curve  peaks 
at  about  22%.  Both  relationships  can  be  expressed  in  the  form 

r 

y-i 

-1  (27) 

and  are  plotted  in  Fig.  2.  This  chart  can  be  used  as  a  rough  guide  for  selecting  the  proper  Preston-tube 
size  when  it  is  desired  to  minimize  the  disturbance  introduced  into  the  boundary  layer.  A  more  refined 
plot  can  be  prepared  using  the  actual  Patel-calibration  curve  in  the  changeover  region.  It  is  expected  that 
a  characterization  and  sizing  guide  similar  to  Fig.  2  can  be  prepared  for  any  type  of  surface-obstacle 
instrument  once  adequate  calibration  data  are  available. 

Remaining  Concerns 

The  above  integration  of  the  Preston-tube  calibration  laws  with  the  lower  range  is  based  on 
certain  assumptions  and  extensions  of  the  available  data  base  .In  the  specific  case  of  round  tubes,  the  5/3- 
power  relationship  has  not  been  directly  demonstrated  over  most  of  its  expected  range.  For  Stanton  tubes 
and  sublayer  fences,  the  5/3-power  law  rests  on  firmer  ground:  however,  in  neither  case  is  the  question  of 
compressibility  effects  entirely  clear. 

There  exists  a  vast  array  of  calibration  data  for  various  types  of  surface  devices  where  specific 
power  laws  have  been  identified,  the  4/3 -power  relationship  being  a  common  choice.  Generally,  such 
experiments  can  be  placed  in  tire  transitional  regime  between  the  5/3-power  and  the  1.13 -power  regions, 
and  thus  these  relationships  are  likely  to  represent  tangent  lines  on  the  logarithmic  plot  of  the  general 
calibration  laws  within  the  range  of  a  particular  experiment 

A  possible  source  of  deviation  from  the  general  calibration  is  the  manner  in  which  the  face 
pressure  is  obtained:  in  {26],  the  orifice  slit  in  front  of  a  round  surface  wire  is  specified  to  have  a  width 
equal  to  the  wire  diameter.  From  the  observed  small  effects  of  pressure  gradient  on  Preston  tubes,  one 
might  infer  that  the  face  pressure  build-up  occurs  close  to  the  instrument  face,  and  the  smallest  possible 
orifice  size  is  therefore  advisable.  In  some  instruments  [21,26],  the  pressure  differential  is  measured 
between  similar  orifices  on  the  front  and  bade  faces  of  the  obstacle,  and  the  dependence  of  the  base 
pressure  on  the  shear  stress  enters  into  the  calibration. 
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Design  of  instrument  for  Wright  Laboratory. 

The  instrument  proposed  for  use  in  the  M3  and  M6  tunnels  has  the  following  specifications 
(a)  mounting  into  the  existing  wall  and  flat-plate  model  locations:  (b)  adjustable-protrusion  (maximum  5 
mm),  circular  ( 10  mm  diameter)  obstacle  to  provide  adequate  face-pressure-differential  and  directional 
sensitivity  with  minimum  disturbance  to  the  boundary  layer:  (c)  precision  fit  of  the  obstacle  cy  linder  to 
prevent  air  leakage  but  provide  for  accurate,  smooth  extension  and  retraction  of  the  device  by  direct 
manual  or  remote  control:  (d)  evenly  spaced  pressure  orifices  (twelve)  of  minimum  practical  size  at  along 
edge  of  obstacle  opening  to  provide  both  maximum  face  pressure  for  determination  of  shear  stress  and 
circumferential  pattern  for  determination  of  flow  direction;  (e)  provision  for  measurement  of  static 
pressure  and  surface  temperature  for  direct  calculation  of  dimensionless  calibration  parameters:  and  (f) 
use  of  commercially  available  pressure  transducers,  such  as  Baratron  225D  series  starting  at  2mmwater 
(20  Pa)  full  scale.  An  accurate  internal  or  external  means  is  required  for  measurement  of  the  protrusion 
height  of  the  obstacle.  A  sketch  of  this  instrument  is  presented  in  Fig.  3 

Proposed  calibration  test  program 

A  considerable  data  base  exists  from  direct  skin  friction  measurements  in  the  M3  and  M6  wind  tunnels  by 
means  of  floating-element  gages  mounted  in  the  location  of  the  proposed  surface-obstacle  device  [29,30]. 
A  test  matrix  or  the  surface-obstacle  instrument  will  be  planned  to  utilize  an  adequate  number  of  these 
known  test  conditions  for  maximum  coverage  of  the  operating  parameter  ranges  of  the  instrument.  At 
each  test  point,  a  sequence  of  protrusion  heights  will  be  tested,  either  by  advance  manual  positioning  or  by 
remote  control.  The  protrusion  sequence,  starting  with  the  flush  position,  will  be  initially  estimated  from 
the  Preston-tube  chart  in  Fig.  2,  and  is  expected  to  produce  a  similar  chart  specific  to  the  obstacle 
instrument  in  the  range  of  parameters  covered  in  the  tests.  Schedule  of  the  test  program  will  be 
contingent  on  completion  of  the  instrument  and  the  availability  of  wind  tunnel  facilities  A  parallel  low- 
speed  calibration  program  is  being  proposed  for  the  2-by-2-foot  wind  tunnel  at  Washington  University. 

Future  work 

The  ultimate  development  objective  is  a  remotely  adjustable  instrument  capable  of  dan  friction 
and  surface  flow  direction  measurements  in  general  conditions,  including  curved  surfaces  and  the 
presence  of  arbitrary  pressure  gradients.  Additionally,  the  simple  design  of  the  instrument  combined  with 
operation  at  minimal  protrusion  and  complete  retraction  after  measurement  should  facilitate 
measurements  at  elevated  surface  temperatures,  possibly  with  the  aid  of  an  internal  cooling  system  similar 
to  those  used  in  recent  high-temperature  floating  element  designs  (31]. 
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fig.  3  Proposed  design  for  Wright  Laboratory  M6  wind  tunnel 
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NONLINEAR  FEEDBACK  CONTROL  OF  LINEAR  DYNAMIC  SYSTEMS 
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North  Carolina  State  University 

ABSTRACT 

The  control  of  various  systems  it  is  desirable  to  have  two  types  of  feedback  control  for  a  system  depending 
on  the  distance  that  the  system  has  to  travel  through  the  state  space.  Using  a  nonlinear  feedback  law  allows 
for  the  changing  of  the  feedback  gain  as  a  function  of  the  system's  error.  The  technique  is  primarily  directed 
it  a  third  order  system.  This  limitation  was  primarily  for  the  reduction  of  the  complexity  of  the  calculations. 
The  feedback  gain  is  calculated  by  standard  linear  control  techniques  for  large  and  small  error  values.  These 
two  gain  matrices  are  combined  in  a  nonlinear  function.  For  zero  error,  the  nonlinear  feedback  function  is 
equal  to  the  small  error  feedback  matix.  For  large,  approaching  infinity,  error  values  the  nonlinear  feedback 
function  approaches  the  gain  matrix  for  large  errors.  One  possible  nonlinear  function  is  formulated.  The 
requirements  for  the  stability  of  the  system  as  a  function  of  these  two  gain  endpoints  are  formulated  using 
Lyapunov's  Second  Method.  These  techniques  are  applied  to  an  F-15  aircraft.  This  example  system  is 
a  longitudinal  controller  based  on  the  Short  Period  Approximation  and  a  first  order  servo  model.  The 
nonlinear  feedback  function  blended  two  LQR  feedback  control  law  designs.  The  results  are  not  as  dramatic 
as  anticipated,  but  indicated  that  further  study  is  warranted. 
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NONLINEAR  FEEDDACK  CONTROL  OF  LINEAR  DYNAMIC  SYSTEMS 


<  'haries  L  Hall.  Jr 


INTRODUCTION 

It  is  .sometimes  desirable  to  use  different  feedback  gams  in  various  regions  of  the  state  space  to  enhance 
t he  response  of  a  system  to  large  deviations  from  the  desired  steady  state  values.  This  has  classically  been 
accomplished  through  the  use  of  gain  scheduling.  More  recently  the  use  of  fuzzy  logic  controllers  have  been 
proposed  to  apply  nonlinear  feedback  to  control  systems.  Fuzzy  logic  controllers,  despite  the  statements  of 
t  heir  enthusiasts,  are  not  the  cure  all  and  involve  a  more  complicated  design  precedure.  Fuzzy  logic  controllers 
are  deterministic  systems  with  a  more  complicated  design  process  due  to  the  shape  of  the  member  setsfl]. 
Another  way  of  implementing  the  different  feedback  gains  is  by  designing  a  nonlinear  feedback  controller. 
The  remainder  of  this  paper  discusses  the  design  of  one  particular  nonlinear  feedback  technique  for  a  system 
with  linear  plant  dynamics. 


THEORETICAL  DEVELOPMENT 

The  objective  is  to  use  nonlinear  stale  feedback  on  a  system  with  linear  dynamics  with  a  3-dimensional 
state  space  with  a  single  input.  State  feedback  was  chosen  so  that  an  LQR  feedback  design  could  be  imple¬ 
mented.  A  state  estimator  could  be  formulated  for  those  systems  in  which  the  system's  output  is  not  simply 
the  system's  state.  The  following  analysis  works  can  also  be  used  for  systems  employing  output  feedback. 
The  limit  of  the  dimension  of  the  state  space  was  chosen  to  reduce  the  complexity  of  the  calculations.  In  ad¬ 
dition  this  method  was  designed  with  a  aircraft  longitudinal  control  system  in  mind,  which  is  3-dimensional 
when  the  Short- Period  Mode  and  a  first  order  servo  are  used.  This  system  is  described  by 

/°  1  /°\ 

.1=  0  (j  i  :  B  =  0 

\ a\  a?  '13 /  \bx  ) 


C  = 
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r  =  if-  flu 


and 


y  =  (  f 

with 

ft«J;  »7  €  /? 1 

For  this  linear  system  two  sets  of  desired  feebdback  gams  are  determined.  The  first  set  of  feedback  gams 
are  chosen  for  the  case  where  the  deviation  of  the  state  from  the  desired  values  are  small.  These  gains  are 
denoted  by  n  5  =  i  k\  k':  k3  ).  A  second  set  of  feedback  gains  are  designed  for  the  system's  response  to 
a  large  error  in  the  system's  state  from  the  desired  values  and  are  denoted  by  K1  =  (  k[  k‘,  kl3).  Both 

'•■is  of  feedback  gains  must  stabilize  the  system,  as  the  case  of  an  unstable  feedback  system  was  not  studied. 
Any  method  of  determination  of  the  feedback  gain  sets  can  be  used.  Other  requirements  on  the  eigenvalues 
of  the  systems  with  feedback  with  both  large  and  small  deviations  are  at  the  discression  of  the  designer. 

These  iwo  gain  sets  form  the  endpoints  for  the  system's  feedback  design.  These  feedback  gams  are  then 
combined  in  a  nonlinear  function,  such  that  for  small  state  errors  the  effective  gain  is  equal  or  close  to  the 
set  AT  While  for  large  perturbations  of  the  system  the  feedback  gams  equal  or  approach  K‘.  One  method 
is  to  use  a  function  »•(/,<  -  x).  where  0  <  r(x )  <  1  with  r(0)  =  0  and  r(-x)  =  1.  There  are  many,  if  not  an 
infinite  number  of  other  possible  candidate  functions.  The  requirements  on  the  range  of  the  function  r(£) 
that  were  -Mated  can  be  modified.  This  functional  description  was  chosen  to  simplify  the  calculations.  The 
primary  requirement  is  that  as  the  error  x 4  -  x  approaches  zero  the  feedback  gam  approaches  A*,  and  as 

the  error  gets  large  the  feedback  gains  approach  l\l .  A  candidate  nonlinear  function  is 

.  'a*-/!1,1  > 

r(xj  —  x)  =  1  —  e  "i  *5  "3 

This  function  is  combined  with  the  designed  gain  matrices  to  yield 

I'lx.xj)  =  Kf  +{l\‘  -  K')r(ii-x) 

for  the  nonlinear  gam  function.  It  can  be  seen  that  for  errors  that  are  small  with  respect  to  the  respective 
it,  the  value  of  I\  approaches  /\ ' .  with  K  —  I\a  for  x  =  X4.  For  errors  signals  that  are  large,  the  feedback 
gain  K  approaches  I\‘ . 
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For  this  particular  function.  -i.  the  parameters  a,  can  r.e  tailored  to  emphasize  or  tieemphasize  a 
certain  error  signal.  For  instance,  if'  a,  —  x  the  Fill  error  signal  i>  completely  removed  from  affecting  the 
function  n  i 

This  function  results  in  the  feedback  gain  of  the  system  being  constant  on  a  ellipsiod  centered  on  the 
origin  of  the  error  space.  If  a  particular  a,  is  set  to  infinity,  then  me  ellipsiod  becomes  an  ellipsiodal  column 
centered  on  the  i’th  axis. 

The  linear  system  with  this  feedback  becomes  a  nonlinear  system.  Described  by 

_/  0  1  0  \ 

f  —  I  (J  0  l  I  e 

\  a  i  -  h,  ( k\  -  C'  )rf  f)  an  —  6,  {Ic?,  +  (let,  —  kn  In  <T  drj  —  h,  (£3  4-  (£3  -  k^)r(f 1 ,  J 

with 

r  =  —  i. 

This  formulation  allows  for  the  the  desired  state  vHue.  x 4,  to  be  considered  as  an  input  to  the  system. 
Since  this  system  is  not  a  nonlinear  system  that  is  input  affine,  due  to  the  function  r(  ),  normal  nonlinear 
controllability  checks  can  not  be  performed.  But  it  is  easy  to  see  that  the  system  can  be  driven  to  any  state. 

This  system  is  trivially  observable,  since  each  state  is  a  separate  output.  This  may  not  always  be  the 
case.  In  the  case  that  the  output  vector  is  not  equal  to  the  state  vector,  uie  Implicit  Function  Theorem  can 
be  used  to  determine  if  the  system  is  locally  observable.  While  no  formal  proof  is  presented  it  is  expected  that 
if  the  original  linear  system  is  observable  then  the  linear  system  with  nonlinear  feedback  is  also  observable. 
In  order  to  avoid  any  observability  problem  the  state  vector  and  the  output  vector  are  set  equal. 

Stability  of  the  feedback  system  is  a  concern  that  must  be  addressed.  Simply  because  the  endpoints  of 
the  feedback  law  result  in  stable  systems  does  not  guarantee  an  overall  stable  system.  Further  examination 
demonstrates  that  the  system  may  be  unstable  for  intermediate  gain  values. 

Criteria  for  stability  is  shown  throught  the  use  of  the  Second  Method  of  Lyapunov[2].  The  Lyapunov 
function  is  set  to  be  the  energy  of  the  system,  both  potential  and  kenetic.  This  results  in  a  positive  definite 
matrix.  M .  such  that  the  system  s  energy  is  given  by  xT ,\fx.  The  energy  is  equal  to  zero  only  at  the  state. 
£4.  It  is  easily  shown  that  £4  is  the  only  equilibrium  point.  The  matrix  .4^  is  the  dynamics  matrix  of  the 
system  with  the  nonlinear  feedback  law.  The  matrix  MAj  is  negative  definite  if  all  of  the  eigenvalues  of  the 
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matrix.  Aj .  have  negative  real  parts.  This  requires  that  all  the  eigenvalues  of  the  Aj  matrix  are  in  the  left 
half  plane.  Thus,  the  normal  methods  for  determining  stability  can  be  used. 

Routh-Horowitz  Criteria  is  used  to  examine  the  location  of  the  eigenvalues.  The  system  dynamics 
matrix  with  feedback  Aj  is  given  by  .4  -  BK(  ).  For  this  the  characteristic  equation  of  the  matrix  is  formed. 
This  is  a  third  order  equation  in  A.  with  all  but  the  A3  coefficient  dependent  on  the  funtion  r(  ).  The  first 
requirement  is  that  all  of  the  coefficients  are  of  the  same  sign.  Thus,  all  of  the  coefficients  must  be  greater 
than  zero.  This  yields  for  the  A3  to  AJ  coefficients 

1  >  0 


— <13  t  +  (&3  —  Arg ) r"(  ■ ) )  >  0 

-an  -r  b\(kn  +  (fcj  —  kn)r( •))  >  0 
-at  -1-  b\(k{  +  (k[  ~  k{)r(  ))  >  0. 

For  the  given  system,  we  need  to  examine  the  first  column  of  the  Routhian  array.  The  A3,  A2  and  A0 
first  column  elements  are  the  coefficients  the  respective  terms  of  the  characteristic  equation.  Thus  it  can  be 
seen  that  they  satisfy  the  stability  requirements.  Not  only  at  the  endpoints,  but  for  all  values  of  the  function 
r(  ■ )  in  the  range  of  0  to  1. 

The  A1  element  is  given  by.  and  must  satisfy 


—an  +  b\(kn  4-  (kn  —  k?,)r(-))  — 


-ui  +b\{k\  +  (k[  -  k[)r{-)) 
~a3  +  +  (*3  “  k3)r(  )) 


>  0. 


It  would  seem  that  the  easiest  way  of  checking  for  stability  would  be  to  insert  numerical  values  into  this 
equation.  But  this  must  be  performed  enough  times  to  insure  stability  in  the  entire  range  of  r(  ).  Analysis  of 
the  above  relation,  provides  insight  into  the  requirements  for  stability.  Since  the  demoninator  of  the  second 
term  is  greater  than  zero,  both  sides  of  the  relation  is  multiplied  by  —  a3  +  61(^3  +  (^3  -  itjjrf  )).  This  results 
"illy  in  a  change  of  scale  of  the  polynomial,  while  the  sign  remains  unchanged.  This  yields  a  polynomial 
Hation  in  the  function  r(  ). 
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h r ( —  i  -)  )i  A'j  —  ( ■ )  +  ( — 1/061  ( —  i-3 )  +  6t A‘^i  i'g  —  A'-j )  —  l  i'-i  —  As )  +  i‘g( i j  —  i  i-'  —  i‘i  ))r(  • )+ 


(tioU3  —  (io6ii*3  —  <i-}b\kn  ■+■  b~ k?,k 2  -f  ti\  —  b\k j )  >  0 


This  can  be  rewritten  as 


urJl  )  ■*■  3r(  ■)  +  7  >  L). 


Since  then  endpoints  of  the  gain  function  by  design  yield  stable  systems,  and  the  function  n  )  are  equal  to 
0  and  lat  the  endpoints,  it  is  known  that 

*  >  0 


and 

>i  3  -f“  **  >  0. 

The  question  as  to  if  this  system  is  stable  for  all  values  of  r(  )  in  the  range  of  0  to  1  is  now  addressed  by 
examination  of  the  polynomial  of  r(  ).  Let 


g(r)  =  or'{  ■)  +  Jr(-)  +  *>• 

Figure  1  shows  the  four  possible  plots  of  g(r)  as  a  function  of  r(  ).  Only  Case  3  is  unstable.  All  other  cases 
.are  stable.  One  method  of  determination  if  the  system  is  stable  can  be  performed  by  locatina  the  roots  of 
y(r).  and  if  the  roots  are  not  in  the  interval  of  0  to  1  then  the  system  is  stable.  There  is  one  case  that  is 
not  shown,  and  that  is  when  a  =  0.  This  case  is  must  be  stable  since  the  locus  of  g(r)  is  a  straight  line, 
p(r)  =  3r(  )  +  f,  since  the  endpoints  are  both  stable. 

There  is  an  additional  way  of  determining  stability.  This  is  accomplished  by  using  basic  analysis  of  the 
function  g\r]  with  an  increasing  amount  of  calculations.  It  can  be  seen  that  since  gr(  r )  is  a  quadratic  function 
of  r(  ■).  the  plot  must  be  a  parabola.  This  parabola  can  have  either  a  positive  or  negative  second  derivative. 
If  the  second  derivative  is  negative,  which  corresponds  to  Case  4.  then  the  system  must  be  stable.  This  is 
'quivalent  to 

(&2  —  ki)(&3  —  £3)  <  U. 
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On  the  otherhand  if  the  second  derivative  is  positive,  then  the  location  of  the  minimum  of  g{r )  can  be  found 
be  equating  the  first  derivative  to  zero.  This  is  equivalent  to 

3 

rrrun  —  ~ 

-2a 

If  fmm  <  0  or  r^in  >  1  then  the  system  is  stable.  While  if  rmtn  is  in  the  range  of  0  to  1  then  j(rmin)  must 
be  evaluated.  The  system  is  stable  if  >  0. 

It  should  be  noted  that  if  a  and  l3  are  both  positive  which  corresponds  to  Case  1,  and  this  is  a  stable 
system. 

In  the  case  of  a  longitudinal  controller  for  an  aircraft,  using  the  short  period  approximation,  the  gains 
are  such  that  a  <  0.  Thus,  always  yielding  a  stable  system  for  this  type  of  feedback  scheme.  This  is  due  to 
the  sign  convention  used  on  aircraft  dynamics. 


Case  1  Case  2 


Case  3 


Figure  1.  Possible  plots  of  j(r). 


Case  4 


20-8 


This  has  shown  that  a  nonlinear  feedback  methodology  is  feasible.  The  nonlinear  feedback  offers  a  way 
of  changing  gains  in  a  linear  system  to  achieve  advantages  m  the  time  response  of  the  system.  The  noniiear 


feedback  has  been  shown  to  be  stable  under  certain  circumstances.  I  he  system  remains  both  controllable 
and  observable. 


EXAMPLE:  F-15  LONGITUDINAL  CONTROL  SYSTEM. 


A  linear  dynamic  model  of  an  F-15  flying  as  5000  ft  at  a  speed  of  877.68  fps[3]  was  generated  using 
a  Short  Period  Approximation  to  the  longitudinal  motion  of  the  aircraft(4].  The  only  input  to  the  system 
was  the  elevator.  The  elevator  was  driven  by  a  servo.  The  servo  was  considered  to  be  of  first  order  with  a 
corner  frequency  of  6.3662  Hz.  This  yielded  a  3-dimensional  system  with  the  states  being:  Angle  of  attack, 
Pitch  rate,  q  and  Elevator  angle,  d. .  The  input  was  the  commanded  elevator  angle.  b';.  The  output  will 
be  the  state  of  the  system. 


-0.9074 

1.0000 

0.0000  \ 

/  0.000 

-4.1420 

-0.7313  - 

-7.1414 

B  =  0.000 

0.0000 

0.0000  - 

-20.000  / 

V  20.000 

/  10 

0.0  0.0  \ 

C=  0.0 

1.0  0.0 

\0.0 

0.0  1.0/ 

e 

II 

q  b,  ) 

u  =  s: 


The  eigenvalues  for  this  system  are  at  —20.0000  and  —0.8193  ±  2 .0333*. 

The  goal  is  to  design  two  LQR  feedback  systems.  One  for  small  errors  and  the  other  for  large  errors. 
Both  sy terns  assigned  a  cost  to  deviations  in  the  outputs  a  and  q.  While  there  was  no  cost  assigned  to  6e. 
The  costs  on  the  output  deviations  were  the  same  in  both  designs.  The  output  cost  matrix.  Q  is  given  by 
the  following. 


/  1.0  0.0  0.0  \ 

Q=  0.0  1.0  0.0 
\  0.0  0.0  0.0  / 

The  input  cost  was  varied.  For  the  smail  deviation  feedback  the  input  cost.  R.  was  set  equal  to  1.0.  The 
feedback  gain  matrix  corresponding  to  this  cost  arrangement  was  call  Ki  0.  While  for  the  large  deviation 
system  the  input  cost  was  set  at  0.2.  with  the  resulting  gain  matrix  denoted  by  /\0  2. 


A* i.o  =  (  0.141 1  -0.8733  0.2742) 
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/\'o2  =  (  -0.1086  -2.1146  0.5843) 


Hie  logic  for  the  feedback  design  was  that  it  was  desired  that  the  system  s  input  was  freer  in  the  large 
disturbance  case.  This  would  give  a  system  that  would  quickly  slew  to  a  region  close  to  the  desired  state, 
but  as  the  system  approached  that  state  the  slewing  would  slow  down.  This  could  be  avantageous  for  the 
ii  re  raft. 

For  most  of  the  simulations  run.  both  <T\  and  <72  were  set  equal  to  0.1.  The  state  6t  effect  on  the 
nonlinear  feedback  was  eliminated  by  setting  <r3  to  oo.  The  was  done  so  that  errors  in  a  and  q  would  be  the 
driving  force  in  increasing  the  system's  gain  to  speed  up  the  response.  There  were  simulations  that  were  run 
with  <to  =  0.05. 

This  results  of  the  simulations  are  presented  in  Figures  2-8.  Figures  2-5  are  from  simulations  with  the 
inital  state  fr(0)  =  (  0.0  0.2  0.0).  Figure  2  shows  the  unaugmented  dynamics  of  the  F- 15  aircraft  with 

the  stick-fixed.  Figure  3  is  the  time  response  of  the  system  using  the  feedback  matrix,  A\  0-  Figure  4  is 
similar  to  Figure  3  but  using  A'o  2  Figure  5  demonstrates  the  blending  of  the  two  systems  with  nonlinear 
feedback.  Figures  6-8  show  the  response  to  the  LQR  system  using  A'10,  the  nonlinear  feedback  system  with 
sigma?  =0.1  and  ero  =  0.05  to  an  input  doublet  in  the  commanded  pitch  rate  qcom.  This  was  done  by 
setting  id  —  ( 0.0  0.2  0  0 )  from  time  equal  0  to  1  seconds,  then  giving  the  negative  of  £d  for  the  time 
between  1  and  2  seconds. 

It  can  be  seen  from  the  plots  that  the  nonlinear  feedback  exhibits  the  dynamics  of  both  linear  feedback 
gain  matrices.  At  large  errors  the  fast  slew  rate  of  the  A’0  2  system  can  be  seen.  While  for  small  errors, 
the  smoother  response  of  the  A’i  0  system  can  be  seen.  It  must  be  noted  that  in  the  simulations  of  the 
nonlinear  feedback  system,  the  change  in  gain  is  a  smooth  function.  Figure  9  shows  the  function  1  —  r(  ) 
and  corresponding  to  Figure  5.  This  type  of  control  law  exhibits  a  smooth  overall  response  and  could 
advantageous  to  apply  for  certain  applications. 
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FAILED  APPROACHES 


Hie  mot  nod  and  example  detailed  above  was  not  the  most  desired  method  of  implementing  a  nonlinear 
feedback  design  on  a  linear  system,  l’he  main  attempt  was  to  aimed  at  transforming  the  linear  system  with 
nonlinear  t'eeuback  to  a  linear  system.  In  this  ternnique  the  nonlinear  control  system  in  the  f  state  space 
would  be  transformed  into  a  5  state  space.  In  the  f-space  the  system  dynamics,  to  include  feedback,  would 
be  described  by  a  linear  system.  This  does  necessitate  that  the  x-space  to  f-space  transformation  would 
be  a  nonlinear  mapping.  This  mapping  could  be  generated  from  either  the  Lie  Controllability  Algebra  or 
the  Observability  Algebra.  This  would  have  allowed  the  system  with  nonlinear  feedback  to  be  designed, 
which  would  be  compatible  with  the  transformation  technique,  with  stardard  linear  design  methods  in  the 
transformed  space.  The  primary  complication  of  this  method  was  the  need  to  know  the  f-space  to  x-space 
transform,  the  inverse  mapping.  Even  for  relatively  simple  systems  this  inverse  map  could  become  quite 
involved.  MACSYMA  was  required  to  calculate  these  inverse  maps.  These  maps  were  generated  for  a  couple 
of  nonlinear  feedback  functions,  but  the  resulting  f-space  systems  were  r'r '  linear.  This  problem  lead  to 
the  discovery  of  a  misprint  in  the  theorem  pertaining  to  the  transformation^].  While  the  controllability  or 
observability  algebra  had  to  be  of  full  rank,  the  system  was  controllable  or  observable,  higher  orders  of  the 
algebras  components  were  required  to  be  not  only  combinations  of  the  first  n  components  but  the  coefficients 
for  this  must  also  be  constants.  No  nonlinear  feedback  laws  that  were  applied  to  linear  systems  could  be 
found  to  satisfy  this  requirement.  While  at  the  same  time  it  could  not  be  proved  that  there  wpre  no  nonlinear 
feedback  laws  that  could  satisfy  these  requirements.  Considerable  time  was  spent  on  the  method,  as  even 
simple  systems  became  extremely  involved  and  only  a  few  tries  were  made.  Additional  time  was  unavailible 
to  find  if  there  were  any  nonliear  feedback  functions  that  would  satisfy  the  requirements  or  if  none  would. 
This  is  to  be  left  to  later  work. 

CONCLUSIONS 

The  use  of  nonlinear  feedback  in  the  control  of  systems  with  linear  dynamics  does  provide  advantages 
to  the  designer.  The  control  gains  can  be  varied  with  the  as  a  function  of  the  error  signal.  This  allows  for 
enhanced  system  response  to  large  disturbances.  The  system  can  be  shown  to  be  stable.  The  transition 
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between  outer  and  inner  sain  matrices  is  smooth.  The  added  complexity  in  the  design  and  implementation 


i'  minimal. 

It  is  desirable  to  determine  a  more  general  approach  using  modern  nonlinear  control  methods.  As 
mentioned  time  was  unavailible  to  accomplish  this  objective 
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Abstract 

The  main  objective  of  this  research  was  to  investigate  the  feasibility  of 
applying  an  optical  technique  called  fringe  projection  to  quantifying  aircraft 
tire  deformation  and  strains.  Three  different  types  of  tires  in  static  and 
dynamic  conditions,  subjected  to  different  amount  of  tire  deflections,  were 
tested.  The  experimental  results  indicate  that  the  proposed  measuring  system  and 
the  optical  technique  were  capable  of  measuring  tire  deformation  and  strains. 
Some  results  of  data  analyses  are  included  in  this  report.  It  was  found  that  the 
key  to  more  accurate  three  dimensional  geometry  determination  is  to  keep  track 
of  the  geometric  change  of  the  reference  point  on  a  tire  when  subjected  to 
loading.  Finally,  the  conclusions  for  this  work  are  made,  and  the  future  work 
is  recommended. 
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OPTICAL  TECHNIQUE  FOR  MEASURING  TIRE  DEFORMATION  AND  STRAINS 

Paul  P.  Lin 


intgotittsSlon 

In  non-contact  measurement,  several  optical  techniques  are  available, 
laser  ranging  can  yield  a  dense  set  of  depth  values  with  which  surface  structure 
can  be  obtained  through  surface  fitting  or  approximation  (Vemuri  and  Aggarwal, 
1984).  This  technique,  however,  is  usually  slow  and  expensive.  Stereo  vision 
utilizes  the  disparity  between  the  projected  positions  of  a  point  in  two  images 
to  infer  the  depth  of  this  point  (Marr  and  Poggio,  1976).  But,  the 
correspondence  between  points  in  the  stereo  images  is  difficult  to  establish,  and 
the  computation  is  sensitive  to  errors  introduced  in  digitization  and  camera 
calibration.  The  well  known  Projection  Moire  technique  uses  a  white  light  or 
laser  light  source  and  two  gratings  of  the  same  pitch  (one  in  front  of  light  and 
the  other  one  in  front  of  camera)  to  generate  Moire  interference  patterns.  The 
image  is  recorded  in  a  single  CCD  camera,  in  lieu  of  two  cameras  used  in  stereo 
vision.  Another  very  similar  technique.  Shadow  Moire,  uses  only  one  grating  near 
the  object  to  generate  the  Moire  patterns.  The  Moire  contours  thus  obtained, 
however,  do  not  make  a  difference  between  peaks  and  pits  unless  prior  information 
or  additional  algorithms  are  applied.  Furthermore,  this  technique  is  very 
sensitive  to  vibration  due  to  the  necessity  of  superimposing  two  images.  The 
most  accurate  optical  technique  available  today  is  phase-shifting  interferometry. 
It  takes  time  to  make  three  or  four  consecutive  phase  shifts  to  form 
interferograms,  and  therefore  cannot  be  used  for  measurement  of  dynamic  motion. 
This  technique,  by  nature  is  also  very  sensitive  to  vibration.  The  proposed 
fringe  projection  technique  (Lin  and  Parvin,  1990;  Lin,  et.  al.,1991)  uses  a 
single  light  source  and  only  one  grating  in  front  of  light  projector  to  generate 
optical  fringes.  No  image  superposition  is  required.  In  comparison  with  the 
Moire  or  phase-shifting  technique,  the  fringe  projection  technique  is  less 
sensitive  to  vibration  and  much  more  computationally  efficient. 

In  this  report,  the  measuring  system  and  methodology  are  described,  and  the 
results  of  preliminary  data  analyses  are  discussed.  The  limitation  of  the 


measuring  system  is  addressed,  and  tha  recommendations  for  improving  tha 
maasuramant  accuracy  of  this  systam  ara  included. 


Mat hodo loov 

Tha  measuring  systam  consists  of 

(1)  Optical  equipment:  White  light  projector,  grating,  optical  rails,  laser  diode 
and  CCD  camera,  ate. 

(2)  Imaging  equipment:  Frame  grabber  and  image  data  acquisition  software. 

(3)  Recording  equipment:  High  resolution  super  VHS  video  recorder  (VCR). 

(4)  Computing  equipment:  486-based  66  MHZ  micro-computer  and  High  resolution  RGB 
monitor. 

The  light  produced  by  tha  white  light  projector  passes  through  the  grating 
of  two  directional  grid  and  illuminate  the  tire  surface  (see  Figure  1).  The 
image  captured  by  the  CCD  camera  is  recorded  in  a  super  VHS  video  recorder,  and 
then  sent  to  the  framm  grabber  where  the  image  data  are  digitized  and  processed. 
Tha  digital  image  is  then  displayed  in  a  high  resolution  RGB  monitor.  The  frame 
grabber  and  CCD  camera  both  have  the  same  resolution  of  512  by  480  pixels. 
Although  the  highest  shutter  speed  available  from  the  CCD  camera  is  100  micro 
seconds,  a  lower  speed  at  250  micro-seconds  was  used  in  order  for  the  camera  to 
receive  sufficient  light.  The  camera  frame  rate  is  1/30  seconds,  so  are  the  VCR 
and  frame  grabber. 

The  principle  of  this  optical  measurement  1b  based  on  the  curvature  changes 
of  fringe  centers  and  the  spacing  between  them,  which  in  turn,  translates  into 
the  change  of  surface  height.  It  is  necessary  to  specify  the  location  of  the 
reference  point  on  the  tire,  and  a  reference  plane  (xy  plane)  passing  through 
this  point  and  perpendicular  to  the  viewing  direction.  It  is  worthwhile  to  note 
that  when  a  tire  is  loaded,  not  only  the  location  (x  and  y  components)  of  the 
reference  point  changes,  the  height  (z  component)  of  the  point  changes  as  well. 
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The  acquired  images  were  filtered  and  analyzed  with  and  without  the  use  of 
prating.  Without  grating,  some  points  of  interest  in  the  tire  were  marked  with 
~arte  dots.  The  displacements  ot  these  points  were  traced  when  the  tire  was 
subjected  to  different  loads.  These  displacements,  however,  are  limited  tc 
what  the  camera  actually  sees  in  two  dimensions.  With  grating,  two  directional 
optical  fringes  were  generated,  and  the  fringe  centers  were  accurately  detected. 
In  the  follow-up  project,  the  image  containing  many  fringe  centers  will  be 
scanned  from  top  to  bottom  and  left  to  right  (see  Figure  2).  Finally,  the  in- 
house  developed  computing  algorithm  will  be  applied  to  determining  the  three 
dimensional  geometry  of  tire  deformation.  In  addition,  strains  can  be  calculated 
by  detecting  the  length  changes  of  certain  line  segments. 


Fig.  2  Image  Data  Scanning  Process 
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Ifulf  and  Discussion 

Several  NMki  war*  *p*nt  in  conducting  t**t*  on  thr**  different  aircraft 
tir**<  F-lll,  F-16  and  KC-135.  Du*  to  tim*  constraint,  only  th*  results  of  two 
dimensional  tire  d* format ion  analysas  ar*  r*port*d.  Th*  d*tail*d  thr** 
dimansional  daformation  and  strains  will  b*  analyzed  lat*r.  Th*  results  for  th* 
thr**  different  tir*s  ar*  summarizad  as  follows) 

(1)  F-lll  Tire: 

Th*  displac*m*nts  subjected  to  diff*r*nt  loading  conditions  ar* 
summarizad  in  TABLE  I.  With  flat  plat*,  th*  displacements  ar*  generally  at  least 
30%  mor*  than  those  with  flywheel.  It  is  interesting  to  not*  that  there  is  no 
substantial  difference  in  terms  of  displacement  between  "rated  pressure, 
corrected  load"  and  "corrected  pressure,  rated  load". 

(2)  F-16  Tire: 

Th*  displacements  subjected  to  different  loading  conditions  are  summarized 
in  TABLE  II  and  TABLE  III.  Although  this  tir*  is  much  smaller  than  F-lll  tire 
(about  half  of  F-lll),  the  directions  of  displacements  when  subjected  to  an 
applied  load  exhibit  about  the  same  pattern  as  the  F-lll  tire.  However,  th* 
displacement  magnitudes  are  considerably  smaller  (about  from  50  to  100%  smaller 
than  those  of  F-lll  tire) .  This  can  be  understood  that  a  small  tire  is  very  much 
confined  by  th*  tire's  wheel,  and  thus  there  is  not  much  room  for  the  tir*  to 
deform  in  th*  tire  surface  plane.  There  is  a  possibility  that  a  small  tir*  might 
exhibit  a  relatively  large  out-of-plane  deformation.  It  is  true  that  the 
magnitude  of  deformation  has  to  do  with  the  tir*  structure  as  well. 

(3)  KC-135  Tire: 

Figure  3  shows  the  digitized  image  of  KC-135  tire  with  white  dots  marked 
for  the  purpose  of  tracing  the  displacements  of  the  points  of  interest.  Figures 
4-6  show  the  same  tire  with  the  projected  gird  pattern  subjected  to  loading.  In 
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addition  to  tracing  tha  displacements  of  soma  points  aa  dona  for  P-111  and  P-16, 
tha  displacaaanta  of  points  along  0°,  30°,  60s,  90s,  120s,  150*  and  180s  linaa 
wars  also  undar  study  (saa  Pigurs  7).  it  was  to  invastigata  how  much  tha 
displacamanta  of  points  at  diffarant  angular  positions  isnge  as  a  tiro  rotatas. 
Soma  intoresting  results  ara  shown  in  TABLE  IV  and  TAiiLE  V.  It  was  found  that 
tha  highast  magnitude  of  displacaaant  always  «.  curs  along  tha  30s  lino. 
Furthermore,  with  flat  plats  tha  displacamant  maqr  .tudas  ara  generally  30  to  50 
«  mors  in  the  region  of  ±90°  whan  compared  to  th.se  with  flywheel.  Beyond  the 
region  tha  difference  of  displacement  magnitude  between  flat  plate  and  flywheel 
becomes  much  lass  notic&aola. 
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TABLE  1 


F  -  111  TIRE  with  FLAT  PLATE 
(  static  load  ) 


(A)  10  T  deflection 


(B)  30  %  deflection 
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c  •  ■  a  -  b 


a  -  1.1c  k  a  >  b 


F  -  111  TIRE  with  FLYWHEEL 
(  static  load  ) 


(A)  10  ,rl  deflection 

:  Rated  pressure,  corrected  load 


a  c*  b  —  c 
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:  Rated  pressure,  corrected  load 
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KC-135  Tire 
Fj at  plate 
Deflection: 
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Fig.  4 
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TABLE  IV 

5)0,  (1 


Let  a,  b,  c,  d,  e,  f,  and  g  represent  the  magnitudes  of  two 
dimensional  displacements  along  0,  30 ,  60,  90,  120,  150  and  180 
degrees,  respectively.  Note  that  the  displacements  should  be 
symmetric  about  the  horizontal  line  (i.e.  0  degree  line). 

(1)  10%  Deflection:  b>c>a>d«e»f«g 

(about  the  same  displacement  between  90°  and  180°) . 

(1)  20%  Deflection:  b>c>a>d>e«f*g 

(about  the  same  displacement  between  120°  and  180°). 

(1)  30%  Deflection:  b>c>a>d>e>f»g 

(about  the  same  displacement  between  150°  and  180°) . 

(1)  40%  Deflection:  b>c>a>d>e>f>g 

(about  the  same  displacement  along  180°  only) . 

NOTE:  Substantial  vertical  component  of  displacement  exists  along 
30°  and  60°  lines,  and  there  is  no  noticeable  vertical 
component  of  displacement  elsewhere. 
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TABLE  V 


90.  (I 


Let  a,  b,  c,  d,  e,  f,  and  g  represent  the  magnitudes  of  two 
dimensional  displacement  along  0,  30,  60,  90,  120,  150  and  180 
degrees,  respectively.  Note  that  the  displacements  should  be 
symmetric  about  the  horizontal  line  (i.e.  0°  line). 

(1)  10%  Deflection:  b>a>c*d»e«f»g 

(about  the  same  displacement  between  60°  and  180°) . 

(1)  20%  Deflection:  b>a>c>d«e«f»g 

(about  the  same  displacement  between  90°  and  180°) . 

(1)  30%  Deflection:  b>a>c>d>e«f»g 

(about  the  same  displacement  between  120°  and  180°). 

(1)  40%  Deflection:  b>a>c>d>e>f»g 

(about  the  same  displacement  between  150°  and  180°). 

NOTE:  Substantial  vertical  component  of  displacement  exists  alone 
30°  line  only;  and  there  is  no  noticeable  vertical  component 
of  displacement  elsewhere. 
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ganslMlana 


This  study  shows  thst  it  is  feasible  to  use  the  proposed  measuring  system 

to  measure  the  three  dimensional  tire  deformation  and  strains.  The  fringe 

projection  optical  technique  worked  very  well  for  quantifying  tire  deformation. 

Some  conclusions  can  be  drawn  as  follows: 

(1)  The  magnitude  of  deformation  subjected  to  the  same  loading  varies  from  one 
tire  to  another. 

(2)  Depending  upon  the  location,  the  magnitude  of  deformation  varies  within  the 
same  tire. 

(3)  For  the  same  tire,  there  is  almost  no  difference  between  "rated 
pressure,  corrected  load"  and  "corrected  pressure,  rated  load".  However, 
there  is  a  substantial  difference  between  using  a  flat  plate  and  a  flywheel. 
In  general,  the  displacement  magnitudes  with  a  flat  plate  are  much  larger 
than  those  with  a  flywheel.  Thus,  when  we  use  a  flywheel  to  spin  a  tire  and 
to  test  the  tire  deformation,  the  magnitude  of  measured  displacements  should 
be  magnified. 

(4)  Although  the  measuring  system  is  not  fast  enough  to  trace  the  movement  of 
some  points  at  certain  angular  positions  in  a  rotating  tire,  it  is  capable 
of  quantifying  the  dynamic  change  of  three  dimensional  tire  deformation  at 
soma  arbitrary  angular  position.  To  monitor  the  geometric  change  at  the  same 
angular  position  per  revolution,  a  motion  synchronization  device  is  needed. 


Recommendations  for  Future  Work 

In  order  for  the  measuring  system  to  perform  better,  it  is  recommended  that 
two  additional  pieces  of  equipment  be  added  in  the  future  tests.  They  are 
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(1)  Fiber-optic  displacement  sensor:  This  sensor  will  provide  an  accurate 


atection  of  the  reference  point's  height  change. 

(2)  Synchronistic  /ice:  With  this  device,  the  wobbling  effect  can  be 

eliminated,  s.  an  image  is  taken  only  when  points  of  interest  in  a 

rotating  tire  is  at  the  same  angular  position. 

Future  work  includes  the  determination  of  three  dimensional  tire 
deformation  and  strains,  and  tests  for  measuring  the  tire  deformation  subjected 
to  braking  and  various  yaw  directions. 
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Abstract 

A  large  rule-based  expert  system  having  ')  rules,  each  involving  O(10l) 
out  of  O(105)  possible  Boolean  conditions,  can  require  a  significant  amount  of 
processing  time  to  evaluate.  This  time  can  be  reduced  if  all  rules  have  a  single 
consequent  and  have  antecedents  which  contain  only  conjunctions  of  the  Boolean 
conditions  or  their  complements.  If  the  consequents  do  not  insert  new  facts  into 
the  rule-base,  then  parallel  processing  can  be  used  with  even  greater  efficiency. 
Fast  processing  is  necessary  if  real-time  execution  constraints  are  imposed,  such 
as  those  associated  with  civilian  and  military  aircraft  cockpits  during  flight 
operations.  This  paper  presents  efficient  data  structures  and  algorithms  to 
process  that  type  of  rule-base. 
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EXPERT  SYSTEM  RULE-BASE  EVALUATION 
USING  REAL-TIME  PARALLEL  PROCESSING 


James  L.  Noyes 


INTRODUCTION 

The  value  of  a  rule-based  expert  system  (ES)  to  help  solve  a  variety  of 
diagnostic  and  advisory  needs  has  been  well-demonstrated  over  the  last  two 
decades  [2].  Sometimes,  a  large  number,  say  0(10’),  of  the  ES  rules  must  be 
continuously  checked  in  real-time  (e.g.,  every  0(10**)  seconds)  due  to  stringent 
requirements  imposed  by  the  problem.  In  addition,  while  each  rule  may  use  only 
0( 10l )  conditions,  there  may  be  a  very  large  number  of  possible  conditions,  say 
0( 10s) ,  for  the  entire  rule-base  that  must  be  checked  during  each  time-step. 
Because  of  these  timing  demands,  parallel  processing  may  be  deemed  necessary. 
Parallel  processing  has  become  increasingly  important  in  order  to  accelerate  a 
variety  of  computations  [2,8].  This  paper  discusses  research  connected  to  the 
development  of  a  data  structure  and  an  algorithm  to  evaluate  this  type  of  rule- 
base  and  the  estimation  of  the  processor  speeds  necessary  to  evaluate  these  rules 
within  the  required  time.  The  particular  application  for  this  real-time  ES  is 
a  rule-base  to  aid  the  pilot  of  modem  fighter  or  transport  aircraft  and  the 
remainder  of  the  paper  will  address  this  application.  However,  the  results  of 
the  research  presented  here  could  be  used  in  other  applications  as  well. 

EXPERT  SYSTEM  FORMULATION 

This  ES  rule-base  formulation  depends  upon  a  state  vector,  a  criteria  vector, 
a  response  (action)  vector,  and  a  set  of  rules. 

The  aircraft  state  vector  s  consists  of  continuous  and  discrete  components 
(state  variables)  completely  describing  the  state  of  the  aircraft  at  a  given 
time-step  tk,  of  magnitude  O(10'1)  seconds.  These  values  are  determined  by  a 
collection  of  on-board  sensors  and  there  may  be  O(10J)  of  these.  For  example, 
state  variable  3tI  might  represent  the  number  of  gallons  of  fuel  currently  in  the 
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fuel  tank.  The  aircraft  criteria  vector  c  is  a  vector  of  m  Boolean  (True  or 
False)  variables.  Each  of  these  variables  is  based  upon  a  value  of  one  or  more 
of  the  variables  in  the  state  vector.  For  example,  criterion  c3J  might  represent 
the  relationship  between  the  current  amount  of  fuel  and  a  minimum  fuel  reserve 
(e.g.,  Cjj  =  [sl2  >_  f„])  and  c3J  is  True  as  long  as  there  is  enough  fuel  in 
reserve. 

A  set  of  n  rules ,  of  order  O(103),  defines  the  on-board  expert  system  that 
will  advise  the  pilot  and,  with  the  pilot's  consent,  act  on  his  or  her  behalf. 
Each  ES  rule  can  be  formulated  in  terms  of  a  conjunction  of  simple  Boolean 
conditions  which  lead  to  a  single  action.  If  all  of  a  given  rule's  conditions 
are  true  (based  upon  the  elements  of  the  corresponding  criteria  vector),  an 
action  will  result.  This  action  could  either  be  an  activity  that  is 
automatically  performed  for  the  pilot  or  it  could  be  a  recommendation  to  the 
pilot.  All  of  these  actions  define  an  action  vector  a  of  size  n.  Each  rule  is 
expected  to  involve  only  a  relatively  small  number  of  m  possible  conditions.  For 
this  paper,  m  is  of  order  0(10*).  For  example,  each  rule  may  have  up  to  10 
conditions.  The  rule-base  i3  built  off-line,  and  not  modified  during  the  search 
process.  For  example,  a  typical  rule  might  look  like  this  ("-"  means  "NOT"): 

Rule  Rl23:  actionl2  <==  cx  &  ~c5  &  c,  &  cls  &  ~c47  &  ~c„ 

This  rule  is  interpreted  as  stating  that  actionl2  will  be  taken  if  c2,  c,,  and  clt 
are  all  true  while  c5,  c47,  and  c„  are  all  false. 

In  a  typical  ES,  the  inference  engine  performs  three  standard  operations:  the 
match  operation  matches  the  criteria  against  the  rules  to  see  which  could  fire, 
the  resolve  operation  chooses  which  of  these  rules  will  fire,  and  the  execute 
operation  actually  fires  these  rules  and  updates  working  memory.  For  the  given 
problem,  these  operations  can  be  simplified  into  a  simple  match-fire  operation 
with  no  resolution  operation  nor  updates . 
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While  it  is  assumed  that  no  action  alters  the  criteria  vector  c  in  any  way 
at  any  time-step  tk,  it  is  possible  that  different  rules  can  have  the  same 
action.  Hence,  by  expressing  each  rule  only  in  terms  of  simple  AND  and  NOT 
logic,  its  evaluation  can  be  done  very  efficiently  and  independently.  (Note  that 
OR  constructs  are  equivalent  to  multiple  rules  which  specify  the  same  action.) 


DATA  STRUCTURE  AND  ALGORITHM  DEVELOPMENT 

The  data  structure  and  algorithms  developed  to  evaluate  this  ES,  are  designed 
to  be  used  by  a  single  fast  processor  or  by  parallel  processors  which  can  have 
a  correspondingly  slower  clock-speed.  This  data  structure  utilizes  the  notion 
of  a  blackboard  which  contains  the  state  and  criteria  vectors  described  above. 
In  addition,  three  other  vectors,  the  action,  query,  and  index  vectors  completely 
define  the  rule-base.  Unlike  the  s  and  c  vectors,  these  three  vectors  are  not 
updated,  and  can  reside  either  in  the  blackboard  or  some  other  data  storage  area. 

In  general,  a  blackboard  is  a  global  and  dynamic  data  base  for  the 
communication  of  independent  asynchronous  knowledge  sources  for  related  aspects 
of  a  given  problem.  The  aircraft  system  blackboard  will  contain  the  state  vector 
s  and  criteria  vector  c.  These  vectors  will  be  updated  by  an  independent  on¬ 
board  computer  (not  involved  in  the  rule  search)  at  each  time-step.  Each  update 
of  the  vector  c  will  immediately  initiate  a  new  rule  search,  so  the  rule  search 
must  be  complete  for  the  criteria  vector  at  time-step  tk  before  the  criteria 
vector  is  updated  at  time-step  tk+l.  Hence,  this  blackboard  must  also  be 
accessible  by  the  computer  that  executes  the  rule  processing  algorithm.  Criteria 
vector  updates  are  discussed  in  [5,6]. 

While  it  is  possible  that  a  fast  single  processor  computer  could  be  used  on 
the  aircraft,  the  most  likely  hardware  configuration  for  the  rule  processing 
algorithm  will  involve  eight  (8)  parallel  processors.  Transputers  are  expected 
to  be  used.  One  of  these  eight  processors  will  serve  as  the  combined  master  and 
I/O  processor,  and  will  have  one  of  its  four  serial  I/O  ports  connected  to  the 
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common  data  bus  on  the  aircraft.  This  processor  will  accept  the  criteria  vector 
and  possible  pilot  input  and  provide  the  ult-  .te  rule  search  output.  The 
remaining  seven  (7)  processors  may  use  each  of  their  four  I/O  ports  to  connect 
to  any  other  processor.  A  pre-set  architecture  will  be  employed. 

Both  algorithms  presented  in  this  paper  should  be  considered  as  prototypes 
and  have  been  implemented  in  Pascal.  If  a  particular  algorithm  is  sufficiently 
successful,  it  will  be  eventually  be  implemented  in  Ada.  This  will  permit  a 
ready  transition  to  operational  aircraft.  Mil-std  versions  of  transputers  exist. 
Together,  transputers  programmed  in  Ada  represent  a  mature  and  installable 
parallel  processing  capability  that  takes  advantage  of  modern  processor 
architectures . 

Method- 1 

The  simplest  method  for  this  ES  evaluation  is  based  upon  assuming  prioritized 
if-then  action  rules.  This  is  equivalent  to  a  priority-oriented  backward 
chaining  method.  This  is  the  obvious  choice  when  n  «  m  and  no  other  assumptions 
are  made  about  available  data.  (Note  that  if  these  rules  were  not  prioritized, 
then  this  first  algorithm  could  be  viewed  as  a  forward  chaining  algorithm. ) 
Because  no  OR-logic  is  present  in  a  given  rule,  the  current  rule-processor  should 
stop  with  the  first  False  for  c*  (or  first  True  for  -cj  .  If  these  rules  were 
ranked  and  evaluated  from  highest  to  lowest  priority,  then  rhe  first  action 
produced  (if  any)  would  be  the  most  important  from  the  pilot's  point  of  view. 
If  required,  different  levels  of  parallelism  could  be  employed  during  this 
evaluation  process.  If  the  processing  time  is  not  fast  enough,  then  rules  having 
the  same  priority  could  be  grouped  according  to  their  number  of  criteria  xn  order 
to  equalize  the  work  among  the  parallel  processors  [7].  A  simple  example  of  a 
rule-base  with  four  rules  is: 

Rule  Rxs  action!  <==  Ci  &  c,  &  -c4  S,  c,0  &  -c„  &  c„  (Highest  Priority) 

Rule  R2:  action!  <==  c2  &  c4  &  c22  &  ~c„ 

Rule  R,:  action,  <==  c5  &  c„ 

Rule  R4:  action,  <==  c,  &  c50  (Lowest  Priority) 
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These  could  be  represented  efficiently  by  using  three  vectors:  the  previously 
discussed  action  vector  a,  a  query  vector  q,  identifying  which  criteria  have  to 
be  checked,  and  an  index  vector  End,  that  delimits  the  criteria  that  appear  in 
each  of  the  rules.  For  the  above  rule-base,  consider: 


Rule 

1 : 

*1  =  If 

Start, 

qi  =  1,  q2  =  3,  q, 
=  1;  End,  =  6 

=  -4, 

q4  =  40,  q,  =  -98,  q4  *  99,  so 

Rule 

2: 

a2  =  1; 
Start2 

q  =  2,  q,  =  4,  q, 
=  7;  End,  =  10 

=  22, 

q10  =  -85,  so 

Rule 

3: 

a3  =  2; 

Start, 

qu  =  5,  q,2  =  99, 

=  11;  End,  =  12 

so 

Rule 

4  : 

a4  =  3; 
Start4 

qu  =  1/  q!«  =  50, 

=  13;  End4  =  14 

so 

Here  q  employs  positive  integers  to  indicate  the  indices  of  the  criteria  used  in 
the  rules  and  negative  integers  for  the  indices  of  the  criteria  complements  (NOT- 
conditions).  From  the  previous  example,  one  has  the  14-element  query  vector: 


q:  I  11  3  1  -4  I  40  1-98  1  99  1  2 1  4 1  22  1-85!  5 1  99 1  1 1  50 1 

This  allows  for  direct  and  very  fast  access  to  the  c  vector  stored  on  the 
blackboard  (only  one  internal  integer  multiplication  and  addition  are  needed  to 
compute  any  cell  address).  If  multiprocessors  are  used,  this  Boolean  criteria 
vector  c  can  be  accessed  from  the  blackboard  by  all  of  these  parallel  processors. 
If  multicomputers  are  used,  c  would  be  communicated  to  the  local  memory  of  each 
processor  and  this  communication  time  will  need  to  be  considered  [1].  Each 
processor  also  must  use  components  from  the  query  vector  q.  Note  the 
relationship  Starts  =  Endj  +  1  with  Start,  =  1,  so  only  the  End  unsigned  integer 
index  vector  is  actually  needed  by  the  algorithm.  In  this  example,  one  has: 

End:  I  6 1  10 1  12 1  IT  I  which  implies  Start:  I  1  I  ~7 1  111  IT  I 

This  method  yields  Alqorithm-1 .  presented  next,  which  is  a  relatively  simple  and 
straightforward  algorithm  that  can  utilize  these  data  structures. 
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Forall  i  :=  1  to  n  do  in  parallel 
begin 

if  i  ■  1 

then  j  :=  1 

else  j  :=  Endi.l  +  1; 

Fired  :=  TRUE; 
while  j  <_  Endi  and  Fired  do 
begin 

k  :=  q^- 

if  k  >  0  and  not  ck  then 
Fired  : =  FALSE 
else  if  k  <  0  and  c_k  then 
Fired  :=  FALSE; 

j  :=  j  +  1 

end; 

if  Fired  then  perform  action  a, 

end 


In  Algorithm-1,  the  Forall  statement  creates  up  to  n  parallel  processes.  If 
p  is  the  number  of  parallel  processors  and  p  >_  n,  then  this  loop  completes  as 
soon  as  the  slowest  of  these  processes  has  finished  execution.  Here  the  total 
parallel  processing  time  at  a  given  time-step  is  the  maximum  of  these  times.  If 
p  <  n,  then  the  next  available  processor  would  evaluate  the  next  unprocessed 
rule,  hence  the  total  parallel  processing  time  at  a  given  time-step  is  then  the 
maximum  of  all  of  the  sums  of  the  individual  processor  times.  Notice  that  this 
reduces  to  a  normal  sequential  processing  algorithm  when  p  =  1 . 


For  example,  if  p  >  4  and  it  takes  an  estimated  average  of  50  microseconds 
to  check  each  condition  in  the  previous  4-rule  situation,  then  4  copies  of  the 
loop  body  will  be  created  on  4  different  processors,  each  with  its  own  value  of 
the  loop  control  i-variable.  These  will  execute  in  parallel  with  respective 
times  of  300,  200,  100,  100  microseconds,  at  most  (as  soon  as  a  FALSE  is 
determined,  the  process  stops  for  the  current  rule).  This  would  then  take  at 
most  300  microseconds  in  parallel  versus  at  most  700  microseconds  if  done 
sequentially,  giving  a  speedup  of  7/3  or  approximately  2.3.  Here  the  action 
performance  time  (e.g.,  displaying  an  information  screen)  was  not  considered,  nor 
was  processor-assignment  overhead  or  communication  time.  Of  course,  any  of  these 
three  times  can  have  a  significant  effect  on  this  ES  evaluation  process. 
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Method-2 

The  previous  method  does  not  take  advantage  of  searching  in  any  informed  way 
whenever  a  state  variable  (and  hence  a  criterion)  changes,  because  the  indexing 
is  in  the  opposite  direction  from  rule  to  criterion.  A  second,  combined  forward- 
backward  chaining  method,  could  be  used  to  check  only  the  rules  whose  criteria 
values  have  changed  since  the  last  evaluation  of  the  rule-base.  To  do  this,  one 
could  also  index  in  the  opposite  direction,  checking  only  the  rules  having  newly 
changed  (currently  "active")  criteria.  The  forward  phase  identifies  the  changed 
criteria  and  rules  that  use  these  criteria.  The  backward  phase  is  the  same  as 
before  with  presumably  fewer  rules  to  process.  For  example,  using  the  same  four 
rules  as  before,  one  could  have  something  like: 

Criterion  c2:  NeedToCheckl  =  False;  First r  =  1;  Last!  =  2;  r3  =  1,  r2  =  4 

Criterion  c2:  NeedToCheckj  =  True;  First2  =  3;  Last2  =  3;  r3  =  2 

Criterion  c3:  NeedToCheckj  =  False;  First 3  =  4;  Last3  =  4;  r,  =  1 

Criterion  c4:  NeedToCheck4  =  True;  First4  =  5;  Last,  =  6;  r5  =  1,  r6  =  2 

Criterion  cs:  NeedToCheck,  =  False;  First,  =  7;  Last,  =  7;  r7  =  4 

Criterion  c6:  NeedToCheck,  =  True;  First,  =  0;  Last,  =  0;  not  in  any  rule 

Criterion  c„:  NeedToCheck,,  =  False;  First,*  =  13;  Last,,  =  14;  rl3  =  1,  rl4  =  3 

Assuming  criteria  c2,  c4,  and  c,  were  the  only  ones  that  changed  (their 
NeedToCheck  components  would  be  set  to  True  in  the  blackboard),  the  above  would 
cause  Rule2,  Rule!,  and  Rule2  to  be  consolidated  into  the  set  {  Rulelf  Rule2  }  with 
the  components  NeedToCheckj,  NeedToCheck,,  and  NeedToCheck,  being  reset  back  to 
False.  The  efficiency  of  this  method  is  related  to  the  number  of  active 
(recently  changed)  criteria  at  any  time-step.  The  number  of  criteria  that  change 
at  any  time-step  is  highly  dependent  upon  the  application.  The  fewer  the 
criteria  that  change,  the  faster  this  method  will  be,  but  this  method  is  more 
complex  and  requires  both  more  data  and  storage  than  the  previous  method. 

Each  change  in  the  state  vector  s  at  time-step  tk  can  cause  the  status  of  the 
Boolean  criteria  vector  c  (and  its  corresponding  NeedToCheck  vector)  to  change. 
Each  criteria  vector  change,  in  turn,  causes  a  set  (or  prioritized  list)  of  rule 
numbers  to  be  defined.  Each  rule  in  the  set  would  contain  at  least  one  of  the 
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changed  criteria  and  only  the  rules  in  this  set  need  to  be  checked  to  see  if  all 
conditions  hold.  Once  these  rules  have  been  identified,  the  actual  criteria 
checking  itself  is  done  in  the  same  manner  as  in  Algorithm-1. 


DEALING  WITH  UNCERTAINTY 

In  practice,  one  or  more  sensor  failures  may  lead  to  undetermined  (uncertain) 
components  of  the  state  vector  s,  which  may  lead  to  one  or  more  unknown 
components  of  the  criteria  vector  c.  For  any  given  rule,  one  of  three  situations 
must  hold  at  time-step  tk:  (1)  all  its  criteria  are  known,  (2)  there  are  unknown 
criteria,  but  at  least  one  of  the  known  criteria  fails  to  be  satisfied,  (3)  all 
of  the  known  criteria  are  satisfied,  but  there  are  still  unknown  criteria.  The 
first  two  situations  are  easily  addressed,  since  it  can  be  exactly  determined  if 
the  rule  will  fire  or  not  (in  the  second  case  it  will  not  fire).  In  the  third 
situation,  the  values  of  the  unknown  criteria  determine  whether  the  rule  will 
fire  or  not.  Because  of  the  possible  interdependence  of  criteria,  it  is  very 
difficult  to  determine  any  type  of  formal  probability  measure  associated  with  the 
firing  of  this  rule  since  multi-variable  conditional  probabilities  are  involved. 
However,  it  is  possible  to  report  a  possible  action  by  simply  keeping  count  of 
the  number  of  criteria  that  are  unknown  for  the  given  rule.  This  requires  that 
each  component  of  the  criteria  vector  c  have  one  of  three  conditions  (True, 
False,  Unknown),  instead  of  just  True  or  False  as  used  in  Algorithm-1. 

The  algorithm  to  do  this  is  a  variation  of  Algorithm-1,  but  is  slightly  more 
complex  and  takes  more  processing  time.  This  is  because  an  additional  IF-test 
is  needed  and  two  additional  counting  operations  are  necessary  for  the  reporting 
when  one  or  more  of  the  necessary  c  values  are  unknown.  The  reporting  of  the 
Ucount/Ncrit  ratio  is  intended  to  give  the  pilot  some  measure  of  exactly  how  many 
unknown  criteria  (Ucount)  exist  relative  to  the  total  number  of  criteria  (Ncrit) 
that  are  used  in  the  given  rule.  For  example,  if  there  are  ten  criteria  in  the 
rule  and  a  possible  action  is  reported  with  a  ratio  of  1/10,  then  the  pilot  might 
place  more  confidence  in  it  than  if  a  ratio  of  7/10  was  presented. 
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The  algorithm  designed  to  deal  with  this  uncertainty  is  presented  below  as 


Alqorithm-lu: 


Forall  i  :=  1  to  n  do  in  parallel 
begin 

if  i  =  1 

then  j  :=  1 

else  j  :=  End^  +  1; 

Fired  : =  TRUE ; 

Ncrit  : =  0 ; 

Ucount  : =  0 ; 

while  j  <  End*  and  Fired  do 
begin 

k  :=  qjf- 

if  C|k|  is  Unknown  then 
Ucount  :=  Ucount  +  1 
else  if  k  >  0  and  ck  is  False  then 
Fired  : =  FALSE 

else  if  k  <  0  and  c_k  is  True  then 
Fired  :=  FALSE; 
j  :=  j  +  1; 

Ncrit  :=  Ncrit  +  1 
end; 

if  Fired  then 
if  Ucount  =  0 

then  perform  action  Sj 

else  report  possible  a.  with  Ucount/Ncrit  ratio 

end 


This  algorithm  could  also  be  modified  to  report  exactly  which  unknown 
criteria  caused  the  problem.  When  considered  in  the  total  application  context, 
it  may  also  be  useful  to  report  the  failed  sensors  that  caused  the  unknown 
criteria. 


SIMULATION  GUIDELINES  AND  RESULTS 

The  software  and  hardware  realization  associated  with  the  rule  processing 
algorithm  will  depend  upon  the  amount  and  frequency  of  the  available  data  and  the 
real-time  constraints  for  the  solution.  To  see  if  an  algorithm  is  acceptable, 
it  could  be  implemented  within  a  specially  written  Turbo  Pascal  simulation 
program  such  as  PASIM  (Pilot's  Associate  Simulator).  This  simulator  can  be  used 
to  test  Algorithm-1  and  estimate  both  the  sequential  and  parallel  processing 
speeds.  Because  of  the  interest  in  handling  uncertainty,  the  PARSIM  program  was 
developed  to  test  Algorithm-lu.  PARSIM  can  be  thought  of  as  an  extension  of 


PASIM  that  also  allows  the  user  to  incorporate  an  uncertainty  percentage  that 
will  also  simulate  sensor  failures  throughout  the  flight.  In  this  section, 
sample  simulation  results  are  given  for  both  of  these  algorithms.  However,  most 
of  the  emphasis  is  placed  upon  Algorithm-lu  as  implemented  by  the  PARSIM  program. 

The  current  PARSIM  program  parameters  include:  (1)  a  maximum  of  10,000  rules 
that  are  assumed  to  be  in  priority  order,  (2)  a  maximum  of  10,000  different 
actions  (during  a  given  time-step,  actions  can  be  listed  for  all  the  rules  that 
are  fired),  (3)  a  maximum  of  32,760  different  criteria  can  be  used  altogether 
(this  is  the  largest  single  block  of  data  allowed  in  Turbo  Pascal  and  32,767  is 
the  largest  positive  integer),  (4)  a  maximum  of  8  transputer  processors  can  be 
used  (one  of  these  used  strictly  for  I/O).  The  use  of  dynamic  (array)  variables 
in  the  program  was  ultimately  necessary  to  allow  the  sizes  achieved  above. 

In  order  to  perform  an  effective  simulation,  one  needs  to  know  the  processor 
speed  in:  (1)  evaluating  a  single  Boolean  condition  ct,  and  (2)  performing  any 
recommended  action  produced  by  a  rule.  The  Inmos  transputers  to  be  simulated  are 
T800-20  32-bit  models  with  math  coprocessors.  These  transputers  have  a  clock- 
speed  of  20  MHz  and  up  to  4  megabytes  of  memory.  The  transputer  rule  processing 
speeds  are  unknown,  but  the  more  critical  condition  evaluation  speed  can  be 
estimated  or  bounded  by  empirically  timing  this  evaluation  on  the  processors 
below  (all  including  math  coprocessors).  Here  are  the  approximate  averages  of 
the  measured  processing  speeds  required  to  evaluate  a  single  criterion  based  upon 
Algorithm- 1 : 

Intel  80386/16MHz :  81  microseconds  =  8.1xl0‘*  seconds 

Intel  80486/33MHZ :  16  microseconds  =  1.6x10'*  seconds 

Intel  80486/50MHz:  12  microseconds  =  1.2x10'*  seconds 

The  386/16  processor  is  the  slowest  of  these  and  presumably  the  closest  in 
processing  speed  to  the  T800-20  transputer.  For  Algorithm-lu  with  the  386/16 
processor,  the  approximate  average  criterion  evaluation  speed  was  found  to  be  115 
microseconds  (i.e.,  it  takes  almost  42%  longer  to  evaluate  a  single  criterion). 
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PARSXM  randomly  generates  up  to  a  given  number  of  conditions  for  each  of  n 
rules.  It  also  generates  random  Boolean  values  for  m  conditions,  and  updates 
them  at  random  for  each  time-step.  Many  random  numbers  are  required  during  a 
typical  simulation.  The  built-in  Turbo  Pascal  pseudo-random  number  (PRN) 
generator  called  RANDOM,  did  not  produce  a  sufficient  amount  of  PRNs,  so  the 
uniform  (0,1)  real  full-period  PRN  generator  (implemented  with  32-bit  integers) 
is  employed  [3,4].  This  is  done  with  the  seed  update  s  :=  16807s  mod  2147483647 
and  producing  the  uniform  PRN  by  using  u  :=  s/2147483647.  As  usual,  at  the 
start  of  a  typical  simulation,  the  "randomized"  initial  seed  s  is  obtained  from 
the  system  clock. 

A  nominal  mission  length  for  a  fighter  aircraft  (such  as  an  F-16)  might  range 
from  1-2  hours  up  to  as  many  as  5  hours  of  flying  time.  If  one  assumes  that 
sensor  updates  all  occur  at  0.1  second  intervals,  this  dictates  the  simulation 
time-step.  For  example,  a  90  minute  flight  would  take  54,000  time-steps 
(90x60x10),  and  if  there  were  10,000  rules  with  up  to  10  criteria  per  rule  (an 
average  of  5  criteria  per  rule),  it  would  take  about  eighteen  hours  to  run  the 
PASIM  code  on  a  486/33  machine.  The  PARSIM  code  takes  longer,  for  the  reasons 
already  indicated,  hence  a  much  shorter  number  of  time-steps  was  used. 

In  the  simulation,  all  rules  in  the  rule-base  are  evaluated  for  each  time- 
step  in  the  flight,  this  is  to  produce  the  "worst-case"  situation  so  that  any 
necessary  processor  speed-up  can  be  identified.  Obviously  the  search  could  be 
significantly  faster  if  the  algorithm  could  terminate  after  the  first  action  was 
performed . 

Figure  1  indicates  essentially  what  is  shown  on  the  screen  when  PARSIM 
executes  (the  screen  size  has  more  columns  than  this  page  of  text  so  the  wording 
has  been  slightly  modified) .  The  underlined  quantities  represent  the  simulation 
input  and  output  values.  As  with  any  simulation,  these  values  contain  a  measure 
of  uncertainty. 
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Specifically,  Figure  1  shows  the  input  and  output  of  a  short  PARSIM 
simulation  with  4,000  rules  with  up  to  10  criteria  per  rule  generated.  The 
number  of  unique  actions  chosen  does  not  affect  the  simulation  and  was 
arbitrarily  chosen  to  be  4,000  also.  The  input  of  1.15e-4  indicates  the 
estimated  average  time,  in  seconds,  that  it  will  take  the  on-board  rule-processor 
to  process  a  single  criterion  (typical  of  a  386/16).  The  action  time  is  input 
as  zero,  since  it  is  assumed  that  the  ES  triggers  another  computer  to  perform 
this  action.  No  intermediate  output  is  requested  (it  is  only  feasible  to  do  this 
when  the  number  of  rules  is  very  small).  Here  12,000  is  the  number  of  time- 
steps.  Depending  upon  the  sensor  update  time,  this  could  correspond  to  different 
flight  times.  For  example,  if  0.1  seconds  is  the  update  time,  then  0.1x12000 
seconds  corresponds  to  20  minutes  of  flight  time,  but  if  0.5  seconds  is  the 
sensor  update  time,  the  flight  is  1  hour  and  40  minutes  in  length.  The  number 
16027  is  the  total  number  of  unique  criteria  generated.  When  the  user  enters  10, 
it  indicates  that  10%  of  these  are  expected  to  fail  before  the  end  of  the  flight. 


Rule  Simulation  Program 

This  simulates  the  real-time  processing  of  a  set  of  expert  system  rules. 
Logical  contradictions  within  the  generated  rules  are  not  guaranteed,  nor  are 
the  absence  of  duplicate  rules.  Neither  should  significantly  effect  the 
simulation.  It  is  guarantees  that  there  will  be  no  duplicate  criteria  in  a  rule. 
INPUT: 

Enter  the  number  of  rules  to  generate  ( 1 ,.., 10000 ) :  4000 

Enter  the  number  of  different  actions  ( 1 ,.., 10000 ) :  4000 

Enter  the  criteria  limit  for  each  rule  out  of  32760  possible  ( 1 ,.., 28761 ) :  10 
Enter  the  simulated  time  needed  to  evaluate  a  single  criterion:  1 . 15e-4 
Enter  the  simulated  time  needed  to  perform  a  single  action:  0. 

Enter  the  number  of  parallel  processors  (2,.., 8):  j3 

Enter  the  amount  of  intermediate  output  desired  (0  is  nominal) 

-  None(0),  First  Action(l),  Rules  &  Actions(2),  Rules,  Actions  &  Criteria(3):  jO 
Enter  the  (non-negative)  number  of  simulation  time-steps:  12000 
Enter  the  uncertainty  percent  for  the  16027  criteria  generated  [0.0, 100. 0J:  1J) 
OUTPUT : 

The  actual  lapsed  system  clock  a-time  was  1 . 499850E+0003  seconds,  with  21966 
criteria  processed  and  1723  unique  rule(s)  out  of  4725280  fired. 

On  average  there  were  5.  criteria  per  rule  with  3 . 125E-0005  seconds 

needed  to  process  each  rule  and  1 . 250E-0001  seconds  for  the  entire  rule-base. 

The  simulated  sequential  s-time  (one  CPU)  was  1 . 034389797E+0004  time  units. 

The  simulated  parallel  p-time  (8.  processors)  was  1 . 529650 5 35E+0003  time  units. 
Max{a-time}=  1 . 7000E-0001 .  Max{s-time}=  9 . 0988E-0001 .  Max{p-time}=  1 .3720E-0001 


Figure  1 
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In  the  output,  the  a-time  is  the  total  time  that  it  takes  the  computer 
executing  PARSIM  to  process  all  the  criteria  in  all  the  rules  for  the  entire 
flight.  (The  example  in  Figure  1  was  run  on  a  486/33  and  took  1,499.85  seconds 
to  do  this . )  Its  main  purpose  is  to  help  determine  the  overall  average  single 
criteria  evaluation  time  for  the  particular  computer  being  used.  If  the  user 
enters  a  1  for  the  single  criterion  evaluation  time,  then  the  s-time  (simulated 
sequential  time)  is  simply  a  count  of  the  number  of  criteria  processed.  By 
dividing  this  count  into  the  a-time,  one  obtains  the  average  time  that  it  takes 
to  process  a  single  criterion  for  the  processor  on  the  computer  currently  being 
used.  By  making  several  runs  of  this  type  (e.g.,  15  runs),  one  can  obtain  a 
reasonable  estimate  of  this  overall  average. 

The  key  output  values  are  the  last  two  given  in  this  figure  and  represent  the 
maximum  simulated  sequential  and  parallel  times  over  the  entire  flight  that  it 
will  take  to  evaluate  the  rule-base.  From  these  two  values,  it  can  be  determined 
if  the  entire  rule-base  can  be  processed  in  less  time  than  the  sensor  update 
time.  For  example,  if  the  sensor  updates  are  done  every  0.1  seconds,  then  the 
rule  processing  time  at  any  time-step  must  not  be  slower  that  this.  Here  a 
single  processor  takes  slightly  over  0.9  seconds  to  process  the  entire  rule-base 
with  the  sequential  form  of  Algorithm-1,  while  the  8-processor  parallel  version 
of  the  same  algorithm  takes  slightly  over  0.1  seconds.  For  this  single 
simulation,  neither  the  sequential  nor  the  8  parallel  processors  (only  7  actually 
processing  the  rules)  will  process  the  rule-base  within  an  acceptable  amount  of 
time.  However,  if  the  sensor  update  time  is  0.5  seconds,  then  the  parallel 
processing  is  fast  enough  since  0.1372  <  0.5,  but  the  sequential  processing  is 
still  not  fast  enough.  If  this  algorithm  is  implemented  on  multicomputers  that 
have  no  common  memory,  then  data,  such  as  the  c  vector,  will  have  to  be 
communicated  to  each  local  rule-processor  for  each  sensor  update  cycle.  This 
takes  an  additional  amount  of  time.  For  example,  if  this  time  were  0.2  seconds, 
the  parallel  processing  is  still  fast  enough  since  0.3372  is  still  less  than  0.5. 
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Of  course,  conclusions  such  as  the  above  should  not  be  based  upon  just  one 
simulation  run.  One  should  run  several  simulations,  at  least  10,  with  the  same 
number  of  rules  for  long  time  periods  (e.g.,  equivalent  to  5  hours  of  flight 
time)  in  order  to  draw  conclusions  with  a  sufficient  amount  of  confidence.  Sin'" 
it  will  take  approximately  1  hour  and  24  minutes  to  perform  this  simulation 
a  486/33  microcomputer,  a  lot  more  running  time  is  needed. 

If  uncertainty  is  not  a  concern,  then  Algorithm-1  can  be  used  as  implemented 
by  PASIM.  Using  the  same  inputs  as  above,  except  that  8.1e-5  is  used  in  place 
of  1.15e-4  (no  uncertainty  percent  is  needed),  one  finds  that  the  maximum 
sequential  time  is  almost  0.6  seconds  while  the  maximum  parallel  time  is  under 
0.09  seconds.  Hence,  based  upon  just  one  run,  on  would  conclude  that  parallel 
processing  of  4,000  rules  is  fast  enough  even  when  0.1  second  sensor  updates  are 
used.  This  does  not  take  any  additional  communication  time  into  account. 

There  are  some  PARSIM  (and  PASIM)  system  limitations  that  should  be 
mentioned:  (1)  Due  to  the  problem  requirements  as  well  as  the  clock  precision 

on  the  simulation  computer  (l/100th  of  a  second),  one  should  not  expect  reliable 
timing  estimates  with  fewer  than  1,000  rules.  (2)  The  upper  limit  is  10,000 
rules,  but  if  one  simulates  a  rule-base  of  around  10,000  rules  and  chooses  a 
maximum  of,  for  example  10  criteria  per  rule,  then  on  average  50,000  criteria 
would  have  to  be  kept  in  the  q  array.  But,  this  array  is  limited  to  32,760 
locations,  so  the  code  will  automatically  reduce  the  number  of  criteria  per  rule 
near  the  end  of  the  generated  rule-base  to  ensure  that  each  rule  has  at  least  one 
criterion.  Hence,  the  actual  average  number  of  criteria  per  rule  may  be  closer 
to  3  than  to  5  because  of  all  of  the  rules  that  must  have  only  one  criterion. 
It  is  up  to  the  PARSIM  user  to  determine  if  this  average  is  realistic.  (3) 
PARSIM  times  do  not  take  into  account  any  processor  assignment  or  data 
communication  times.  These  depend  upon  both  the  architecture  and  hardware  being 
used. 
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Most  of  the  simulations  that  were  run  during  this  investigation  used  rule- 
bases  of  sizes  from  1,000  up  to  6,000.  The  number  of  distinct  actions  was 
arbitrarily  input  to  be  the  same  as  the  number  of  rules  since  this  has  no  effect 
on  the  simulation  timing  at  all.  (However,  if  one  wishes  exact  simulation 
reproducability,  this  can  be  input  as  a  negative  number,  and  the  absolute  value 
of  this  number  is  used  as  the  initial  PRN  seed  instead  of  using  the  system 
clock. )  Two  different  rule  limits  were  investigated,  up  to  10  criteria  per  rule 
and  up  to  20  criteria  per  rule.  For  example,  if  a  rule  is  needed  to  identify  a 
radar  according  to  six  pairs  of  parameter  ranges,  then  up  to  12  criteria  may  be 
needed  in  this  rule  (e.g.,  710  <  fi  <.  855  yields  c4  ■  ft  «>  710  and  c,  ■  fx  <  855). 

Two  different  time-steps  were  also  studied,  0.1  and  0.5  seconds.  These  were 
the  thresholds  used  to  determine  when  the  simulated  maximum  sequential  or 
parallel  times  were  good  enough,  meaning  smaller  than  0.1  or  0.5  seconds, 
respectively.  The  criterion  evaluation  times  depended  upon  the  algorithm  being 
used.  As  stated  earlier,  on  average,  it  was  found  that  Algorithm-1  used  81 
microseconds  and  Algorithm-lu  used  115  microseconds  to  evaluate  a  single 
criterion  for  the  16MHz  Intel  386  processor  which  is  the  available  processor 
closest  in  clock  speed  to  the  20MBz  transputer. 

CONCLUSIONS 

Due  to  the  short  project  time  available  and  the  large  amounts  of  running  time 
required,  only  one  or  two  simulations  were  made  for  each  rule  number  and  criteria 
limit  combination.  All  of  the  conclusions  below  are  based  upon  these  limited 
cases  and  should  be  viewed  accordingly.  In  particular,  for  maximum  rule-base 
evaluation  times  close  to  any  desired  threshold  (e.g.,  0.1  or  0.5),  more 
simulations  will  be  necessary. 

Based  upon  the  simulations  using  Algorithm-1  with  the  PASIM  program  (no 
uncertainty  addressed),  eight  parallel  processors  with  a  clock  speed  of  16MHz  or 
faster  were  always  able  to  process  a  rule-base  of  4,500  or  fewer  rules  having  a 


maximum  of  10  criteria  per  rule.  Single  processors  at  this  same  speed  were 
unable  to  do  this  in  under  a  tenth  of  a  second.  The  average  maximum  speed-up  was 
6.6,  using  1  master  and  7  r''le-processars .  A  faster  single  processor,  such  as 
the  50MHz  Intel  486,  woo  J  be  able  to  process  the  same  4,500  rules  within  this 
same  time. 

Once  uncertainty  is  introduced  into  the  criteria  vector,  the  processing  time 
increases.  This  was  i  vestigated  by  using  Algorithm- lu  in  the  PARSIM  code.  Here 
the  estimated  average  time  to  process  a  single  criterion  goes  from  81 
microseconds  to  115  microseconds.  In  order  to  process  all  of  the  rules  within 
a  tenth  of  a  second,  with  up  to  10  criteria  per  rule,  the  simulation  showed  that 
number  of  rules  in  the  rule-base  had  to  be  reduced  to  2,500.  It  appears  that  up 
to  2,000  rules,  each  having  up  to  20  criteria  can  be  executed  in  parallel  under 
a  tenth  of  a  second  (with  no  extra  communication  time  taken  into  account). 
Without  parallel  processing,  not  even  1,000  rules  could  be  evaluated.  If  the 
sensor  update  time  is  increased  to  a  half-second,  then  up  to  6,000  rules  with  up 
to  20  criteria  each  can  be  processed  in  parallel  (even  with  a  0.2  second 
communication  time  added). 
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A  NEW  MODELING  TECHNIQUE  FOR  PIEZOELECTRIC  ALLY 

ACTUATED  BEAMS 

Mo- Mow  Herman  Slien 
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Department  of  Aeronautical  and  Astronautical  Engineering 
The  Ohio  State  University 

ABSTRACT 

A  one  dimensional  theory  is  developed  for  modeling  the  analysis  of  beams  containing 
piezoelectric  sensors  and  actuators.  The  equation  of  motion  and  associated  boundary  con¬ 
ditions  are  derived  for  the  vibrations  of  piezoelectrically  actuated  beams.  A  generalized 
variational  principle  is  used  to  formulate  the  equation  of  motion,  taking  into  account  the 
interfacial  shear  stress  concentration  near  the  ends  of  the  actuators.  This  is  accomplished 
by  introducing  a  "stress  function"  into  the  beam's  compatibility  relations.  This  function 
has  its  maximum  value  at  the  ends  of  a  piezoelectric  actuator  and  decays  exponentially 
in  the  longitudinal  direction.  The  effect  of  coupling  between  longitudinal  dellection  and 
bending  deflection  is  investigated  in  the  present  study.  For  the  practical  applications,  in 
according  with  the  proposed  beam  theory,  a  one-dimensional  finite  element  formulation  is 
presented.  The  proposed  beam  theory  as  well  as  the  finite  element  approach  can  be  easily 
used  in  developing  a  formal  two-dimensional  theory  for  piezoelectrically  actuated  composite 
plates  and  shells  or  other  physical  systems. 
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A  NEW  MODELING  TECHNIQUE  FOR  PIEZO  ELECTRIC  ALLY 

ACTUATED  BEAMS 
Mo-How  Herman  Shen 

INTRODUCTION 

One  of  the  major  areas  of  DoD.  NASA,  and  the  Air  Force  research  in  engineering 
involves  structural  mechanics  which  is  concerned  with  developing  lighter,  stronger,  and  more 
durable  structures  that  can  be  applied  to  a  variety  of  flight  vehicles  ranging  from  helicopters 
to  interplanetary  spacecraft.  The  future  direction  in  this  area  is  to  expand  the  limits  of  the 
vehicles'  structural  performance  which  are  able  to  sense,  to  respond .  and  to  cont  rol  t  heir  own 
characteristics  and  states,  ^o  as  to  achieve  much  higher  levels  of  operational  performance 
to  meet,  mission  requirements,  lit  general,  these  types  of  structures  are  called  Adaptive 
Structures  or  Smart  Structures.  Realization  of  these  new  structures  is  possible  only  by 
extensive  research  in  the  areas  of  materials,  monitoring,  diagnostics  and  identification,  and 
adaptive  control  integration.  Toward  that  goal,  in  the  beginning,  a  considerable  amount  of 
research  effort  has  been  expended  in  attempting  to  understand  and  construct  new  materials 
that  would  be  able  to  sense  the  environmental  uncertainties  and  actively  adapt  themselves 
to  the  environment . 

Piezoelectric  materials  have  been  widely  used  as  sensory  and  active  materials  in  many 
applications  in  the  area  of  Adaptive  Structures.  One  of  the  engineering  challenges  is 
the  modeling  of  the  actuation  mechanisms  in  the  actuators  and  substructure.  F.xtensive 
research1-8  have  been  done  analytically  as  well  as  experimentally  on  the  implementation 
of  mechanics  of  structure  and  the  electric  energy  of  the  piezoelectric  actuators.  Almost  all 
the  studies  so  far  were  conducted  based  on  the  conventional  beam  or  plate  theories  where 
a  local  stress/strain  field  is  not  considered.  However,  it  has  been  found  out  in  many  appli¬ 
cations  that  the  models  based  on  those  conventional  beam  or  plate  theories  cannot  achieve 
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an  accurate  desired  structural  form  in  according  with  the  provided  electric  energy.  In  turn, 
a  more  detailed  modeling  technique  is  needed  in  order  to  accurately  and  effectively  predict 
the  actuation  mechanisms  of  integrated  active  structural  system. 

Recently,  several  studies1-4  have  been  expended  in  attempting  o  understand  and 
model  the  actuation  mechanism  in  beams  with  piezoelectric  actuators.  Such  a  task  is 
complicated  by  the  fact  that  the  transverse  shear  stress  (possible  the  transverse  normal 
stress)  is  concentrated  at  the  ends  of  the  actuators.  It  has  been  clearly  indicated  in  the 
studies  by  Robbins  and  Reddv1  and  Lin  and  Rogers2,3  that  the  stress  concentration  is 
indeed  significantly  affecting  the  actuation  mechanisms.  Consequently,  in  order  to  design 
an  adequate  piezoelectric  actuators  and  to  provide  an  accurate  actuation  mechanism,  the 
stress  concentration  must  included  in  the  mathematical  models,  particularly  for  those  cases 
requiring  relatively  thick  actuators. 

The  objective  of  the  study  is  to  further  develop  an  effective  one-dimensional  mathemat¬ 
ical  model  for  determining  the  dynamic  responses  of  beams  with  piezoelectric  a  ttors  (see 
Figure  1).  This  model  is  based  on  Timoshenko  beam  theory  and  general  kinematic  assump¬ 
tions  which  account  for  the  coupling  effects  between  longitudinal  vibration  and  bending 
vibration  as  well  as  the  effects  of  an  interfacial  shear  stress  concentration  near  the  ends  of 
the  piezoelectric  sensors.  A  corresponding  experimental  study  is  also  carried  out  to  verify 
the  analytical  predictions.  The  use  of  this  new  theoretical  model  to  structural  damage 
detection  and  identification  and  active  controls  of  structural  systems  is  also  discussed. 

THEORETICAL  DEVELOPMENT 


Main  structure 

The  geoi  y  of  a  beam  is  shown  in  Figure  1.  In  the  main  structure,  indicated  by 
beam  1  in  Fi  1.  only  transverse  vibration  is  considered.  The  assumptions  using  the 
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Timoshenko  beam  theory  to  include  shear  deformation  effects  are  summaried  as  following: 
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where  u,  are  the  displacements  referring  to  cartesian  axes  x.  y,  x;  a  and  «  represent  stress 
and  strain.  3  is  the  angle  due  to  shear  force,  and  .Y,  and  p,  are  the  body  forces  and  velocity 
components,  respectively. 

The  equations  of  motion  can  be  derived  in  terms  of  displacement  w  and  shear  angle  3 
through  classical  variational  principles  such  as  Hamilton's  principle.  This  gives 


EmI(w""  +  3‘")  +  pAiL-  =  0. 

(2) 

EmI(  w'"  +  3")  -  AkG'J  =  0. 

(3) 

along  with  the  associated  boundary  conditions.  Here,  k  is  the  shear  correction  factor,  and 
E*.  Gm  are  the  effective  beam  bending  and  shear  moduli,  respectively. 

Piezoelectric  devices 

In  Figure  1.  the  piezoelectric  devices  are  divided  into  the  upper  (beam  2)  and  lower 
devices  (beam  3).  The  governing  equation  of  motion  of  each  device  is  derived  according  to 
the  same  procedure  as  for  the  main  structure  (beam  1). 

Since  the  distribution  of  the  normal  stress  (axx)  is  related  to  the  electric  filed,  the 
constitutive  relations  of  the  piezoelectric  devices  are  undefined.  In  the  absence  of  the 
subsidiary  compatibility  and  constitutive  conditions,  classical  variational  principles  cannot 
be  applied  to  the  present  problem.  However,  these  principles  can  be  generalized  by  the 
introduction  of  Lagrange  multipliers  to  yield  a  family  of  variational  principles  that  includes 
the  Hellinger-Reissner  principle  in  elastodynamical  problems  and  the  Hu-Washizu  principle 
in  elastic  static  problems. 
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In  this  work,  the  Hu  -  VVashizu  principle  will  he  modified  to  include  the  virtual  work 
done  by  the  inertial  and  electrical  forces.  This  yields  the  following;  functional: 

[‘if  1  1 

J  =  { J  [pp,ii,  -  -pp,».  -  d(r,  )  f  D,E,  +  ((,,  -  -( ii .  +  //,.,)) a,, 

T  X,u,]dv  +  j  g,u,ds  -f  I  1,(11,  -  u,)ds  +  /  0\ds}dt  (4) 

Js  i  Jsi  Jsa 

where  p  is  the  density.  J,(c tJ )  is  the  strain  energy  density  function,  the  g,  are  the  respective 
surface  tractions,  Q  is  the  electrical  charge  applied  on  the  surface  s„,  V  is  the  electric 
potential,  D,  are  the  electric  displacements.  E,  are  the  electric  field.  t>  is  the  total  volume 
of  the  system,  &  is  its  external  surface,  and  is  the  external  surface  that  covered  by  the 
piezoelectric  actuators  and  sensors. 

The  functional  ./  of  Eq.  (4)  has  stationary  values  for  the  actual  solution  for  the  inde¬ 
pendent  quantities  u,.  p,.  i, ..  and  a,,.  Therefore,  from  variational  principle,  for  arbitrary 

independent  variations  of  bu,  (  within  conditions  bu(t\)  —  buit?)  =  0  ).  bp,,  be,,  and  £<7,, 

the  first  variation  of  the  functional  1  equals  zero.  i.e..  <*>./=().  and  is  listed  as  follows: 


ft  2  r 

bJ  =  /  {  /  {(<7,,./  +  V,  -  ppt)bu,  +  (CT,j  -  A,' 

Jt I  Jr 


)b  (,, 


+  D,bE,  +  (f.j  -  +  [pii,  -  (^pPiPi).p,\6pi}dv 

+  f  (f/<  ~  <!.)b<i,dS  +  f  ( a,  -  tt,)Sg,ds  -f  f  QbYds}dt  =  0  (5) 

j  s\  J$2  Jsa 

The  overbarred  quantities  g,  and  u,  denote  the  prescribed  values  of  surface  tractions  and 
surface  displacements,  respectively. 

The  kinematic  assumptions  for  beam  1  and  beam  3  is  defined  as  follows: 

Uy  =  0.  II,  =  w(x.t).  Ur  =  -z(w'  +  i) 


Pr  =  0.  Py  =  0.  p2  =  P(X.t) 

I  rr  =  II  tj:  =  “  1 


Cry  —  Cy;  —  () 


(6) 


=  crrx(  x.  z .  t )  +  di: E(  -  E, )  axz  =  (TJC(  x.z.t] 

Oyy  —  6  ,z  —  Q xy  —  ^yz  —  fl 

{  .V,  =  A\;  =  A,  =  0 
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where  u,(i  =  x.y.zi  and  J  are  the  displacements  and  the  shear  angle  referring  to  the 
beams  2  and  3’s  cartesian  axes  x.y.z:  a  and  <  represent  stress  and  strain,  and  A,  and  p, 
are  the  body  forces  and  velocity  components,  respectively. 

This  kinematic  assumptions  ((j)  are  substituted  into  the  above  formulation  (5),  whereby 
the  problem  is  reduced  to  a  form  corresponding  to  the  beam  model.  The  equations  of  motion 
can  be  derived  in  terms  of  displacement  te,  and  shear  angle  i,  by  subsequently  integrating 
by  parts  each  term  of  Eq.  (o)  and  then  integrating  over  the  section.  This  gives 


EP/,A  <"  +  d'")  +  PpApWj  =  0. 

(7) 

£'7,l(<'  +  .*;')  -  ApKGpdj  =  0. 

(8) 

and 

-  dxzQpEv(  w "  4-  j")  +  (C;:  -  Ejd2r:  1^  =  0:  Qp  =  J  zdAp.  j  =  2. 3.  (9) 

where  Tp,  £p,  and  G’p  are  the  cross  sectional  area,  the  piezoelectric  beam  bending  and 
shear  moduli  of  the  piezoelectric  devices,  respectively.  and  dTZ  are  piezoelectric  strain 
constant  and  electrical  permittivity,  respectively. 

In  Figure  2,  the  piezoelectric  devices  are  bonded  to  the  upper  surface  (beam  2)  and  the 
lower  surface  (beam  3).  The  governing  equations  of  motion  (Eqs.  7-9)  of  each  device  have 
been  derived.  However,  the  effect  of  in-plane  displacement  «2  and  u3  on  the  location  of  the 
neutral  planes  of  beams  2  and  3.  respectively,  should  be  considered  in  order  to  achieve  the 
matching  conditions. 

u2(x)  =  f  2U-oU):  u3  =  t3tV3(x),;  w^x )  =  w2(x )  =  w3{x )  (10) 

along  the  each  piezoelectric  devices.  The  distance  between  neutral  planes  of  the  upper  device 
(beam  2)  and  the  main  structure  (beam  1)  is  designated  f2-  Similarly.  t3  is  the  distance 
between  the  neutral  plane  of  the  lower  device  (beam  3)  and  the  main  structure  (beam  1). 
In  the  piezoelectricallv  covered  region  longitudinal  motion  is  thereby  coupled  with  bending 
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motion,  and  the  longitudinal  vibration  in  t he  piezoelectric  devices  changes  the  bending 
vibration  of  the  main  structure.  In  other  words,  in  order  to  describe  the  bending  motion  of 
the  beam  with  bonded  piezoelectric  devices,  in  addition  to  analyze  Eqs.  (7-9).  the  governing 
equation  for  the  longitudinal  displacement  u. 

tpApu'j  -  ppApii,  =0.  j  =  2.3.  (11) 

should  be  also  included. 

Local  Rayleigh- Ritz  Method 

In  this  study,  a  local  Ravleigh-Ritz  Method  is  used,  to  calculate  a  piecewise  continuous 
fit  to  the  deflection  shape.  The  displacements.  «•(. r).  J.  and  ft  are  approximated  by  using 
cubic  and  linear  polynomials  defined  over  specific  segments  of  the  structure,  here  it  is  called 
subbeam.  The  coefficients  of  the  polynomials  are  determined  uniquely  in  terms  of  the 
displacements  at  the  end  points.  The  displacements  at  a  point  within  the  ith  subbeam  are 
approximated  as 


iMj?)  =  £('/)«:,. 

0  <  //  <  /s. 

(12) 

M'/)  =  JLT(v)j  ■ 

0  <  '/  <  Is- 

(13) 

and 

«■(>/)  =  !i!  ('/)«.•  0  <//</.,  (14) 

where  F_  =  [F1.F2.F3.F4y  and  H_  =  [H].H2}T  are  vectors  of  prescribed  (shape)  functions 
of  position  and  to,,  and  at  are  vectors  of  end  transverse  deflection  and  its  slope,  shear 

angle,  and  longitudinal  displacement  for  the  ;-th  subbeam.  The  shape  functions  ( Fj)j= , . 4 

and  {Hj)j=i .2  are  listed  in  the  Appendix. 

The  static  problem  is  expressed  as 

[Ii(}d=  f  (15) 
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where  d)  is  the  vector  of  nodal  displacements  lor  the  beams  1.  2,  and  3  (d  —  ( tv.  J  ol  beam 
1:  d  =  (tv}.J  ttJ.Vu.\'i,)T  for  the  beam  2.  ify  =  2  and  beam  3.  if  j  =  3).  and  [A.],  /  are  the 
global  stiffness  matrix  and  load  vector,  respectively.  The  assembly  process  used  to  obtain 
these  matrices  is  symbolically  described  by 

.v 

(dJ,[Ke})=Y(diJi.[k,))  (16) 

;  =  ! 

where  d,,  [A:,]  and  /  are  the  nodal  displacement,  stiffness  matrix  and  nodal  load,  respec¬ 
tively,  for  the  i-th  element,  and  the  summation  extends  over  all  A'  elements. 

The  stiffness  and  mass  matrices  have  dimension  6  x  6  for  the  elements  located  in  the 
main  structure  (beam  i)  and  10  x  10  in  the  piezoelectric  devices. 

RESULTS  AND  DISCUSSION 

The  following  examples  of  continuous  or  distributed  sensing/actuation  problems  were 
constructed.  The  first  example,  as  shown  in  Figure  2.  is  a  cantilevered  bimorph  piezoelectric 
beam,  which  consists  of  two  identical  PYDF  beams.  The  second  case  is  a  cantilevered 
aluminum  beam  with  six  pairs  of  piezoelectric  PZT  sensors  bonded  to  the  top  and  bottom 
surfaces  of  the  beam. 

Piezoelectric  PVDF  bimorph  beam 

The  first  example  corresponds  to  the  study  deflection  of  a  piezoelectric  bimorph  beam 
which  is  made  of  two  layers  of  PVDF  (piezoelectric  polymeric  polvvinylidene  fluoride)  with 
opposite  polarity,  material  properties  of  the  PYDF  is  listed  in  Table  1. 

The  finite  element  mesh  with  ten  identical  elements  to  model  the  bimorph  beam  is 
shown  in  Figure  2.  Five  elements  are  used  upper  and  lower  layers  to  approximate  the  de¬ 
flection  in  bending  and  stretching  produced  from  an  applied  voltage.  The  effect  of  coupling 
between  bending  and  stretching  deflections  is  included  by  enforcing  the  matching  condi¬ 
tions  of  Eq.  (10).  The  static  deflections  of  the  5  nodes  are  calculated  when  a  voltage,  1  V, 
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applied  across  the  thickness  ol  the  beam.  The  results  are  presented  in  Table  2.  in  which 
the  nodal  deflections  calculated  by  the  proposed  modeling  technique  are  within  4.4%  in 
comparing  with  the  theoretical  predictions  obtained  by  Tsou  and  Tseng8.  The  predications 
from  their’s  three  dimensional  finite  element  approach  using  five  eleven-noded  hexahedron 
element  are  1.1%  to  10.0%  of T of  the  solution.  This  probably  because  the  3-1)  finite  element 
used  in  their  study  was  relatively  rigid  than  the  present  beam  element. 

The  tip  deflection  of  the  beam  is  also  calculated  and  compared  with  the  results  from 
Ref.  [8]  for  various  applied  voltages  rang  from  1  to  200  V  as  shown  in  Figure  3.  The 
comparison  between  the  calculated  deflections  based  on  the  present  modeling  technique 
and  the  theoretical  predications  is  in  relatively  good  agreement. 

In  order  to  exame  the  sensing  capability  of  the  modeling  technique,  the  output  voltages 
of  each  sensor  (element  )  are  calculated  when  the  tip  deflection  reaches  to  1  cm  under  an 
applied  tip  load.  The  results  are  compared  with  the  3-D  finite  element  predications8  in 
Figure  -f.  It  is  important  to  note  that  the  resulted  voltage  of  each  sensor  calculated  in  the 
present  approach  is  a  constant  value  which  is  quite  different  than  the  continuous  voltage 
distribution  along  the  beam  presented  in  Ref.  [8]. 

Piezoelectric  PZT  sensered  actuated  beam 

An  example  of  an  active  beam  that  was  tested  is  illustrated  in  Figure  1.  The  beam  is 
cantilevered  and  is  made  of  aluminum  having  dimensions:  -T  in.  thick  x  1.5  in.  wide  x  15 
in.  long.  Six  pairs  of  piezoelectric  actuating  and  sensing  pads  ( 1.0  in.  long  x  0.01  in.  thick 
PZT  having  top  ik.  bottom  electrodes)  is  epoxied  to  the  beam,  symmetric  about  the  beam 
axis  centered  and  1  in.  from  the  support  and  the  free  ends.  The  material  properties  of  the 
aluminum  and  PZT  are  provided  in  fable  1, 

The  output  voltages  of  the  each  sensor  pair  are  calculated  when  the  tip  deflection 
reaches  to  in.  (=0.0-47674  cm)  under  an  applied  tip  load.  Calculated  voltage  of  sensor 
pairs  1.  2.  and  3  presented  in  fable  3  show  in  close  agreement  with  the  experimental  done 
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by  Dr.  Joseph  J.  Hollkamp  at  the  Structural  Dynamic  Branch.  Structures  Division.  Wright 
Laboratory. 


CONCLUSIONS 

A  modeling  technique  for  the  flexural  motion  of  a  beam  containing  distributed  piezo¬ 
electric  devices  is  presented.  It  is  based  on  a  key  kinematic  assumption  made  to  satisfy  the 
compatibility  requirements  in  the  vicinity  of  the  interfaces  between  the  piezoelectric  devices 
and  the  main  structure.  The  idea  is  to  include  the  coupling  between  longitudinal  deflection 
and  bending  deflection  in  the  analysis  process. 

The  governing  equation  and  associated  boundary  conditions  are  derived  under  the 
generalized  variational  principle.  T he  derivation  procedure  is  used  for  the  cases  of  short 
beams  or  composite  beams  which  the  effect  of  shear  stress  concentration  near  the  crack-tips 
becomes  important.  The  validity  of  the  theory  is  established  by  examining  static  deflections 
a  cantilevered  piezoelectric  PYDF  bimorph  beam  as  well  as  a  cantilevered  aluminum  beam 
containing  6  pairs  of  distributed  PZT  sensors  and  actuators.  The  analytical  solutions  show 
excellent  agreement  with  experimental  results  and  theoretical  solutions. 

Th  the  proposed  modeling  technique  does  not  required  to  integrate  the  piezoelectric 
devices  into  the  governing  equation  derivation  process  for  the  main  structure.  In  other 
words,  the  proposed  modeling  processes  don't,  need  a  special  procedure  (or  a  special  fi¬ 
nite  element)  to  compute  the  stiffness  and  mass  matrices  for  the  beam  sections  which  are 
bonded  by  the  piezoelectric  devices.  Therefore,  the  proposed  modeling  technique  can  be 
easily  implemented  to  any  general-purpose  finite  element  code  or  other  models  for  struc¬ 
tures.  Furthermore,  the  proposed  modeling  technique  could  be  further  developed  as  a 
design  procedure  for  designing  2-D  and  3-D  complicated  structures  containing  distributed 
piezoelectric  sensors  and  actuators. 
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Appendix 


The  shape  function  for  the  sub-beams  Kqs.  ( l2)-(  1  1)  are  given  by: 


F,  =  1  -  3(  j  )2  +  2(  'j  i3  Fi  =  i]  -  2~-  +  jj 


I  i‘ 


F3  =  3(|)2-2(|)3  F4  =  -^  +  ^ 


and. 


Hi  =  1  -  f  fh  =  j- 

‘  J  M 
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Table  1:  Material  properties  of  aluminum  beam  and  piezoelectric  materials. 


Node 

1 

2 

3 

4 

5 

mmi 

0.138 

0.552 

1.24 

2.21 

3.45 

E89BBH 

0.121 

0.508 

1.16 

2.10 

3.30 

(10.0) 

(8.0) 

(6.2) 

(5.1) 

1 4.4) 

I  D  FEM 

0.132 

0.528 

1.188 

2.112 

3.30 

Error  ( 91 ) 

(4.3) 

(4.3) 

(4.2) 

(4.4) 

14.4) 

Table  2:  Static  deflection  of  the  piezoelectric  bimorph  beam  I  10  'in). 


1 

2 

3 

4 

5 

EMI 

Specimen  ! 

11.0 

mm 

7.26 

N.A. 

N.A. 

Specimen  2 

11.5 

mm 

7.23 

N.A. 

N.A. 

N.A. 

Specimen  3 

7.25 

N.A. 

N.A. 

N.A. 

1-D  FEM 

10.98 

9.04 

7.1 

5.15 

3.2 

1.26 

Error  (%) 

IBil 

(3.8) 

(1.9) 

N.A. 

N.A. 

N.A. 

Table  3:  Sensor  voltage  distribution  of  the  bending  deflection. 
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Geometry  of  cantilevered  beam  with  piezoelectric  devices. 


15  inches 
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Figure  5.  Geometry  of  cantilevered  beam  with  0  pairs  of  piezoelectric  devices. 
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ABSTRACT 

Distributed  self-sensing  piezoelectric  actuators  provide  a  perfect  collocation  of 
sensors  and  actuators  in  closed-loop  structural  controls.  To  achieve  independent  control  of 
various  natural  modes,  spatially  distributed  self-sensing  orthogonal  piezoelectric  a.^uators 
are  proposed  in  this  study.  A  generic  spatially  shaped  orthogonal  sensor/actuator  theory  is 
derived  first,  followed  by  an  application  to  a  Bernoulli— Euler  beam.  Spatially  distributed 
orthogonal  sensors/ actuators  are  designed  based  on  the  modal  strain  functions  and  they  are 
fabricated  using  a  40/un  piezoelectric  polymer.  A  cantilever  beam  laminated  with  these 
self-sensing  orthogonal  piezoelectric  actuators  is  tested.  Collocated  independent  modal 
control  of  the  cantilever  beam  with  spatially  distributed  self-sensing  orthogonal  actuators 
is  demonstrated  and  control  effectiveness  studied. 
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COLLOCATED  INDEPENDENT  MODAL  CONTROL 
WITH  SELF-SENSING  ORTHOGONAL  PIEZOELECTRIC  ACTUATORS 

(Theory  and  Experiment) 

H.  S.  Tzou  and  J.  J.  Hollkamp 


INTRODUCTION 

A  perfect  sensor/actuator  collocation  usually  provides  a  stable  performance  in 
closed-loop  feedback  controls.  A  self-sensing  piezoelectric  actuator  is  a  single  piece  of 
piezoelectric  device  simultaneously  used  for  both  sensing  and  control.  (The  sensor  signal  is 
separated  from  the  control  signal  by  using  a  differential  amplifier;  this  signal  is  then 
amplified  and  fed  back  to  induce  control  actions.)  Self— sensing  piezoelectric  actuators  have 
been  proposed  in  recent  years.  Dosch,  Inman,  and  Garcia  (1992)  proposed  a  self-sensing 
piezoelectric  actuator  for  collocated  control  of  a  cantilever  beam.  Anderson,  Hagood,  and 
Goodliffe  (1992)  presented  an  analytical  modeling  of  the  self-sensing  actuator  system,  and 
studied  its  applications  to  beam  and  truss  structures.  Rectangular-shape  piezoelectric 
devices  attached  near  the  fixed  end  were  used  in  both  studies. 

It  is  known  that  the  spatially  distributed  orthogonal  sensors  and  actuators  are 
sensitive  to  a  mode  or  a  group  of  natural  modes  (Tzou,  1993;  Lee,  1992).  Spatially 
distributed  piezoelectric  sensors  and  actuators  were  investigated  in  a  number  of  recent 
studies,  such  as  beams,  plates,  rings,  shells,  etc.  (Lee  and  Moon,  1990;  Lee,  1992;  Anderson 
and  Crawley,  1991;  Collins,  Miller,  and  von  Flotow,  1991;  Hubbard  and  Burke,  1992;  Tzou 
and  Fu,  1993a&b;  Tzou  and  Tseng,  1990;  Tzou,  Zhong,  and  Natori,  1993;  Tzou,  1993; 
Tzou,  Zhong,  and  Hollkamp,  1994).  Based  on  the  modal  orthogonality,  a  spatially  shaped 
self— sensing  orthogonal  modal  actuator  is  effective  to  only  a  single  mode;  consequently, 
each  vibration  mode  can  be  independently  controlled,  independent  modal  control,  while  the 
feedback  control  system  is  kept  simple.  This  paper  is  to  investigate  the  sensing  and  control 
characteristics  of  self-sensing  orthogonal  modal  actuators.  A  generic  theory  for  a  spatially 
distributed  self-sensing  orthogonal  actuator  is  proposed  first,  followed  by  an  experimental 
study  of  self-sensing  orthogonal  piezoelectric  actuators.  Independent  modal  control  with 
the  self— sensing  orthogonal  actuators  are  demonstrated.  (Note  that  the  emphasis  is  placed 
on  the  experimental  aspect.) 
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THEORY 


It  is  assumed  that  a  spatially  distributed  piezoelectric  layer  is  laminated  on  a 
one-dimensional  (1-D)  structure,  such  as  arches,  rings,  beams,  rods,  etc.,  Figure  1.  Both 
the  piezoelectric  layer  and  the  elastic  continuum  have  a  constant  thickness.  It  is  assumed 
that  the  piezoelectric  material  is  hexagonal  symmetrical  such  that  the  piezoelectric 
constants  e3,  =  e32. 


Fig.l  A  1— D  spatially  distributed  orthogonal  sensor/actuator. 

c 

An  open-circuit  sensor  signal  fa  from  a  1— D  spatially  distributed  orthogonal  sensor 
can  be  estimated  from  its  strains: 


*S - (hs(S°1+sy 

s  s  1  ,Ws(aO 

+  0.5hs(h  +  hs)(ku+kM)J  AjA 2fQ  S  da,  da, 
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=  — 8(a,)  WlUifoOJ  [kS(S°,+S°2) 

+  0.5hs(h  +  h5)(ku+k,j)]  A, A,  da, ,  (1) 

where  e3i  is  the  piezoelectric  constant;  £33  is  the  dielectric  constant;  Se  is  the  effective 

c 

electrode  area;  W  (ai)  is  a  1— D  shape  function;  Uj(ai)  is  an  orthogonal  function;  h  is  the 

thickness  of  the  sensor  layer;  h  is  the  continuum  thickness;  S°j  is  the  membrane  strain;  ku 

denotes  the  bending  strain;  Ai  and  A2  are  Lame  parameters;  and  sgn[*j  is  a  signum 
function  which  defines  the  polarity  changes  of  the  orthogonal  sensor.  Note  that  and  k23 

c 

are  usually  neglected  since  d{  •)/ da?  =  0.  In  addition,  the  first  term  (leading  by  h  ) 
denotes  the  membrane  strain  contribution  to  the  sensor  output,  and  the  second  term 
(leading  by  0.5hs)  the  bending  strain  contribution.  The  total  output  signal  is  contributed 
by  the  sum  of  membrane  and  bending  strain  components.  In  a  1— D  elastic  continuum  with 
finite  radius  of  curvatures,  e.g.,  arches  and  rings,  both  membrane  and  bending  components 
contribute  to  the  output  signal.  However,  for  flat  1-D  continua  with  infinite  radius  of 
curvature,  e.g.,  beams,  the  output  signal  is  contributed  either  by  the  membrane 
component,  e.g.,  rods,  or  the  bending  component,  e.g.,  beams  (Tzou,  1993). 

The  distributed  velocity  (strain— rate)  feedback  can  be  derived  using  the  modal 
expansion  method  and  a  spatially  distributed  modal  feedback  force  (Tzou,  Zhong, 
Hollkamp,  1994).  The  k-th  modal  equation  can  be  written  as 

*7k  +  jfoik  + 

3  ®  -  - 

=  pEN^XXj  J  (^Jm(al,a2^^t^Ujl‘(al>a2)]^lA2<^alda2  •  (2) 

j  *  ln>  1  Gq  <*2 


where  rj  is  a  modal  coordinate;  c  is  the  damping  constant;  5Vn(tti,a2)  is  the  distributed 

0D  n 

velocity  feedback  function-,  and  Nk  =  /  /  [.E  (Uj^jA^daqdaj.  Using  the  modal 

v*2  j  *  1 

orthogonality,  one  can  write  the  distributed  velocity  feedback  function  as 

JJiKa,)  =  SfU,Jaba,) ,  (3) 
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where  Q'f  is  a  velocity  weighting  factor  (gain  constant).  All  modes  other  than  the  n  =  k 

mode  are  filtered  out  due  to  their  orthogonalities.  Considering  the  transverse  oscillation 
only,  one  can  derive  the  n— th  modal  equation  ( independent  modal  control  equation)  with 
the  velocity  modal  feedback  control  force  as 


For  1— D  continua,  the  transverse  mode  shape  U3n  is  only  a  function  of  one 

coordinate  a\ ,  e.g.,  the  circumferential  direction  in  rings  and  arches,  the  longitudinal 
direction  in  beams  and  rods,  etc.  If  electrode  areas  of  the  actuators  are  designed  as  a  1-D 
shape  function  of  W(aj),  the  modal  control  force  for  a  1— D  spatially  shaped  actuator  can 

be  rewritten  as 

+  -^r(c  -  4f-/a1W(“i>U>'>  A.A  *da.)  *.  +  <&.  =  0  •  (5) 

Note  that  the  modal  coupling  and  the  spillover  from  all  other  natural  males  are 
eliminated.  This  modal  filtering  characteristics  will  be  demonstrated  in  an  experimental 
study  on  a  cantilever  beam  laminated  with  orthogonal  sensors/actuators  presented  later. 

Orthogonal  Sensor/ Actuator  for  a  Cantilever  Beam 

A  1— D  cantilever  Bernoulli— Euler  beam  usually  exhibits  transverse  oscillations  only. 
(The  in— plane  longitudinal  oscillation  is  neglected.)  The  Lame  parameters  for  a  flat 
uniform  beam  are  At  =  1,  A2  =  1;  the  radii  are  Rt  =  ®  and  R2  =  ®.  In  addition, 

d(')/dot2  =  0.  Accordingly,  the  closed-loop  equation  of  motion  of  a  cantilever  beam  can 
be  derived. 


phu3  +  YI-^p — b  =  bF3 , 

dx4  dx2 


(6) 
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where  p  is  the  mass  density;  Y  is  Young’s  modulus;  I  is  the  area— moment  of  inertia;  b  is 
the  beam  width;  Mu  is  the  induced  control  moment;  and  Fj  is  the  external  mechanical 
force.  As  discussed  previously,  the  orthogonal  modal  sensors/actuators  are  designed  based 
on  the  modal  function  Ugm(x): 


where 


A(Amx)  =  0.5[cosh(Ax)  +  cos(Ax)]  ,  (8a) 

5(Amx)  =  0.5[sinh(Ax)  +  sin(Ax)]  ,  (8b) 

C(Amx)  =  0.5[cosh(Ax)  —  cos(Ax)]  ,  (8c) 

D{ Amx)  =  0.5[sinh(Ax)  —  sin(Ax)]  ,  (8d) 


where  x  defines  the  distance  measured  from  the  fixed  end.  The  eigenvalue  Am  is 
determined  by  its  characteristic  equation: 

cos(AL)  cosh(AL)  +  1  =  0,  (9) 


where  AjL  =  1.875;  AgL  =  4.694;  AgL  =  7.855;  A^L  =  10.996;  A^L  =  14.137;  etc.  L  is  the 
beam  length.  The  first  derivative  -^(Ugm(x)]  is  the  modal  slope  function  and  the  second 

derivative  — ^j[Ugm(x)j  is  the  modal  strain  function.  The  modal  strain  function  is  used 

to  define  the  shapes  of  orthogonal  modal  sensors/actuators: 

U"m(x)  =  [[  e(AL-Ax)[eAL+  cos(AL)+  sin(AL)]/2[e2AL+  2eALsin(AL)- 1]] 

+  [  -  eAx{eAL[0.5cos(AL)-  0.5sin(AL)]+  0.5} 
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+  e^k[0.5cos(Ax)—  0.5sin(Ax)]+  e^^[cos(Ax)sin(AL)—  sin(Ax)cos(AL)] 

-  0.5cos(Ax)—  0.5sin(Ax)  /[e2AL+  2eALsin(AL)-  1]J  /(AL)2  .  (10) 

Note  that  each  orthogonal  modal  sensor/actuator  has  a  distinct  shape  based  on  its  modal 
strain  function  and  eigenvalue.  Detailed  layouts  of  the  spatially  shaped  orthogonal 
sensors/actuators  are  presented  next. 

MODEL  FABRICATION  AND  EXPERIMENTAL  SETUP 

The  shapes  of  distributed  orthogonal  sensors/actuators  follow  the  definitions  of 
modal  strain  functions  defined  by  their  eigenvalues.  The  first  four  modal  function  are 
plotted  in  Figure  2,  and  their  modal  strain  functions  are  plotted  in  Figure  3.  Note  that  the 
effective  regions  are  from  zero  to  one,  since  they  are  normalized  in  the  length  direction. 


Fig.2  Mode  shape  functions  of  the  cantilever  earn. 
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Fig. 3  Modal  strain  functions  of  the  cantilever  beam. 

Polymeric  piezoelectric  polyvinylidene  fluoride  (PVDF)  is  flexible  and  easy  to  cut 
into  various  shapes  in  a  laboratory  environment.  In  this  study,  a  40/xm  biaxially  oriented 
PVDF  sheet  is  used  for  the  orthogonal  sensors/actuators.  These  sensor/actuator  layers  are 
cut  according  to  their  strain  functions  and  then  glued  on  a  plexiglas  beam  (15*1*1/8— in). 
Patterns  of  surface  electrodes  are  first  laid  out  on  the  plexiglas  beam  using  a  thin-film 
silver  paste  to  ensure  a  good  electrical  conductivity.  Individual  silver  electrodes  are 
connected  by  either  thin  silver-paste  lines  (internal  connections)  or  .5mm  Teflon  coated 
surgical  wires  (external  connections).  Polarity  cnanges  are  achieved  by  reversing  the  cut 
PVDF  sheets.  The  finished  PVDF/plexiglas  beam  is  shown  in  Figure  4. 
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Pig. 4  Experimental  beam  model  with  orthogonal  PVDF  sensors /actuators. 
Apparatus 

A  self-sensing  feedback  control  circuit  is  setup  with  two  current  amplifiers  and  a 
differential  circuit  (Anderson,  et  al.,  1992;  Dosch,  et  al.,  1992).  Three  operational 
amplifiers  (AD— 711JN),  six  resistors  (24.9kft,  8MD,  and  16MD)  and  a  capacitor  (14nF)  are 
used  to  build  the  circuits  for  the  first  and  second  orthogonal  modal  sensors/actuators. 
Figure  5  shows  the  circuit.  The  capacitor  is  used  to  match  the  capacitance  of  the 
orthogonal  piezoelectric  sensor/actuator.  A  power  amplifier  (BK— 1651)  supplies  a  30V  to 
the  operational  amplifiers,  and  an  signal  amplifier  is  used  to  amplify  the  sensor  signal  to 
induce  control  actions  in  the  piezoelectric  layers.  A  reference  accelerometer  (Kistler  5205) 
is  mounted  at  the  free  end  to  provide  a  reference  signal.  All  signals  are  input  into  an  HP 
data  acquisition  system  (HP3566A)  for  signal  processing  and  recording. 


Legend:  — AAAA—  Resistor; 


Capacitor; 


Operational 


Amplifier; 


Ground. 


Fig.5  A  self— sensing  feedback  control  drenit. 

Experimental  Procedures 

There  are  two  sets  of  experiments  carried  out  in  this  study.  The  first  set  is  to  test 
the  modal  orthogonality  of  orthogonal  modal  sensors;  the  second  set  is  to  evaluate  the 
control  effectiveness  of  the  self-sensing  orthogonal  actuators. 

The  first  set  involves  two  tests:  1)  strain  signals  and  2)  strain— rate  signals.  The 
strain  signal  is  contributed  by  elastic  bending  strains  of  the  cantilever  beam;  it  is 
ultimately  related  to  the  transverse  deflection  U3.  Thus,  the  strain  signal  is  often  referred 
as  "displacement"  signal;  the  strain— rate  can  be  regarded  as  the  "velodty"  signal.  The 
signs  of  these  signals  are  individually  checked  to  ensure  correct  feedback  signals  in  the 
self-sensing  feedback  control. 

A  self-sensing  feedback  control  circuit,  discussed  previously,  is  used  in  the  second 
set  experiments.  Controlled  time  histories  from  the  accelerometer  are  acquired;  modal 
damping  ratios  are  calculated  using  the  eigensystem  realization  algorithm  (ERA)  method 
(Juang  and  Pappa,  1985). 


24-11 


RESULTS  AND  DISCUSSION 


There  are  two  sets  of  experiments  carried  out  in  this  study.  The  first  set  is  to  test 
the  modal  orthogonality  of  orthogonal  modal  sensors;  the  second  set  is  to  evaluate  the 
modal  control  effectiveness  of  the  self-sensing  orthogonal  piezoelectric  actuators. 

Modal  Sensing 

In  order  to  evaluate  the  sensing  effectiveness  of  orthogonal  modal  sensors,  the 
spatially  shaped  piezoelectric  layers  were  subjected  to  external  excitations  and  their 
dynamic  responses  recorded.  Strain  and  strain-rate  responses  were  also  tested  using  a 
strain-rate  circuit  (Lee,  1992).  Figure  6  shows  the  spectra  of  the  first  modal  sensor,  the 
second  modal  sensor,  and  the  accelerometer.  It  is  observed  that  the  accelerometer  senses 
multiple  modes  of  the  cantilever  beam,  and  the  modal  sensors  only  respond  to  their 
respective  modes. 


Fig.6  Spectra  of  the  orthogonal  modal  sensors  and  the  accelerometer. 
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Self— Sensing  and  Feedback  Control 


As  discussed  previously,  a  self-sensing  piezoelectric  actuator  provides  a  perfect 
collocation  of  sensor  and  actuator.  In  this  section,  free  oscillation  and  controlled  time 
histories  are  presented  and  their  respective  damping  ratios  are  calculated. 

1)  Free  Oscillations 

For  the  first  mode,  an  initial  displacement  was  applied  to  the  free  end  and  the 
snap-back  response  recorded.  The  free  oscillation  time  histories  of  strain  and  strain-rate 
signals  of  the  first  modal  sensor /actuator  are  plotted  in  Figures  7  and  8,  and  those  of  the 
second  sensor /actuator  are  plotted  in  Figures  9  and  10,  respectively.  Note  that  those  time 
histories  of  the  second  sensor/actuator  were  obtained  via  impulse  excitations. 


Fig.7  Free  oscillation  of  the  plexiglas  beam  (1st  strain). 
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Fig-10  Free  oscillation  of  the  plexiglas  beam  (2nd  strain— rate). 


Damping  ratios  of  the  first  and  second  modes  were  calculated  using  the  free 
vibration  time  histories.  The  first  modal  damping  ratio  is  4.0%  and  the  second  *uodal 
damping  ratio  is  3.4%.  (Note  that  these  data  were  calculated  using  more  than  five  sample 
time  histories.)  It  should  be  pointed  that  there  was  an  accelerometer  cable  taped  on  the 
plexiglas  beam,  which  caused  a  higher  damping  for  the  first  natural  mode. 

2)  Self— Sensing  Control  —  Independent  Modal  Control 

Control  effectivenesses  of  the  self— sensing  orthogonal  actuators  were  evaluated  when 
the  self-sensing  control  circuit  was  powered  on.  The  sensing  (strain-rate)  signal  was 
separated  from  the  actuating  signal  via  the  circuit  shown  in  Figure  5.  The  controlled 
responses  (via  the  accelerometer  signals)  of  the  plexiglas  beam  were  plotted  in  Figures  11 
and  12. 
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Fig-11  Controlled  time  history  of  the  plexiglas  beam  (1st). 


fig.  12  Controlled  time  history  of  the  plexiglas  beam  (2nd). 

It  was  noted  that  the  strain— rate  signals  are  rather  noisy,  which  is  probably 
introduced  by  the  electrical  line  noises,  the  circuit,  the  amplifier,  etc.  Although  the 
strain-rate  signals  are  very  noisy,  the  plexiglas  beam  is  controlled  well  via  the  self— sensing 
orthogonal  piezoelectric  actuator.  The  averaged  damping  ratios  of  the  controlled  responses 
are  7.1%  for  the  first  mode  and  4.2%  for  the  second  mode.  (Note  that  since  the  second 
mode  was  relatively  difficult  to  excite  by  an  impulse  excitation,  twelve  amples  were  used 
to  obtained  the  averaged  data.  Control  of  the  second  mode  could  be  improved  by  changing 
the  resistors  in  the  circuit.)  It  should  be  pointed  out  that  the  convergence  of  a  modal 
response  is  determined  by  the  product  of  the  damping  ratio  and  the  modal  frequency,  i.e., 


24-16 


e  Consequently,  responses  of  the  higher  modes  usually  converge  much  faster  than 

those  of  the  lower  modes. 

SUMMARY  AND  CONCLUSION 

Distributed  self-sensing  piezoelectric  actuators  provide  a  perfect  collocation  of 
sensors  and  actuators  in  closed-loop  structural  controls.  To  separate  control  actions  for 
different  natural  modes  (independent  modal  control),  spatially  distributed  self-sensing 
orthogonal  piezoelectric  actuators  were  proposed  in  this  study. 

A  i  :  orthogonal  sensor/actuator  theory  was  presented  first,  followed  by  an 
application  to  a  Bernoulli-Euler  beam.  Spatially  distributed  orthogonal  sensors/actuators 
were  designed  based  on  the  modal  strain  functions.  A  physical  model  was  fabricated  and 
its  self-sensing  control  effectiveness  tested.  A  40/xm  polymeric  piezoelectric  PVDF  sheets 
were  cut  and  laminated  on  a  plexiglas  beam.  Surface  electrodes  were  connected  by  either 
silver  pastes  or  surgical  wires.  A  self-sensing  feedback  control  circuit  was  setup  and 
tested. 


Experimental  results  showed  that  the  orthogonal  modal  sensors  are  sensitive  to  their 
respective  modes.  Free  and  controlled  (via  the  self-sensing  feedback  control  circuit)  time 
histories  were  recorded  and  their  modal  damping  ratios  calculated.  The  calculated  results 
suggested  that  the  modal  damping  ratios  were  enhanced  by  77.5%  for  the  first  mode  and  by 
23.5%  for  the  second  mode.  The  convergence  of  modal  responses  is  determined  by  the 
product  of  the  modal  damping  and  the  modal  frequency.  Thus,  the  independent  modal 
control  of  continua  can  be  effectively  achieved  by  using  the  spatially  distributed 
self-sensing  orthogonal  piezoelectric  actuators. 
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Development  of  Air  Force  Superconductivity  Power  Technology 


Xingwu  WANG 
Associate  Professor 
Department  of  Electrical  Engineering 
Alfred  Ur  'ersitv 

Abstract 

This  study  is  an  extension  of  previous  research  on 
Superconductive  Magnetic  Energy  Storage  (SMES)  technique,  carried 
out  last  summer.  As  superconductor  market  gradually  matures,  it  is 
necessary  to  examine  other  superconductive  power  techniques  such  as 
generators,  motors,  transformers,  chokes,  and  power  lines. 
Following  criteria  are  applied  in  the  evaluation:  efficiency, 
weight,  size,  cost,  durability,  maintainability,  and  operability. 
Based  on  existing  status  of  air  base  power  system,  it  is  suggested 
that  superconductive  rotational  machinery  (>300  KW)  is  beneficial, 
and  other  power  devices  may  be  beneficial.  Besides  further 
feasibility  study,  in-house  experimentation  at  an  air  base  is 
needed  to  make  realistic  assessment.  In  particular,  tests  on  high 
Tc  superconductors,  wires  and  coils  are  required.  Based  on 
estimated  savings,  it  is  suggested  that  R&D  funding  on  Air  Force 
superconductive  generators  should  be  approximately  one  million 
dollars  in  1994-5,  which  is  approximately  0.28%  of  federal  R&D 
funding  on  superconductors .  Research  on  superconductive  power 
systems  is  a  suitable  topic  for  air  base  engineers/scientists  due 
to  following  reasons:  1.  emphasis  on  mobility  and  critical  needs  on 
new  power  systems;  2.  federal  government's  requirement  on  high  tech 
development  and  military/civilian  dual  usage. 
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Development  of  Air  Force  Superconductivity  Power  Technology 

Xingwu  WANG 

I .  Introduction 

Last  summer,  we  carried  out  a  feasibility  study  on 
Superconductive  Magnetic  Energy  Storage  (SMES)  technique. 
Following  two  items  were  examined:  1.  existing  low  Tc 
superconductive  SMES,  2.  critical  needs  for  power  conditioning  and 
energy  storage.  We  concluded  that  SMES  will  improve  existing  Air 
Force  power/energy  systems;  and  recommended  that  a  small  SMES 
should  be  tested  in  an  Air  Force  facility.1 

In  the  past  one  year,  there  has  been  great  progress  towards 
fabrications  of  practical  high  Tc  superconductors.2  First, 
practical  BiSrCaCuO  coils  can  be  manufactured  by  powder-in-tube 
techniques.3  Second,  large  critical  currents,  Ic,  can  be  achieved 
in  long  rods.4  Third,  operational  ranges  of  these  superconductors 
are  wider  than  before.5*  Fourth,  HgBaCaCuO  superconductor  has  been 
discovered  with  Tc  of  133  K.5b  Since  the  superconductor  market  has 
gradually  matured,  we  should  examine  different  superconductive 
power  techniques  such  as  generators,  motors,  transformers,  chokes, 
and  power  lines.  Following  criteria  will  be  applied  in  the 
evaluation:  efficiency,  weight,  size,  durability,  maintainability, 
and  operability. 

II.  Methodology 

Since  the  discoveries  of  high  Tc  oxide  superconductors  in  1987 
and  1988,  several  DOD  agencies  have  initiated  and/or  expanded  their 
research  efforts  on  superconductivity  and  applications .  6a'7b 
However,  existing  investigation  on  air  base  power  systems  is  very 
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limited . 9a 


In  this  study,  we  have  utilized  following  resources:  1. 
publications  in  scientific  journals;  2.  documents  in  DOE 
laboratories;  3.  literatures  in  Defense  Technical  Information 
Centers;  4.  discussions  with  experts  in  universities,  DOE  and  DOD 
agencies;  5.  consultations  with  managers  and  engineers  in 
Headquarters  Air  Force  Civil  Engineering  Support  Agency  (AFCESA) 
and  associated  agencies  familiar  with  air  base  power 
requirements . 8b-d 
III.  Super  ductive  Generators 

A.  Existing  air  basa  generators 

Power  level  of  air  base  generators  varies  from  several  KW  to 
several  hundred  MW,  as  illustrated  in  Fig.  l.B*  While  voltage 
varies  from  several  KV  to  several  hundred  MV,  Fig.  2.  Sp  fic 
weight  of  a  generator  is  approximately  10-100  lb/KW;8£  and  specific 
volume  is  approximately  0.02-0.05  m3/KW.8g  To  purchase  and  install 
a  stationary  generator,  cost  per  KW  is  $300  -  $350  in  class  A 
generator  750  KW  range,  full  time  usage,  continuous  operation). 
The  cost  will  be  approximately  $4  00  per  KW  for  a  power  plant 
generator  (larger  than  1  MW)  .  To  transport  a  generator  via  a  cargo 
plane,  cost  is  approximately  $0.0003  per  pound  per  mile.9*  For  a 
1  MW  generator,  operating  cost  is  $0 . 072-$0 . 079  per  kilowatt-hour; 
and  maintenance  cost  is  $0 . 0002-$0 . 0030  per  kilowatt-hour.  These 
values  will  be  the  basis  for  the  evaluation  and  development  of 
superconductive  generators . 

B.  Conventional  generators  and  superconductive  generators 

Conventional  generators  are  described  in  many  textbooks  and 


handbooks  . 9b_c  Essential  materials  of  a  generator  are:  winding  (s) 
and  electromagnet (s) .  The  coil  winding(s)  may  be  a  magnetic  field 
winding,  and/or  an  armature  winding.  These  windings  are  made  of  a 
normal  conductor  with  certain  resistivity.  To  conduct  large 
current,  the  wire  cross  sectional  area  of  a  winding  has  to  be 
large.  The  electromagnets  may  be  associated  with  the  field 
windings  and/or  the  armature  windings  to  create  magnetic  field 
distributions  with  required  flux  densities.  These  electromagnets 
are  usually  massive.  The  field  winding  and  associated 
electromagnet  are  referred  as  field  winding  assembly;  and  the 
armature  winding  and  associated  electromagnet  are  referred  as 
armature  assembly.  If  the  field  winding  assembly  is  rotational, 
the  armature  winding  will  be  stationary;  and  vice  versa.  The 
rotational  part  is  called  rotor,  and  the  stationary  part  is  called 
stator. 

Conventional  generators  are  heavy  and  large.  There  exist  many 
techniques  to  reduce  weight/size,  and  to  increase  power  generation 
efficiency.  As  an  example,  the  field  winding  assembly  can  be 
replaced  by  a  set  of  permanent  magnets.  As  another  example, 
electrical  coil  windings  can  be  replaced  in  cryogenic  temperature 
environment,  and  resistive  dissipation  can  be  reduced. 

Since  the  discovery  of  superconductive  materials  in  1911, 
especially  since  the  commercialization  of  high  current  density 
superconductors  in  1960's,  superconductive  generators  have  been 
invented,  designed,  and  tested. 

C.  Development  of  superconductive  generators 

Most  of  the  pioneer  work  was  carried  out  in  the  United  States. 
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First  superconductive  generator  was  constructed  in  mid  1960's. 
Since  then,  different  rotor/stator  arrangements  have  been  designed 
and  tested.  In  earlier  designs,  the  stator  has  a  superconductive 
field  winding;  and  the  r  r  h*  a  conventional  armature.10  In 
recent  designs,  u**b  the  rccor  has  a  superconductive  field  winding 
and  the  stator  has  a  conventional  armature  as  illustrated  in  Fig. 
3.Uc  There  exist  several  different  kinds  of  superconductive 
rotors;  i.e.,  slow  response  type  A,  slow  response  type  B,  and  quick 
response  type.12*  In  some  other  designs,  both  windings  are  all 
superconductive . 12b-c 

Power  levels  of  US  experimental  generators  have  been  varied: 
45  KVA  in  1968,  5  MVA  in  1972,  20  MVA  in  1978,  50  MVA  in  1990,  and 
300  MVA  design  goal  in  mid  1980' s.13a-<1  After  developed  a  30  KVA 
generator  in  1972,  Japanese  research  effort  has  become  intensive, 
with  current  de  _gn  goal  of  200  MVA13* .  Started  at  1 . 5  MVA  in  1974, 
the  current  design  in  Russia  (USSR)  is  1200  MVA.  Germany's 
generators  are  0.3  MVA  in  1983,  120  MVA  in  1987,  and  850  MVA 
(design)  in  1993.  France's  generators  are  1  KVA  in  1965,  0.5  MVA 
in  1977,  and  20  KVA  in  1987.  In  addition,  China  had  a  design  of 
0.4  MVA  in  1975.  Load  tests  on  superconductive  generators  have 
demonstrated  technical  availability  of  superconductive  generators. 
In  Appendix  I,  a  summary  of  worldwide  activities  is  provided.14 

As  far  as  DOD  is  concerned.  Navy  has  the  largest  and  longest 
programs,  with  the  focus  on  the  ship  prop  \sion  systems . 15a'16  Air 
Force  has  experi  se  in  airborne  gen  orators . -7a-b  In  appendix  II,  DOD 
support  for  superconductor  research  is  tabulated,  along  with  other 
federal  agencies.170 
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D .  Operation  benefits 

Operation  benefits  include  technical  and  economical  factors. 
On  the  technical  side,  superconductive  generators  have  following 
advantages:  high  efficiency  (>99.5%),  light  weight,  small  size,  and 
long  lifetime.  In  Table  1,  specific  weight  and  volume  of  several 
generators  are  listed.  On  the  economical  side,  overall  cost 
includes  capital,  operational,  and  maintaining  costs.  Capital  cost 
of  superconductive  generator  may  be  higher  than  that  of 
conventional  generator.  However,  operational  cost  of 
superconductive  generator  is  lower  than  that  of  conventional 
generator.  In  a  Westinghouse  study,  the  operational  cost  is 
lowered  by  a  factor  of  three  or  four.  This  is  advantages  because 
operation  cost  is  the  largest  portion  in  overall  cost  of  air  base 
generator,  see  section  A.  In  addition,  the  lifetime  of 
superconductive  generator  is  longer  than  that  of  conventional 
generator,  and  the  maintaining  cost  of  superconductive  generator 
will  be  lower.  Thus,  overall  cost  of  superconductive  generator 
system  is  estimated  to  be  lower  than  that  of  conventional 
generator.18*  As  an  example,  let  us  consider  a  small  operation 
3,000  miles  away  for  one  year,  supported  by  a  new  generator  of  900 
KW  (40,000  lb).  If  a  conventional  generator  is  utilized,  the 
overall  cost  will  be  $997,488,  in  which  operation  cost  shares 
62.4%.  However,  if  a  superconductive  generator  is  utilized,  the 
total  cost  will  be  $881,992.80;  or  11.6%  savings.  (Itemized  costs 
are  listed  in  Table  2  for  the  comparison  between  a  conventional 
generator  and  a  superconductive  generator.)  If  the  operation  is 
longer  than  one  year,  there  will  be  more  savings.  When  500-1,000 
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units  are  superconductive,  the  total  savings  will  be  $57,728,000- 
115,456,000,  or  more. 

8.  Racommandad  program  development  approach 

As  far  as  air  bases  are  concerned,  it  is  feasible  to  utilize 
superconductive  generators  with  powers  larger  than  300  KW.18b 
Development  on  high  Tc  superconductive  wires  and  coils  should 
continue.  (Appendices  III-V  illustrate  recent  development  on  Jc  of 
wires,  and  performance  of  coils.180)  Experimentation  on  existing 
low  Tc  superconductive  generators  should  also  continue.  For 
example,  there  exists  a  10  MW  generator  at  MIT.19*  Its 

superconductive  rotor  field  winding  is  workable,  while  its  normal 
conductive  stator  armature  winding  is  not.19b  An  estimated  cost  to 
repair/remodel  the  unit  is  $  200K  -  $  300K.  (Estimated  costs  of 
superconductive  generator  and  other  power  devices  are  provided  in 
Appendix  VI.)  A  joint  sponsorship  between  DOD  and  DOE  may  allow 
further  experimentation  on  this  generator  with  low  cost  and  low 
risk.20  Based  upon  the  estimated  savings  in  Section  D,  it  is 
reasonable  to  invest  one  million  dollars  in  Air  Force  R&D  on 
superconductive  generators . 

IV.  Superconductive  Motors 
A.  Air  baa*  motors 

Since  motor  inventory  data  were  not  available  during  this 
study,  a  telephone  survey  on  large  motors  was  conducted.  At  Arnold 
AFB,  Tullahoma,  TN,  there  exist  approximately  150  units  in  300 
horse  power  (h.p.)  range,  70  units  in  300-500  h.p.  range,  40  units 
in  500-700  h.p.  range,  and  several  units  with  power  larger  than  700 
h.p.  In  a  test  lab  of  Wright-Patterson  AFB,  Dayton,  OH,  there 
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exist  4  units  in  450-600  h.p.  range,  9  units  in  1,000-2,000  h.p. 
range,  11  units  in  2,100-5,500  h.p.  range,  and  3  units  in  12,000- 
44,000  h.p.  range. 

B.  Super conductive  motors 

When  a  rotational  machine  is  operating  in  generator/motor 
mode,  it  is  called  alternator.  There  have  been  numerous  studies  on 
superconductive  alternators.21  Operational  principles  of  a 
superconductive  motor  is  similar  to  that  of  a  superconductive 
generator,  with  a  different  energy  conversion  direction. 

Since  1960's,  various  superconductive  motors  have  been 
developed.  22-23  There  exist  several  designs  of  superconductive 
motors:  DC,  synchronous,  induction,  induction/synchronous  hybrid, 
reluctance,  and  homopolar  inductor  motors. 24,-c  In  addition  to 
rotational  motors,  linear  motors  have  been  constructed  and 
tested. 25a-b  Since  1987,  high  Tc  superconductor  motors  have  been 
designed  and  demonstrated.26"-0 

C.  Recommended  development  approach 

A  bench  top  demonstration  unit  based  on  high  Tc  superconductor 
should  be  constructed  and  tested.  The  construction  may  consist  of 
two  phases:  1.  motors  based  on  bulk  superconductors;  2.  motors 
based  on  superconductive  coil  windings.  Phase  1  project  can  be  an 
improvement  on  existing  motors.  27-28  Phase  2  project  can  be  divided 
into  two  steps:  A.  evaluation  of  high  Tc  superconductors  and 
wires/coils;  B.  construction  of  motors.  Step  A  may  require  1  year 
to  finish.  Since  initial  part  of  Step  A  belongs  to  6.1  category, 
funding  from  internal  sources  and  AFOSR  will  be  needed. 
Superconductors  can  be  supplied  by  several  sources,29  and  evaluated 
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in  different  labs.30  Step  B  may  require  2  years,  and 
experimentation  should  be  carried  out  in  one  of  the  Air  Force  Labs. 

V.  Superconductive  Transformers 

The  basis  of  transformer  technique  ,s  coils  which  have  been 
utilized  in  SMES,  generators,  motors,  and  magnets.  So  far,  there 
has  been  no  published  result  on  the  construction/test  of  a  full 
scale  power  transformer.  A  1  GVA  transformer  has  been  considered 
by  DOE  labs.31 

From  available  information,  it  is  estimated  that  transformer 
power  in  air  bases  varies  from  several  hundred  KW  to  50  MW.33  To 
further  study  the  feasibility  and  reliability  of  superconductive 
transformers,  we  sugges'  that  a  small  scale  transformer  (200  -  700 
KW)  should  be  designed,  built,  and  tested. 

VI .  Superconductive  Chokes 

A  choke  is  a  coil  which  can  limit  current  flow  in  a  circuit  of 
a  power  station  or  substation.  Other  names  are:  current  limiter 
and  reactor.  It  has  been  demonstrated  that  high  Tc  superconductors 
can  be  utilized  as  chokes.33  An  experiment  should  be  conducted  in 
an  Air  Force  lab  to  study  the  reliability  of  the  superconductive 
chokes . 

VII.  Power  Lines 

Power  lines  are  divided  into  transmission  lines  or 
distribution  lines.  In  Air  Force  installations,  the  number  of 
transmission  lines  are  very  limited,  but  the  number  of  distribution 
lines  are  countless.  A  typical  distribution  line  has  a  length  of 
25  -  30  miles,  with  the  maximum  current  of  approximately  1,000 
amperes.  All  these  characteristics  are  compatible  with 
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capabilities  of  high  Tc  superconductors,  based  on  existing 
studies.34  If  all  the  distribution  lines  are  buried  underground, 
the  reliability  and  security  of  Air  Force  power  systems  will  be 
enhanced . 

VIII.  Overall  Recommendation 


Currently,  Air  Force  is  going  through  a  critical  period.  Its 
future  operation  will  be  highly  mobile.  Air  base  power  systems 
should  meet  following  criteria:  high  efficiency,  high  reliability, 
small  size,  light  weight,  long  lifetime,  and  easy 
operation/maintenance.  Superconductive  techniques  offer  great 
opportunity  to  Air  Force  civil  engineering  community,  i.e.,  to 
reconsider/redesign  existing  power  systems  during  this  peaceful 
period.  Furthermore,  superconductor  research  is  consistent  with 
current  federal  government  policy:  high  tech  development  and 
military/civilian  dual  usage. 

To  make  realistic  assessments  on  superconductive  power 
technology,  air  base  engineers/scientists  should  carry  out  in-house 
experiments.  To  share  resources,  they  should  collaborate  with 
other  researchers  in  DOD,  DOE,  and  university  labs. 
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Table  2.  Comparison  between  a  conventional  generator  and  a 
superconductive  generator  _ _ 
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Appendix  VI.  Preliminary  Cost  Breakdown 

Following  statement  is  provided  in  an  article  by  L.  S. 
Greenberger,  published  in  Public  Utilities  Fortnight!/,  August  1, 
1991,  pp.  38-40. 

For  each  facet  of  a  superconductive  system:  $60  million  to 
produce  a  20-megawatt  prototype  generator;  $50  million  for  a  100 
meter  long,  500-megavolt  transmission  line;  $55  million  for  a  1- 
megawatt  SMES;  $30  million  for  a  4-kilovolt/138-kilovolt 
transformer;  and  $55  million  for  a  5,000  horsepower  electric  motor. 


25-20 


A  STUDY  FOR  PRODUCT  DESIGN,  MATERIALS  SELECTION, 


PROCESSES,  AND  INTEGRATION  USING  LEARNING  APPROACHES 


C.  L.  Philip  Chen 

Assistant  Professor 

Department  of  Computer  Science  and  Engineering 
Wright  State  University 
Dayton,  OH  45435 
E-maii:  pchen@vaihaila.cs.wright.edu 


Final  Report  for 

Summer  Faculty  Research  Program 
Wright  Laboratory 


Sponsored  by: 

Air  Force  Office  of  Scientific  Research 
Bolling  Air  Force  Base,  Washington,  D.C. 


September  1993 


26-1 


A  STUDY  FOR  PRODUCT  DESIGN,  MATERIALS,  SELECTION,  PROCESSES, 

AND  INTEGRATION  USING  LEARNING  APPROACHES 

C.  L.  Philip  Chen 
Assistant  Professor 

Department  of  Computer  Science  and  Engineering 
Wright  State  University 

Abstract 

The  relation  on  product  design,  materials  selection,  and  processes  has  been  studied.  The  procedures  for 
design,  materials  selection  and  processing  is  summarized  in  this  study.  To  design  a  product,  material 
properties  and  materials  processing  has  to  be  considered  simultaneously.  The  study  shows  that  associ¬ 
ation  among  design,  materials,  and  processes  must  be  built  and  identified.  Several  learning  approaches 
that  can  oe  used  as  tools  for  building  an  inductive  and  deductive  coupling  system  for  materials  research 
are  discussed.  Future  research  opportunities  in  this  area  are  also  presented. 
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A  STUDY  FOR  PRODUCT  DESIGN,  MATERIALS.  SELECTION.  PROCESSES. 
AND  INTEGRATION  USING  LEARNING  APPROACHES 


C.  L.  Philip  Chen 


1.  Introduction 

In  recent  years,  the  research  in  product  design,  materials,  and  processes  has  been  studied 
significantly.  However,  an  integrated  method  for  associating  design,  materials,  and  processes 
has  not  been  reported.  Why  product  design,  materials,  and  processes  association  is  so  impor¬ 
tant?  As  we  know,  a  particular  design  is  eventually  made  into  a  product,  design,  materials, 
and  process  must  be  intimately  interrelated.  Each  component  of  a  product  must  be  designed 
so  that  it  not  only  meets  design  requirements,  but  also  can  be  manufactured  efficiently  and 
economically.  To  be  able  to  manufacture  economically  and  efficiently,  the  materials  of  the 
component  and  the  manufacturing  processes  must  be  competitive  with  the  design  specification. 
The  concurrent  engineering  approach  is  an  integration  approach  to  achieve  this  goal.  How¬ 
ever,  currently  research  in  concurrent  engineering  falls  into  integration  of  database  and 
indispensable  computer  programs  [1]  or  expert  systems  [2].  The  development  of  learning- 
based  approach  still  under  infancy.  In  the  next  section,  the  overview  of  product  design, 
materials  selection,  and  selection  of  manufacturing  processes  will  be  discussed  followed  by 
discussion  of  learning  approaches  and  future  research  opportunities. 

1.1.  The  Design  Process 

The  first  step  in  design  is  to  understand  the  function  and  performance  of  the  product. 
Then  the  design  concept  follows.  The  concept  probably  is  an  innovative,  a  creative,  or  prob¬ 
ably  modification  of  a  previous  experience.  To  avoid  design  turn-around  time,  the  designer 
must  also  have  the  knowledge  of  materials  and  processes  or  production  cost.  However,  in 
most  cases,  materials  selection  and  manufacturing  processes  are  aided  by  other  organizations 
(This  is  why  a  learning-based,  induction  and  deduction  integration  are  needed).  Table  1 
roughly  shows  traditional  shapes  and  some  common  methods  of  production  [3].  Figure  1  also 
shows  the  traditional  design  process  [4].  Design  For  Manufacture  (DFM)  and  Design  For 
Assembly  (DFA)  are  other  factors  that  a  designer  must  consider.  Analytical  model  of  product 
cost  is  another  consideration  in  design.  Finally,  a  system  that  transfer  a  product  design,  to 
design  concept,  materials  and  processes  selection  will  be  implemented. 

1.2.  Selection  of  Materials 
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Table  1.  Shapes  and  some  common  methods  of  production  [3] 


SHAPES  ANO  SOME  COMMON  METHODS  OF  PRODUCTION 
SHAPE  production  method 

Flat  surfaces  Rolling,  planing,  broaching,  milling,  shaping,  grinding 

Parts  with  cavities  End  milling,  electrical-discharge  machining,  electroche”-  cal 

machining,  ultrasonic  machining,  cast-in  cavity 
Parts  with  sharp  features  Permanent-mold  casting,  machining,  grinding,  fabricating 
Thin  hollow  shapes  Slush  casting,  electroforming,  fabricating 

Tubt'.'ar  shapes  Extrusion,  drawing,  roll  forming,  spinning,  centrifugal  casting 

Shaping  of  tubular  parts  Rubber  forming,  expanding  with  hydraulic  pressure,  explosive 

forming,  spinning 

Curvature  on  thin  sheets  Stretch  forming,  peen  forming,  fabricating 
Openings  in  thin  sheets  Blanking,  chemical  blanking,  photochemical  blanking 

Reducing  cross-sections  Drawing,  extruding,  shaving,  turning,  centerless  grinding 
Producing  square  edges  Fine  blanking,  machining,  shaving,  belt  grinding 

Producing  small  holes  Laser,  electrical-discharge  machining,  electrochemical  machining 

Producing  surface  textures  Knurling,  wire  brushing,  grinding,  belt  grinding, 

shot  blasting,  etching 

Detailed  surface  features  Coining,  investment  casting,  permanent-mold  casting 

Threaded  parts  Thread  cutting,  thread  rolling,  thread  grinding,  chasing 

Very  large  pans  Casting,  forging,  fabricating 

Very  small  parts  Investment  casting,  machining 


The  first  criterion  of  materials  selection  is  to  consider  mechanical  properties  such  as 
strength,  toughness,  ductility,  hardness,  elasticity,  fatigue,  creep,  and/or  correlation  of  above. 
The  mechanical  properties  specify  the  limitation  of  the  formation.  Based  on  the  function  of 
designed  product,  the  mechanical  properties  determine  what  materials  the  component  of  the 
product  should  be.  These  properties  also  determine  the  selection  of  the  manufacturing 
processes. 

The  cost  of  raw  materials  and  manufacturing  processes  are  also  the  major  concern  for  the 
selection.  For  the  commercial  and  marketing  point  of  view,  design  engineer  must  consider 
appearance,  product  cost,  and  product  life  as  well.  Materials  properties  and  manufacturing 
processes  also  relate  to  the  product  appearance.  For  example,  manufacturing  processes  deter¬ 
mines  surface  texture  of  the  product.  For  the  environmental  point  of  view,  design  for  an 
environmentally  friendly  production,  disposal  and  recycling  are  considerations  that  relate  to 
materials  and  processes. 

1.3.  Manufacturing  Processes  selection 

Selection  of  manufacturing  processes  depends  on  shape  and  geometry  of  the  product,  the 
type  of  material,  mechanical  properties  of  materials,  and  the  cost  of  processes.  r  not  all 
processes  produce  the  final  products,  additional  finishing  operations  such  as  grii  polish¬ 
ing,  machining  may  be  necessary.  These  processes  will  also  add  additional  cost  to  the 
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Figure  1.  The  design  flow  chart 


product. 

1.4.  Other  Considerations 

Assembly  operation  is  to  assemble  individual  pans  that  have  been  manufactured  to  a  pro¬ 
duct.  To  save  the  cost  of  the  assembly,  automatic  assembly  and  design  for  assembly  can  con¬ 
tribute  significantly  reduction  of  the  product. 

2.  Materials,  Design,  and  Processes 

This  section  briefly  reviews  fundamental  aspects  of  materials,  design,  and  processes  and 
their  relationship. 

2.1.  Material  Properties 
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Material  properties  successfully  explore  their  potential  and  characteristics  for  a  product 
design.  There  are  six  important  classes  of  materials  for  product  design:  metals,  polymers,  elas¬ 
tomers,  ceramics,  glasses  and  composites.  Several  standard  properties  such  as  general  cost, 
mechanical,  thermal,  wear,  corrosion/oxidation  are  listed  in  Table  2. 


Table  2.  Material  p;  erties 


Class 

Property 

Symbol  and  Units 

General 

Relative  Cost 

c. 

(-) 

Density 

6 

(Mg/m1) 

Mechanical 

Elastic  moduli 

E,  G,K 

(GPa) 

Strength  (yield/ultimate/fracture) 

Of 

(MPa) 

Toughness 

Gr 

(kJ/m1) 

Fracture  toughness 

K* 

(MPa  m") 

Damping  capacity 

n 

(-) 

Fatigue  ratio 

f 

(-) 

Thermal 

Thermal  conductivity 

X 

(W/m  K) 

Thermal  diffusivity 

a 

(m'/s) 

Specific  heat 

c. 

(J/kg  K) 

Melting  point 

T. 

(K) 

Glass  temperature 

T. 

(K) 

Thermal  expansion  coefficient 

a 

CK") 

Thermal  shock  resistance 

hT 

no 

Creep  resistance 

(-) 

Wear 

Archard  wear  constant 

ka 

(MPa-1) 

Corrosion / 

Corrosion  rate 

(-) 

Oxidation 

(Parobolic  rate  constant) 

K, 

(mVs) 

Each  class  of  materials  has  its  only  certain  common  characteristics:  metals  are  ductile 
and  conduct  heat  well;  polymers  are  light  and  are  able  to  expand,  and  so  on.  Based  on  these 
properties,  classification  can  be  very  useful  for  the  selection  of  materials  for  a  product  design. 
However,  the  classification  only  relates  the  function  of  product,  in  the  design  stage,  to 
material  properties  with  a  general  idea.  The  detailed  relations  between  the  design,  properties, 
name  of  materials,  furthermore,  manufacturing  processes  are  needed  to  be  investigated. 

2.2.  Materials  vs.  Design 

The  materials  properties  can  be  displayed  as  material  selection  charts  [4].  The  charts  summar¬ 
ize  the  engineering  information  in  a  compact  way.  Each  chart  displays  the  material  classes 
with  respect  to  the  given  properties.  Eighteen  material  property  charts  are  given: 
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Young’s  Modulus/Density 

Fracture/Toughness/Density 

Specific  Modulus/Specific  Strength 

Fracture  Toughness/Strength 

Thermal  Conductivity/Thermal  Diffusivity 

Thermal  Expansion/Young’s  Modulus 

Strength/Temperature 

Strength/Relative  Cost 

Young’s  Modulus/Energy  Content 


Strength/Density 
Young’s  Modulus/Strength 
Fracture  Toughness/Modulus 
Loss  Coefficient/Young’s  Modulus 
Thermal  Expansion/Thermal  Conductivity 
Normalized  Strength/Thermal  Expansion 
Young’s  Modulus/Relative  Cost 
Normalized  Wear  Rate/Bearing  Pressure 
Strength/Energy  Content 


According  to  Ashby,  the  most  striking  feature  of  the  charts  is  the  way  in  which  members 
of  a  material  class  cluster  together.  To  relate  design  with  materials,  the  first  step  starts  with 
full  menu  of  materials,  by  applying  primary  constraints  (defined  by  the  designer),  defining 
performance  index,  maximizing  performance  index,  a  list  of  materials  can  be  narrowed  down. 
The  materia)  is  selected  by  further  narrowing,  imposing  secondary  constraints,  identifying 
material  clusters,  selection  of  best  material  in  the  cluster,  and  analysis.  Figure  2  shows  this 
process  [4],  Depending  on  shape,  loading,  and  design,  the  performance  indices  are  minimiz¬ 


ing  material  weight  while  maximizing  strength  or  >’  st^ness  (~)»  and 


K* 


crack  (-- g-).  Elastic  design,  damage- tolerant,  and  thermal  design  can  be  one  of  thei  perfor¬ 
mance  indicies. 


The  narrowing  process  can  be  done  by  transferring  the  constraints  into  performance 
index  as  a  function  of  the  material  property  charts  mentioned  above.  A  block  of  area  can  be 
identified  and  selected.  The  same  selection  procedure  applies  to  the  selection  of  shape  of 
materials.  The  design  with  shape  involves  the  section  shape  of  material  as  a  variable.  Four 
shape  factors  are  given:  elastic  bending,  4>‘s;  elastic  twisting,  4>'r;  failure  in  bending,  4/  B  \  and 
failure  in  twisting,  4/  B ;  The  shaped  material  can  be  selected  from  the  material  property 
charts.  This  is  done  by  rewriting  the  performance  index  as  a  function  of  shape  factors. 
Embedding  the  shape  factor  in  the  material  property  functions  implicitly  moves  the  selection 
line,  or  the  selection  area. 

However,  the  selection  process  requires  matching  the  performance  index  across  the  pro¬ 
perty  chans  if  several  design  goals  are  desired.  Justification  of  the  selection  process  requires 
an  experienced  design  engineer.  Funher  development  of  automatically  selection  of  materials 
by  a  given  design  or  a  performance  index  is  necessary. 
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Figure  2.  A  flow  chan  for  selection  procedure 


2.3.  Materials  vs.  Processes 

Material  processes  depend  on  material  ,  shape,  and  design.  The  selection  of  processes  is 
very  difficult  because  of  tremendous  shaped  materials  and  finishing  methods.  Like  the  aspect 
of  design,  process  selection  is  an  iterative  procedure.  Figure  3  shows  the  flow  chart  of  process 
selection  and  the  relation  to  the  design  [4]. 

In  general,  manufacturing  processes  can  be  classified  to  nine  processes:  casting,  pressure 
molding,  deformation  processing,  powder,  special,  matching,  heat  treatment,  joining,  and 
finishing.  Similar  to  the  design  and  material  selection,  process  selection  charts  are  defined. 
Based  on  the  defined  attributes,  each  process  occupies  a  certain  area  of  charts.  The  attributes 
are  size,  shape,  complexity,  precision,  surface  roughness,  etc.  Five  charts  are  given: 


Figure  3.  Process  selection  and  design 


Size/Shape(or  Surface  Area/Section)  Information  Content/Size 

Size/Meltirg  Point  Hardness/Melting  Point 

Tolerance/Surface  Finish 

Process  selection  is  achieved  by  setting  the  upper  and  lower  limits  of  in  the  chart 
specified  by  the  design.  The  processes  which  lie  within  or  bounded  by  the  search  area  are 
candidates.  The  procedure  is  repeated  through  all  the  chans,  narrowing  the  selection  and 
finally  a  subset  of  process  capable  of  achieving  the  design  goal.  Cost  issues  may  determine 
the  final  choice.  However,  very  few  anicle  discusses  the  cost  issue.  Currently,  concurrent 
engineering  and  agile  manufacturing  have  brought  this  imponant  issue  [5,  6].  Based  on  the 
study  above,  there  is  a  need  for  developing  an  intelligent  system  that  integrates  design,  materi¬ 
als,  and  processes.  In  the  following  section,  several  learning  approaches  and  opportunities  for 
materials  research  arc  discussed. 

3.  Inductive  Learning  Techniques  for  Concept  Formation 

Inductive  learning,  which  is  learning  a  generation  from  a  set  of  example,  is  one  of  the 
most  fundamental  learning  tasks.  Concept  learning,  a  typical  inductive  learning  problem,  is  to 
infer  a  definition  that  will  allow  the  learner  to  correctly  recognize  future  generalized  instances 
of  that  concept  for  given  some  concept  examples.  Given  a  set  of  objects  exhibiting  various 


properties,  concept  formation  is  a  process  to  divide  the  objects  into  useful  categories.  Con¬ 
cept  formation  is  a  fundamental  problem  in  unsupervised  learning.  The  features  (or  attributes) 
extraction  and  defining  boundary  of  the  categorization  is  the  first  stage  of  the  concept  forma¬ 
tion. 

There  are  many  different  approaches  to  Inductive  learning.  The  techniques  such  as 
machine  learning  paradigm,  fuzzy  s>  , terns,  neural  networks,  and  genetic  algorithms  are  of 
particular  interested  recently.  The  goal  of  materials,  design,  and  processes  research  will  be  to 
develop  an  intelligent  induction  and  deduction  coupling  techniques.  These  new  learning  dis¬ 
ciplines  can  be  applied  to  build  a  general  learning  platform.  The  platform  is  a  domain- 
independent  so  that  it  can  be  used  in  any  material  domains.  Following  is  the  brief  introduction 
for  the  above  learning  disciplines  and  some  issues  related  to  the  materials  research. 

3.1.  Machine  Learning:  The  ID3  algorithm 

ID3  is  a  decision  tree  induction  algorithm.  It  represents  concepts  as  decision  trees.  The 
decision  trees  allow  us  to  determine  classification  of  an  object  by  testing  its  values  for  certain 
properties.  ID3  constructs  decision  trees  in  a  top-down  fashion.  It  selects  a  property  to  test  at 
the  current  node  of  the  tree  and  uses  this  test  to  partition  the  set  of  examples.  The  algorithm 
then  recursively  constructs  a  subtree  for  each  partition  [7].  Because  the  order  of  test  is  criti¬ 
cal  to  constructing  a  decision  tree,  ED3  heavily  relies  on  its  selection  criterion  for  the  root  of 
each  subtree.  DD3  has  impressive  results  on  several  applications.  The  work  on  modification 
of  ID3  algorithm  to  improve  the  complexity  has  been  done. 

According  to  the  study  in  Ashby’s  book,  the  basic  selection  charts  have  been  built. 
These  charts  can  be  treated  as  categorization  of  materials  selection,  design,  and  processes. 
There  is  no  need  for  us  to  using  ID3  algorithm  for  this  kind  of  categorization.  However,  the 
categorizations  only  represent  two-dimensional  relationship.  Cross  categorization  for  materi¬ 
als,  design,  and  processes  are  needed  to  done.  ID3  algorithm  can  be  used  in  cross¬ 
categorization  application. 

3.2.  Learning  using  Fuzzy  Rules  and  Concept 

Fuzzy  logic  and  systems  have  rapidly  become  one  of  the  most  successful  learning  tools. 
The  fuzzy  approximate  reasoning  provides  decision-support  and  expert  systems  with  powerful 
reasoning  capabilities.  The  components  of  conventional  fuzzy  systems  include:  fuzzifiers, 
defuzzifiers,  and  a  set  of  inference  rules.  Fuzzifiers  convert  inputs  into  their  fuzzy  representa¬ 
tions.  Defuzzifiers  convert  the  output  of  the  fuzzy  process  logic  intro  crisp  solution.  The 
inference  rules  represent  a  collection  of  linguistic  rules.  These  linguistic  rules  can  be 
represented  in  a  matrix  form,  or  call  a  fuzzy  knowledge  base,  with  actions  (or  output 
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variables)  in  the  entities  and  input  control  variables  as  the  causes.  In  fuzzy  systems,  the 
values  of  fuzzified  input  execute  all  the  rules  in  the  fuzzy  knowledge  base  that  have  the  input 
variables.  This  process  generates  a  new  fuzzy  set  representing  each  output  or  solution. 
Defuzzification  process  creates  a  value  for  the  output  variable. 

Based  on  the  introduction  mentioned  above,  fuzzy  inference  rules  are  created  by  the 
designer.  In  other  words,  he  first  needs  to  know  what  information  is  available,  then  inference 
rules  are  defined.  The  problem  arises  if  there  is  an  unknown  complicated  environment  that  no 
mathematical  model  exists.  The  task  is  how  to  discover  rules.  The  first  step  is  concept  forma¬ 
tion  or  clustering  from  problem  description.  Using  the  formatted  concept  a  set  of  fuzzy  rules, 
hopefully,  can  be  created.  For  materials,  design,  and  processes,  the  concept  formation  is  to 
discover  clusters  and  associative  relation  among  them,  and  to  develop  algorithms  that  convert 
formatted  concept  to  fuzzy  rules.  Further  work  on  development  of  fuzzifiers  and  defuzzifiers 
are  also  needed  to  be  considered.  In  materials,  design,  or  processes  there  are  some  attributes 
that  deals  with  numerical  data  such  as  production  cost  and  materials  cost.  Several  issues  such 
as  how  to  combine  linguistic  concept  together  with  numerical  data  to  generate  fuzzy  rules 
may  arise. 

3.3.  Genetic  Algorithms,  Classifier,  and  Fuzzy  Systems 

A  Genetic  Algorithm  is  a  search  algorithm  modeled  on  the  mechanics  of  natural  selec¬ 
tion  [8].  Classifier  systems  are  massively  parallel,  message-passing,  rule-based  systems  that 
learn  through  credit  assignment  (the  bucket  brigade  algorithm)  and  rule  discover  (the  genetic 
algorithms)  [9],  The  paradigm  are  well  known  and  can  be  found  easily  from  several  litera¬ 
tures.  Application  of  genetic  algorithms  to  concept  learning  problems  is  an  approach  for 
induction  concept  formation.  Basically,  the  learning  is  supervised.  Issues  such  as  internal 
representation  of  the  search  space,  define  an  evaluauon  function  are  needed  to  be  concerned. 

There  are  several  hybrid  systems  that  combine  the  paradigm  of  Fuzzy  logic,  GAs,  and 
Classifier.  For  the  Fuzz-GA  systems,  the  obvious  applications  are  to  find  optimal  membership 
functions  of  fuzzifiers  for  given  control  problems  such  as  control  of  water  level  in  the  tank, 
space  rendezvous  [10].  However,  the  achievement  basically  neglect  the  power  of  the 
integrated  systems.  One  opportunity  for  materials  research  is  to  integrate  fuzzy  systems  with 
GA  for  searching  new  combination  of  materials  (structure  such  as  Nye?s  diagram  [13]).  The 
basic  concept  block  diagram  is  shown  in  Figure  4. 

In  this  system,  GAs  search  for  membership  function  or  combination  of  the  materials  in 
the  fuzzy  systems.  In  other  words,  the  GAs  search  for  the  best  rules  set  for  the  fuzzy  systems. 
The  materials,  design,  and  processes  are  inter-associate  internally.  For  Fuzzy-Classifier  sys¬ 
tems,  the  basic  application  is  to  modify  the  fuzzy  message  matching  and  fuzzy  message 
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Figure  4.  Basic  Digram  for  intergrating  Fuzzy  system  and  GAs 


generation  of  the  original  classifier. 

3.4.  Neural  Networks  and  Association 

Neural  networks  help  solve  various  engineering  problems  with  natural  mechanisms  of 
generalization  recently  [11].  Neural  networks  deals  with  uncertainty,  association  by  parallel- 
distributed  structure.  Two  basic  learning  algorithms  exist  in  the  neural  networks:  supervised 
and  unsupervised  learnings  [12].  Applications  of  individual  learning  can  be  found  in  litera¬ 
ture.  However,  integration  of  supervised  and  unsupervised  has  not  been  applied  widely.  The 
unsupervised  learning  portion  discovers  clusters  based  on  similarity,  and  the  supervised  learn¬ 
ing  portion  obtains  the  generalized  mapping  from  the  known  input-output  relationship.  For 
materials  application,  the  association  can  be  expanded  to  more  than  3  dimensions,  e.g.,  associ¬ 
ation  among  materials,  design,  processes,  and/or  shapes.  The  opportunity  for  developing  a 
hybrid  system  that  integrates  neural  networks  and  fuzzy  systems  is  worth  to  pursue. 

4.  Conclusion  and  Future  Research  Opportunities 

From  the  review  of  materials,  design,  processes  selection  and  relationship,  and  existing 
machine  learning  approaches,  there  is  a  need  to  design  a  self-improving  system  that  is  capable 
of  performing  concept  formation  for  materials  and  process  design  using  inductive  and  deduc¬ 
tive  coupling  techniques.  A  study  of  using  supervised  and  unsupervised  techniques,  genetic 
algorithms  and  classifier  systems  to  develop  such  a  system  will  be  investigated.  The  future 
work  in  this  area  is  to  design  a  bi-directional  learning  system  that  (1)  automates  materials  and 
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process  design  based  on  product  design  information,  (2)  advises  product  and  geometric  design 

based  on  materials  processing  and  process,  (3)  analyzes  cost  information  in  the  early  stage  of 

product  design,  and  (4)  optimizes  material  properties  for  product  and  process  design. 
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Abstract 

High  resolution  x-ray  double  crystal  diffractometry  was  used  to  characterize  thin 
film  layers  grown  on  III-V  monocrystallme  material  by  molecular  beam  epitaxy.  In 
particular,  the  thickness,  composition  and  structure  of  epilayers  and  superlattices  grown 
on  (001)  GaAs  were  determined.  GaAs  and  A^Ga^xAs  epilayers,  high  electron  mobility 
transistor  structures  and  quantum  well  superlattices  were  characterized  by  evaluating 
rocking  curves  and  performing  simulations  based  on  dynamical  x-ray  theory.  Data  was 
also  obtained  to  support  projects  which  focus  on  the  low  temperature  growth  process  of 
GaAs  on  GaAs  and  the  relationship  between  growth  conditions  and  structure  of  III-V 
films. 
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STRUCTURE  AND  COMPOSITION  CHARACTERIZATION  OF 
GaAs,  AlGaAs  LAYERS  AND  SUPERLATTICES  GROWN 
ON  GaAs  BY  MOLECULAR  BEAM  EPITAXY 

Alfred  T.  D’Agostino 

Introduction 

Gallium  arsenide  (GaAs)  has  been  the  subject  of  intense  research  for  some  time 
now  because  of  its  interesting  chemical  properties  and  potential  for  use  in  electronic 
device  applications.  In  particular,  its  high  mobility  and  high  saturated  drift  velocity  (as 
compared  to  silicon)  and  its  ability  to  produce  semi-insulating  substrates  has  made  it 
possible  to  produce  true  monolithic  circuits  that  can  operate  in  the  microwave  regime 
[1].  Application  areas  in  which  GaAs  based  devices  may  be  used  include: 
communications,  radar,  detectors,  electronics,  and  high  speed  computing. 

One  important  type  of  device  utilizing  GaAs  is  the  field  effect  transistor  (FET). 
A  number  of  different  types  may  be  identified  and  includes  the  metal  semiconductor 
FET  and  microwave  devices  like  the  IMP  ATT  and  Gunn  diodes.  Devices  may  also  be 
made  by  incorporating  other  elements  into  the  lattice  as  is  done  in  high  electron  mobility 
transistors  (HEMT),  where  for  example  AlGaAs  is  a  component  and  doping  is  required. 
For  fundamental  research  projects,  quantum  well  structures  have  been  constructed  for 
investigation.  As  growth  capability  and  fabrication  technology  improve,  the  potential  for 
use  of  GaAs  based  devices  will  expand  greatly. 
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Two  general  methods  exist  for  forming  conductive  surface  layers  on  GaAs 
substrates:  epitaxy  and  ion  implantation.  The  method  of  ion  implantation  will  not  be 
discussed  here,  however.  Within  the  category  of  epitaxial  growth  techniques  are  liquid 
phase  epitaxy  an  ..  mical  vapor  deposition  proce  Jures.  These  methods  will  not  receive 
attention  here  so  that  the  emphasis  can  be  placed  on  molecular  beam  epitaxy.  Molecular 
beam  epitaxy  (MBE)  is  he  most  recent  major  method  developed  for  epitaxial  growth 
[2].  Typically,  under  ultrahigh  vacuum,  a  monocrystalline  substrate  (rotating  and  heated) 
is  exposed  to  effusion  cell  sources  of  various  elements  (e.g.  Ga,  As,  Al,  Sb,  etc.)  to 
produce  crystalline  epilayers  of  desired  composition  and  thickness.  In  the  case  of 
epitaxial  growth  on  GaAs,  temperature,  flux  density  and  other  factors  are  controlled  to 
produce  high  quality  crystalline  films  of  specific  composition.  The  formation  of  complex 
superlattices  of  various  designs  are  also  possible  using  molecular  beam  epitaxy.  MBE  is 
versatile  in  that  layers  of  any  composition  (including  graded  layers)  and  thickness  can 
be  produced  with  high  uniformity  and  accuracy.  Superlattice  structures  with  thin  layers 
(in  the  nanometer  regime)  of  semiconducting  material,  which  are  separated  by  insulating 
layers,  to  form  quantum  well  structures  are  readily  produced  by  MBE.  To  aid  in 
development,  growth  and  testing  of  such  structures,  various  techniques  are  used  for  film 
analysis. 

With  good  analytical  data,  attempts  can  be  made  to  understand  epitaxial  growth 
processes  and  thereby  improve  processing  methods  and  achieve  better  results.  Two 
important  facets  of  GaAs  process  technology  then  become:  1)  the  relationship  between 
growth  conditions  and  epilayer  parameters  and  2)  the  non-destructive  evaluation  of 
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resultant  structures.  In  practical  terms,  two  of  the  more  important  goals  in  process 
technology  have  been  to  reduce  the  temperature  at  which  quality  monocrystailine 
epilayers  are  produced  and  to  develop  analytical  techniques  that  furnish  detailed 
structure  and  composition  information  about  MBE  grown  structures.  The  work  described 
in  this  report  reflects  attempts  to  characterize  III-V  material  grown  on  GaAs  by  MBE 
in  terms  of  appropriate  models,  processing  conditions,  structure,  and  composition. 

Characterizing  Epitaxial  Layers  and  Superlattices 

The  use  of  a  high  resolution  x-ray  double  crystal  diffractometer  was  made  in 
determining  the  composition,  thickness  and  structure  of  molecular  beam  grown  films  and 
multilayers  on  GaAs  (001)  substrates.  It  has  been  shown  that  diffraction  techniques  may 
be  used  as  an  integral  part  of  III-V  semiconductor  film  characterization  [3].  Its  use  in 
the  analysis  of  AlGaAs  epilayers  on  GaAs,  for  example,  has  been  of  particular  interest 
recently  [4,5].  The  present  discussion  will  highlight  the  way  in  which  high  resolution 
diffractometry  was  used  in  the  characterization  of  GaAs  and  AlGaAs  layers  on  the  (001) 
GaAs  substrate;  it  will  include  a  description  of  the  analysis  of  superlattices  composed  of 
these  materials.  However,  research  objectives  have  also  included  the  study  of  other  III-V 
substrates,  epilayers  and  structures  (e.g.  utilizing  GaSb,  InAs,  GaSbAs,  etc.)  by  diffraction 
pattern  analysis. 

Strain  is  an  important  characteristic  of  an  epitaxial  film  and  may  be  used  as  a 
parameter  to  assess  film  properties  [3].  The  cause  of  strain  in  epitaxial  films  is  primarily 
due  to  the  difference  of  the  bulk  lattice  spacing  of  substrate  and  film  parallel  to  the 
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interface,  the  so  called  lattice  mismatch.  By  analyzing  high  resolution  diffraction  "rocking 
curves",  structure  and  composition  data  may  be  derived  for  the  III-V  systems  under 
study. 

The  film  strain  parallel  t  ne  interface  between  two  perfect  cubic  crystals  is  given 
by  ecpilaycr  =  (aj  -  a,  /  af),  where  as  and  a,  are  the  lattice  parameters  of  the  unstrained 
substrate  and  epilayer  film  respectively.  A  number  of  factors  be  identified  as  contribute 
to  the  production  of  strain  in  a  system  may  be  identified  and  described  by  a  strain  tensor 
(the  components  of  which  and  whose  form  will  not  be  described  in  detail).  A  discussion 
of  the  mechanism  by  which  strain  is  relaxed  will  not  be  considered  in  this  discussion.  It 
will  suffice  to  say  however  that  deduction  in  strain  in  thick  films  is  caused  by  misfit 
dislocations.  A  more  thorough  description  may  be  found  elsewhere  [3,6]. 

If  the  strain  tensor  for  a  system  is  determined,  the  film  strain  ehkl  parallel  to  the 
unit  vector  normal  to  the  (hkl)  planes  can  be  computed.  In  the  case  of  the  systems 
described  herein  (e.g.  A^Ga^xAs  on  GaAs),  the  rocking  curves  of  the  (hkl)  planes 
typically  show  two  peaks,  from  the  substrate  and  film  respectively.  They  are  separated 
by  Awhkl  =  A0hkl  +  a wA0  where  the  first  term  represents  the  difference  of  Bragg  angles 
due  to  the  difference  in  lattice  spacings  between  substrate  and  film  and  where  the  last 
term  represents  the  change  w  due  to  the  tilt  in  lattice  planes  by  A <£hld.  If  the  sample  is 
rotated  around  the  diffraction  vector,  A0hkJ  can  be  determined  as  the  mean  value  of  two 
measurements  of  Aw  taken  at  two  azimuths  180 0  apart. 

The  mismatch  between  epilayer  and  substrate  may  be  described  by  perpendicular 
and  parallel  components.  By  using  reflections  from  the  (004)  planes,  the  perpendicular 
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component  can  be  evaluated.  A  parameter  known  as  the  relaxed  mismatch  may  be 
defined  as  the  mismatch  the  layer  would  have  if  it  were  totally  relaxed.  If  the  mismatch 
and  layer  thickness  are  not  too  large,  the  layer  will  tetragonally  distort  and  maintain  a 
coherent  interface  with  the  parallel  component  equal  to  zero.  If  relaxation  occurs, 
this  component  will  be  non  zero  and  asymmetric  reflections  (e.g.  (115))  need  to  be 
considered  to  evaluate  it. 

This  procedure  forms  the  basis  on  which  III-V  epilayers  are  analyzed  by  x-ray 
diffraction  and  thereby  provides  important  structural  and  composition  information. 

Experimental 

Films  and  superlattices  were  grown  on  (001)  oriented  GaAs  wafers  in  a  Varian 
Gen  II  Molecular  Beam  Epitaxy  system  using  heated  solid  source  effusion  cells.  The 
system  was  equipped  with  a  reflection  high  energy  diffraction  (RHEED)  facility. 

Samples  were  characterized  using  a  Rigaku  double  crystal  high  resolution  x-ray 
diffractometer.  Cu  Ka  radiation  (40  kV,  30  mA)  was  used  with  GaAs  reference  crystal 
to  give  non-dispersed  beam  from  (004)  reflections  through  a  1  mm  aperture. 

Rocking  curves  were  obtained  for  samples  and  include  the  (004)  symmetric 
reflections  at  0  and  180  degree  rotation,  and  asymmetric  (115)  reflections  at  glancing  exit 
and  glancing  incidence  angles.  Rocking  curves  were  obtained  by  scanning  at  2  to  4 
arsecond  steps  with  counting  times  of  about  10  seconds.  Lattice  mismatch  factor,  epilayer 
composition,  and  superlattice  period  were  obtained  for  samples  as  necessary.  Rocking 
curve  simulations  were  performed. 
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Epitaxial  Growth  on  GaAs 

GaAs  was  grown  on  (001)  GaAs  by  MBE  under  various  conditions  to  assess 
effects  on  physical  parameters.  Deposition  temperature,  flux  and  sticking  coefficients  are 
important  factors  influencing  growth.  In  ultrahigh  cuum,  film  growth  is  governed  by 
kinetics  of  interaction  of  the  molecular  beams  and  not  thermodynamic  equilibrium. 

For  III-V  materials  it  is  observed  that  when  the  lattice  mismatch  is  small  and  the 
thickness  of  the  epilayer  is  not  large,  the  elastic  strain  in  the  layer  is  not  relieved  by  the 
formation  of  misfit  dislocations.  It  is  hoped  that  by  studying  the  growth  of  GaAs  on 
GaAs,  where  no  lattice  mismatch  is  present,  as  a  function  of  temperature,  the  interfacial 
strain  may  be  observed  and  assessed  by  high  resolution  x-ray  diffraction. 

Representative  rocking  curves  for  2n  MBE  grown  GaAs  films  at  250,  325  and 
350  °C  are  shown  in  Figure  1.  Table  I  summarizes  the  data  obtained  for  this  series  of 
samples.  At  a  growth  temperature  of  350  °C,  a  single  sharp  (004)  reflection  is  observed. 
At  lower  temperatures,  the  epilayer  peak  begins  to  be  resolved.  As  strain  is  reduced,  the 
splitting  between  substrate  and  epilayer  peak  is  lessened.  By  comparing  this  data  with 
that  of  results  from  rocking  curves  for  other  reflections,  lattice  parameters  for  the  films 
may  be  calculated  and  reconciled  with  the  mechanism  of  growth  described  below  for  a 
low  temperature  process.  These  analyses  are  still  underway. 
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TABLE  I  Effect  of  Temperature  on  the  MBE  Growth  of  GaAs 

High  Resolution  X-Ray  Diffraction  Rocking  Curve  Data 


GROWTH 

PEAK  WIDTH 

PEAK  WIDTH 

PEAK 

TEMPERATURE 

SUBSTRATE 

OVERLAYER 

SPLITTING 

(°C) 

(arcsecs) 

(arcsecs) 

(arcsecs) 

200 

21 

40 

120 

250 

21 

22 

47 

300 

26 

- 

- 

325 

48 

- 

- 

350 

19 

- 

0 

400 

21 

- 

0 

To  understand  the  growth  process  of  GaAs  epilayers  at  various  temperatures,  it 
is  convenient  to  begin  a  discussion  with  a  description  of  the  dynamics  of  adsorption  and 
desoprtion  of  the  substrate  material.  The  (001)  oriented  GaAs  surface  is  polar  and  may 
be  terminated  by  either  Ga  or  As  atoms  or  a  combination  of  both.  Above  300  °  C  a 
surface  which  is  arsenic  rich,  will  lose  up  to  about  0.5  monolayer  of  arsenic  as  As2, 
leaving  a  Ga  rich  surface.  At  temperatures  above  550  °C,  the  dissociative  Langmuir 
evaporation  of  GaAs  becomes  significant  [7].  Desorption  is  congruent  below  630  °C 
(that  is,  the  fluxes,  Jt,  leaving  the  surface  are  related  by  JGa  =  ZJ^).  In  this  temperature 
range  the  evaporation  rate  of  the  compound  is  determined  by  the  desorption  rate  of  Ga 
with  arsenic  evaporating  as  As,;  between  550  °C  and  630  °C,  evaporation  rates  may  be 
between  0.01  and  1.0  monolayers  per  second.  Above  630  °C,  As2  is  lost  preferentially 
and  the  free  Ga  on  the  surface  aggregates  to  form  liquid  droplets. 

Arsenic  fluxes  may  be  comprised  of  either  As2  or  As4  molecules  while  the  incident 
gallium  specie  is  monatomic.  The  interaction  of  As2  with  a  Ga  monolayer  terminated 
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surface  of  GaAs  occurs  with  a  sticking  coefficient  of  unity.  Stoichiometric  GaAs  will  be 
produced  provided  JGa  <  2JAs2;  any  excess  As2  lost  by  desorption.  Above  about  300  °C 
other  processes  become  significant.  Between  300  °C  and  600  °C  the  sticking  coefficient 
increases.  Thus  the  total  flux  of  ^s2  leaving  the  urfaces  is  made  up  of  two  parts;  one 
from  the  dissociation  of  GaAs,  which  in  turn  creates  a  Ga  surface  population,  and  from 
incident  molecules  which  are  not  absorbed.  The  sum  is  constant,  but  the  ratio  is 
dependent  on  temperature.  The  surface  concentration  of  gallium  and  arsenic  present 
during  growth  will  therefore  depend  on  substrate  temperature  and  relative  flux 
intensities. 

Growth  processes  involving  As 4  flux  are  more  complex  than  those  involving  the 
dimer  [8].  When  Ga  and  As4  beams  interact  on  a  GaAs  surface  the  relative  flux  ratios 
strongly  influence  the  As4  sticking  coefficient  For  JGa  <  <  the  sticking  coefficient  is 
proportional  to  JGa  and  stoichiometric  GaAs  is  produced.  When  JGa  s;  J^,  however, 
becomes  independent  of  JGa  but  never  exceeds  0.5.  With  As4  in  this  temperature  range, 
excess  Ga  is  incorporated  into  the  growing  GaAs  film  despite  the  fact  that  not  more  than 
half  the  As4  supplied  to  the  substrate  surface  is  consumed. 

The  growth  process  involving  Ga-As2  interactions  on  GaAs  is  a  simple  first  order 
dissociative  chemisorption  of  As2  dimer  on  a  Ga  surface  atom  (with  the  possibility  of  an 
association  reaction  to  form  As4  at  lower  temperatures  and  of  some  GaAs  dissociation 
at  higher  temperatures.  The  important  feature  in  the  model  for  the  growth  of  GaAs  from 
Ga  and  As4  is  the  pairwise  dissociation  of  As4  molecules  adsorbed  on  adjacent  Ga  atoms. 
From  two  As4  molecules  four  As  atoms  are  incorporated  in  the  GaAs  lattice  and  the 
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other  four  desorb  as  an  As4  molecule. 


Single  Layer  Al^Ga^As  Analysis 

If  the  strain  tensor  is  obtained  for  a  film/substrate  system,  the  strain  free  lattice 
parameter  of  the  film  can  be  determined.  In  substitutional  systems,  e.g.  (Ga,Al)As,  the 
composition  of  the  film  can  be  determined  from  the  strain  free  parameters  by  Vegard’s 
Law  [9].  Thus  the  composition  of  AlGaAs  films  grown  on  GaAs  were  determined  in  this 
study. 

Since  the  AlGaAs  layer  is  tilted  with  respect  to  the  substrate,  that  is,  misoriented 
from  (001)  GaAs,  its  effect  on  a d  (the  measured  angular  spacing  between  the  substrate 
and  layer  peak)  must  be  considered  prior  to  calculation  of  A1  mole  fraction.  The  tilt  is 
therefore  determined  by  measuring  the  peak  splitting  before  and  after  rotating  the 
sample.  The  epitaxial  layer  can  also  influence  Ad.  This  effect  is  dependent  on  both  the 
thickness  and  strain  in  the  layer.  Therefore,  both  symmetric  and  asymmetric  reflections 
were  used  to  derive  A1  concentration. 

A^Ga^jfAs  layers  were  grown  on  (001)  GaAs  using  As,  A1  and  Ga  sources  as 
described  above.  Rocking  curves  taken  for  the  (004)  symmetric  reflection  at  0°  and  180° 
rotation  and  (115)  reflections  at  glancing  incidence  and  glancing  exit  angle  were 
recorded  and  analyzed  to  obtain  the  A1  composition.  A  representative  (004)  rocking 
curve  for  an  MBE  grown  AlxGaj.xAs  epilayer  on  (001)  GaAs  is  shown  in  Figure  2.  The 
epilayer  and  substrate  peaks  were  split  by  79  arcseconds  and  have  full  widths  at  half 
maximum  intensities  of  21  and  15  arcseconds  respectively.  The  composition  of  the 
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epilayer  was  determined  to  be  0.237  A1  from  the  double  crystal  diffractometer  rocking 
curve  data  as  illustrated  by  the  method  below. 

A0  for  the  (004)  and  (115)  reflections  were  determined  and  used  to  calculate 
dd/d,  the  strain  perpendicular  to  the  interface,  using  the  expressi*  Ad/d  =  >t(0s)A0 

[4]  (where  0S  is  the  substrate  Bragg  angle).  Since  Ad/d(0W)  is  related  to  (c  -  as)/as  and 
Ad/d(115)  is  related  to  (a  -  as/as)  (where  a,  c,  and  as  are  lattice  constants),  the  following 
expression  could  be  constructed  and  solved  for  Aa/a:  Ad/d  =  (h2  +  l2  +  k2)"1  •  [(h2  + 
k2)  ■  {aa/a}  +  l2  •  «c  -  at/aj). 

Using  the  average  Poission  ratio,  v,  for  GaAs  and  AlAs,  and  the  expression  c  - 
aequiv/a  *  aequiv  =  -2*/l-r,  values  for  a  and  c  were  obtained  (c  =  Ad/d((X>4)  •  as  +  as;  Aa/a 
+  as)  and  used  to  calculate  aequiv.  Thus  aequiv  =  ((2*'/l-»')  a+c)  ((l  +  (2i'/l-*'))'1-  To 
provide  x,  the  composition,  (aequiv  -  aGaAs)  /  (aGaA1  -  aGaAs)  was  calculated. 

GaAs/AlGaAs  Superlattices 

The  modulation  of  strain  and  composition  in  III-V  superlattices  may  also  be 
determined  from  rocking  curves  as  a  special  case  of  the  laminar  structures  described 
above  [10].  The  existence  of  the  superlattice  period  has  been  shown  by  small  angle  x-ray 
diffraction  and  high  angle  diffraction  experiments  [11].  llie  structure  profile, 
representative  of  the  systems  under  study,  is  given  in  Table  II. 
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TABLE  II  Profile  of  6  run  n-Type  GaAs  Quantum  Well  Structure 


PROFILE 

MOLE  % 

THICKNESS 

DOPANT 

[ Nd-Na ] 

n  GaAs 

0.5  um 

Si 

00 

o 

X 

r— < 

i  AlGaAs 

15  % 

50  nm 

None 

i  GaAs 

0.5  nm 

None 

n  GaAs 

6  nm 

Si 

1  x  1018 

i  GaAs 

0.5  nm 

None 

i  AlGaAs 

15  % 

50  nm 

None 

n  GaAs 

0.8  um 

Si 

1  x  1018 

i  GaAs  buffer 
si  GaAs  substrate 

0.2  um 

None 

To  a  first  approximation,  the  superlattice  structure  can  be  regarded  as  having  a 
unit  cell  that  has  the  same  lattice  parameters  parallel  to  the  substrate  and  a  near 
multiple  of  the  lattice  parameter  perpendicular  to  the  substrate.  The  spacings  in  the 
system  will  depend  on  the  lattice  constants  of  the  individual  layer  components  and  also 
on  the  elastic  strain  components  introduced  by  the  lattice  mismatch  between  them.  By 
using  simulations,  and  appropriate  models  it  is  possible  to  determine  structure  and 
composition  information  about  superlattice  structures. 

Figure  3  shows  the  experimental  and  computed  symmetric  (004)  rocking  curves 
for  a  6.0  ran  n-type  GaAs  quantum  well  superlattice  (with  period  of  57  nm)  deposited 
on  (001)  GaAs  by  MBE.  The  experimental  curve,  shown  in  Figure  3,  yielded  a 
periodicity  of  57.0  nm  with  A1  mole  fraction  of  0.171.  To  confirm  the  physical 
parameters,  simulations  were  performed.  The  model  used  for  computation  is  given  by 
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a  laminar  periodic  structure  with  a  superlattice  period  consisting  of  two  layers,  GaAs  and 
AlxGa1.)CAs,  each  with  its  own  structure  factor,  thickness  and  strain  and  based  on 
dynamical  theory  x-ray  diffraction  [12].  The  fitting  of  the  experimental  data  to  the 
theoretical  curve  .s  achieved  by  trial  and  error  adjustment  of  the  structural  parameters 
(using  the  RADS  simulation  program  published  by  Bede  Scientific,  Ltd.).  It  was 
determined  that  the  supperlattice  period  was  56.3  nm  with  unit  layer  thicknesses  of  48.5 
nm  and  7.7  nm  for  the  GaAs  and  AlGaAs  components  respectively.  The  A1  mole 
fraction  was  determined  to  be  0.2.  This  data  being  in  good  agreement  with  experimental 
and  projected  profile.  However,  background  and  other  corrections  (for  instrument 
function  and  crystal  curvature)  are  still  under  study.  Other  well  structures  were  studied; 
including  those  fabricated  with  p-GaAs  and  whose  thickness  dimensions  were  as  small 
as  2  nm. 

HEMPs  and  Other  Heterostructures 

In  general,  the  profile  of  high  electron  mobility  transistor  structures  studied  were: 
n-GaAs  |  A^Ga^xAs  |  n-AlxGa1.xAs  |  A^Ga^^As  |  SI  GaAs  (where  x  ~  0.27  and  n  =  2xl018 
cm*3).  n-GaAs  and  AlGaAs  layer  thicknesses  varied  between  5  to  10  nm  and  5  to  50  nm 
respectively.  Systems  had  been  grown  on  3"  SI  Gas  wafers  from  Sumitomo.  Source 
temperatures  were  typically:  Ga,  970  °C;  As,  300  °C;  Al,  1000  °C;  and  Si,  1125°C.  The 
V/III BEP  ratio  was  approximately  11.5.  The  substrate  temperature  was  typically  900  °C. 
Hall  mobility  and  density  measurements  were  available  for  the  samples. 

Symmetric  (004)  rocking  curves  were  used  to  provide  the  basic  data  necessary  to 
evaluate  the  structure  and  composition  of  HEMT  structures.  In  general  the  diffraction 
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peaks  for  the  samples  were  sharp  with  broad  pronounced  tail  structure.  Attempts  were 
made  to  resolve  the  layer  and  substrate  peaks  with  curve  resolution  and  rocking  curve 
simulation  programs.  To  date  no  definitive  information  on  the  results  is  available. 
Studies  of  a  number  of  other  systems,  e.g.  GaSb  and  InAs  on  GaAs,  were  initiated; 
however,  due  to  the  preliminary  nature  of  the  data,  results  will  not  be  discussed  here. 

Summary 

High  resolution  x-ray  double  crystal  diffractometry  has  been  used  to  determine 
the  structure  and  composition  of  MBE  grown  III  -  V  layers  on  GaAS  with  the  aid  of 
rocking  curve  simulation.  GaAs  growth  on  GaAs,  AlGaAs  epitaxy,  superlatices,  HEMT 
structures,  and  quantum  well  structures  were  studied.  Detailed  results  of  this  effort  will 
be  presented  in  at  least  two  papers;  to  be  submitted  to  Physical  Review  Letters  and 
Materials  Research  Bulletin.  Collaborative  efforts  between  the  author  and  the  Surface 
Interactions  Group  in  MLBM  at  Wright  Laboratory  are  sought  and  will  be  considered 
in  AFOSR  extension  funding. 
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Intensity  (arbitrary  units) 


Fig.  1.  -  HRDCD  Rocking  Curves  for  (004) 
Reflection  From  GaAs  Epilayers  on  GaAs 
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Figure  2.  HRDCD  Rocking  Curve  -  (004) 
Reflection  of  AlxGal-xAs  on  (001)  GaAs 
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EXPERIMENTAL  STUDIES  OF  SECOND-HARMONIC 
GENERATION  IN  GLASS 


Vincent  G.  Dominic 
Assistant  Professor 
Electro-Optics  Program 
University  of  Dayton 


Abstract 

Focusing  intense  laser  light  along  with  some  of  its  second  harmonic  into  a  glass  sample 
transforms  the  glass  into  a  frequency  doubler.  We  present  a  new  method  to  measure  the  optical 
phase  shift  between  the  second-harmonic  beam  used  to  seed  the  glass  and  the  second-harmonic 
beam  subsequently  produced  by  the  glass  sample.  Determination  of  this  phase  shift  is  essential  for 
understanding  the  growth  dynamics  of  the  effect,  and  its  value  can  discriminate  between  proposed 
theoretical  models.  We  also  investigated  and  characterized  a  second,  non-optical  technique  to 
transform  an  ordinary  piece  of  glass  into  a  frequency-doubling  element.  This  second  method  relies 
on  electric  field  poling  in  which  a  thin  sample  is  heated  to  -300  °C  and  immersed  in  a  strong  dc 
electric  field  (3  kV/mm).  After  cooling  the  sample  in  the  presence  of  the  field  a  permanent  second- 
order  optical  nonlinearity  is  induced  in  the  glass.  We  studied  the  polarization  properties  of  the 
induced  nonlinearity  to  determine  if  the  effect  arises  from  a  dc  field  locked  inside  the  material.  The 
polarization  studies  show  that  the  optical  nonlinearity  cannot  be  explained  by  simply  invoking  an 
internal  dc  electric  field. 
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EXPERIMENTAL  STUDIES  OF  SECOND-HARMONIC 
GENERATION  IN  GLASS 


Vincent  G.  Dominic 

Part  I  -  Introduction:  Phase-shift  measurement 

In  1986  Osterberg  and  Margulis1  observed  that  illuminating  a  glass  optical  fiber  with 
intense  infrared  light  for  several  hours  eventually  caused  green  light  to  emerge  from  the  far  end  of 
the  Fiber.  Because  glass  has  inversion  symmetry,  such  frequency  doubling  in  glass  should  be 
forbidden.  Although  a  virgin  glass  fiber  exposed  to  intense  infrared  light  initially  produced  no 
second-harmonic  signal,  during  -10  hours  of  infrared  illumination  green  light  appeared  and  slowly 
increased  in  strength.  A  year  later  Stolen  and  Tom2  showed  that  launching  some  green  light  into 
the  Fiber  along  with  the  infrared  light  dramatically  increased  the  speed  of  the  process,  so  that  the 
fiber  could  now  perform  as  a  frequency  doubler  after  only  minutes  (instead  of  hours)  of 
illumination.  These  effects  remained  unexplained  for  6  years  but  are  now  understood;  the  incident 
green  and  infrared  beams  cause  a  dc  electric  Field  to  spring  up  in  the  glass,  and  this  semi-permanent 
dc  electric  Field  both  ruins  the  inversion  symmetry  of  the  glass  and  permits  periodic  phase¬ 
matching  of  the  frequency-doubling  process. 

Previously,  we  showed  that  the  dc  electric  Field  is  created  by  charges  that  migrate  in  the 
glass  after  multiphoton  ionization  from  the  intense  incident  optical  fields.3  Using  an  optical  probe, 
we  experimentally  mapped  out  the  detailed  shape  of  the  dc  electric  field  in  the  transverse  plane  (call 
it  the  x-y  plane),  i.e.,  in  the  plane  perpendicular  to  the  path  of  the  two  original  incident  light  beams. 
In  this  paper  we  measure  the  relative  spatial  phase  shift  A0  in  the  propagation  direction  between  the 
green  beam  used  to  seed  the  glass  and  the  second-harmonic  beam  generated  inside  the  glass. 

Why  is  this  spatial  phase  shift  worth  measuring?  Becat  se  it  provides  a  check  on  the 
validity  of  current  theories  of  second-harmonic  generation  in  glass.  The  injected  light  beams  at  to 
and  2ft)  create  a  dc  electric  field  in  the  glass,  which  then  allows  second-harmonic  generation.  Is  the 
green  light  produced  by  second-harmonic  generation  in  phase  with  the  green  light  that  originally 
seeded  the  process?  Recent  experiments4'6  have  measured  these  two  green  beams  to  be  out  of 
phase  by  90°,  which  is  exactly  the  wrong  value  for  this  process  to  be  able  to  bootstrap  up  and  grow 
in  strength.  (Adding  a  small  vector  at  90°  to  an  existing  vector  only  rotates  the  vector's  direction 
but  does  not  increase  its  magnitude.  If  the  phase  is  initially  different  from  90°  this  paradox  is 
avoided.)  We  show  that  the  phase  shift  is  not  necessarily  90°  in  all  glasses,  and  is  -44°  in  our 
Schott  SK5  glass  samples. 
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There  have  been  four  previous  measurements4'7  of  the  phase  shift  between  the  seeding  and 
fiber-generated  green  beams.  All  these  measurements  use  the  interference  between  light  beams  that 
were  doubled  in  separate  nonlinear  materials.  These  types  of  experiments  have  a  long  history816 
and  generally  make  use  of  only  two  nonlinear  elements.  In  the  present  case  we  want  to  compare 
the  relative  phase  of  the  seeding  green  beam  and  the  glass-generated  green  beam.  However, 
because  the  generated  green  light  is  much  weaker  than  the  seeding  green  beam,  in  order  to  directly 
interfere  these  two  beams  the  seeding  green  beam  must  first  be  greatly  attenuated.  The  only  place 
to  attenuate  the  seeding  green  beam  and  not  the  glass-generated  green  beam  is  before  the  glass 
sample,  but  inserting  an  attenuator  there  inevitably  shifts  the  phase  of  the  seeding  green  beam. 
Margulis  et  al.4  studied  a  germanium-doped  glass  fiber.  They  greatly  attenuated  their  seeding 
green  light  and  measured  a  phase  shift  of  A0  =  +99°  ±  9.2°  (The  +  sign  means  that  they  had  to 
increase  the  optical  path  length  of  the  seeding  green  in  order  to  reach  the  interference  fringe  peak.) 
A  second  measurement5  also  used  germanium-doped  fibers  and  a  complicated  scheme  in  which  the 
second-harmonic  generating  crystal  that  provided  the  green  seeding  beam  was  intentionally  phase- 
mismatched.  Determination  of  the  phase  shift  in  this  case  requires  careful  consideration  of  the 
beam  walkoff  in  the  doubling  crystal.  Their  measured  phase-shift  was  A0  =  -88“  ±  4°.  In  ref. 
[6]  the  phase  shift  is  measured  in  a  bulk  glass  sample  (Soviet  glass  ZhS-4)  by  utilizing  non- 
colinearly  polarized  green  and  infrared  seeding  beams  (see  also  ref.  [14]).  In  this  case  the 
generated  green  and  the  seeding  green  are  polarized  differently  and  an  analyzer  may  be  used  to 
equalize  their  magnitudes  for  good  fringe  visibility.  For  three  different  relative  orientations  of  the 
seeding  polarizations  the  phase  shift  was  found  each  time  to  be  nearly  90°.  In  this  experimental 
arrangement,  as  well  as  the  previous  two  discussed  above,  the  act  of  measuring  the  phase  shift 
tends  to  perturb  it  as  well.  Dianov  et  al?  utilized  temperature  dephasing  to  deduce  that  the  phase 
shift  was  135°  (no  error  reported),  but  their  conclusion  hinges  on  the  charge  transport  model  that 
they  used,  which  we  believe  is  flawed  because  it  doesn’t  predict  the  observed  signal  growth. 

Experimental  technique 

We  developed  a  new  technique  to  measure  the  phase  shift  between  the  seeding  and  the 
glass-generated  green  light  beams.  Our  technique  is  similar  to  the  methods  discussed  above,4*6 
except  that  we  use  three  frequency-doubling  elements  and  so  avoid  perturbing  the  original  seeding 
setup,  as  shown  in  Fig.  1.  Three  doubling  elements  produce  three  different  green  beams:  (i)  The 
doubling  crystal  (LBO)  located  before  the  glass  sample  makes  the  original  green  seeding  beam,  (ii) 
The  glass  sample  creates  the  green  signal  beam,  (iii)  Another  doubling  crystal  (KTP)  located  after 
the  glass  sample  provides  a  green  reference  beam.  In  order  to  determine  the  relative  phase  of 
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Figure  1.  Heuristic  experimental  schematic  showing  that  we  interfere  the  second  harmonic  generated  in  either  the 
LBO  crystal  (green-block  filter  out.  experiment  #1)  or  the  "seeded"  SK5  glass  sample  (green-block  filter 
in.  experiment  #2)  with  the  second  harmonic  produced  in  the  KTP  crystal.  Translation  of  the  glass 
prism  shifts  the  relative  phase  of  the  green  (either  LBO-generated  or  SK5-generated)  compared  to  the 
infrared  which  is  later  doubled  in  the  KTP  crystal. 


beams  (i)  and  (ii),  we  measure  two  separate  interference  patterns,  namely  that  between  beams  (i) 
and  (iii)  and  also  between  beams  (ii)  and  viii).  We  then  compare  the  phases  of  these  two 
interference  patterns.  If  they  are  the  same,  it  implies  that  beams  (i)  and  (ii)  were  in  phase,  since 
both  interference  patterns  share  the  common  reference  beam  (iii).  However,  if  the  phases  of  the 
two  interference  patterns  differ  by  an  amount  A8,  then  beams  (i)  and  (ii)  must  differ  by  the  same 
relative  phase  A0.  It  is  precisely  this  phase  shift  between  the  green  seed  and  the  green  signal  that 
we  want  to  measure.  Notice  that  instead  of  attenuating  the  seeding  green  beam,  we  simply  block  it 
and  replace  it  with  the  infrared  seeding  beam,  which  we  then  double  in  a  KTP  crystal  after  the 
infrared  light  has  passed  through  the  glass  sample.  Any  phase  shift  that  the  green-blocking  filter 
imparts  to  the  infrared  beam  appears  on  both  the  SK5 -generated  second  harmonic  and  the  KTP- 
generated  beam,  and  so  is  automatically  canceled.  This  cancellation  occurs  because  second- 
harmonic  generation  is  a  coherent  process  in  which  the  phase  of  the  generated  beam  bears  a  definite 
phase  relationship  to  the  source  beam. 

The  infrared  beam  incident  on  the  KTP  crystal  acts  as  a  phase  reference  in  our 
.measurements.  Consequently,  all  phase  shifts  introduced  by  optical  dispersion  between  the  green 
and  infrared  beams  are  irrelevant  unless  they  occur  between  the  glass  sample  and  the  KTP  crystal. 
For  example,  any  phase  shifts  caused  by  the  multitude  of  polarizers  and  waveplates  located 
between  the  laser  and  the  glass  sample  will  not  affect  our  measurements;  they  cancel  out  when  we 
take  the  difference  of  the  two  interference  patterns.  The  relative  phase  between  the  green  beam 
incident  on  the  KTP  crystal  and  the  green  beam  generated  by  that  crystal  will  shift  as  the  two 
beams  propagate  through  the  crystal,  because  the  crystal  is  birefringent  and  the  polarizations  of  the 
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two  green  beams  are  different.  However,  this  phase  shift  also  cancels  out  because  it  is  present  in 
both  interference  patterns. 

Our  full  experimental  setup  is  shown  in  Fig.  2.  We  use  a  mode-locked  (76  MHz  repetition 
rate)  and  Q-switched  (1  kHz  pulse  rate)  Nd:YAG  laser  (Coherent  Antares).  Seme  of  the  infrared 
( 1 .064  pm)  from  the  laser  is  frequency  doubled  in  a  lithium  triborate  (LBO)  crystal  that  is  non- 
critically  phase  matched,  so  that  the  green  and  infrared  beams  follow  the  same  optical  path.  We 
adjust  the  powers  of  the  infrared  and  green  seeding  beams  with  two  harmonic  waveplates  and  a 
polarizer.  We  use  2.5  W  of  IR  power  and  1 .5  mW  of  green  power  to  seed  a  virgin  location  in  our 
Schott  SK5  glass  sample.  At  the  focus  these  powers  correspond  to  4X101 1  W/cm2  and  3.2xl08 
W/cm2  of  peak  power  for  the  infrared  and  green  beams,  respectively.  We  monitor  the  growth  of 
the  second-harmonic  light  generated  in  the  glass  sample  by  momentarily  and  periodically  blocking 
the  green  seeding  light  with  a  spinning  wheel,  and  any  green  light  generated  by  the  glass  sample  is 
detected  by  a  photomultiplier  tube.  After  the  green  signal  becomes  sufficiently  strong  (-1  hour), 
we  monitor,  with  an  apertured  detector,  the  interference  between  the  green  beam  generated  by  the 
original  LBO  crystal  and  the  green  beam  generated  by  doubling  of  the  infrared  beam  in  the  KTP 
crystal.  The  dispersion  of  our  prism  conveniently  separates  the  centers  of  these  two  beams  in  the 
horizontal  direction,  so  that  a  high-contrast  interference  pattern  can  be  obtained  by  placing  a 
aperture  closer  to  the  weaker  of  the  two  beams  and  translating  the  prism  to  sweep  the  interference 
pattern  past  the  aperture.  (The  green  generated  by  the  SK5  sample  is  much  too  weak  to  affect  this 
interference  pattern,  since  the  infrared-to-green  conversion  efficiency  is  less  than  10-5).  After 
accumulating  several  fringes,  we  block  the  green  seeding  light  from  the  LBO  crystal  with  a  green- 
block/infrared-pass  filter,  and  return  the  prism  to  its  original  position,  being  careful  to  eliminate 
backlash.  We  then  monitor  the  interference  fringes  between  the  green  generated  by  the  glass 
sample  and  by  the  KTP  crystal,  as  shown  in  Fig.  3.  Notice  that  both  of  the  measured  interference 
patterns  share  the  green  light  generated  from  doubling  the  infrared  in  the  KTP  crystal.  Because 
this  green  beam  is  a  common  reference  for  the  two  interference  patterns,  a  comparison  of  the  two 
patterns  directly  reveals  the  phase  shift  between  the  LBO-generated  green  (seeding  beam)  and  the 
SK5-generated  green  (glass  signal  beam).  We  measured  the  phase  shift  fifteen  times,  and  we 
found  that  the  average  phase  shift  (and  its  standard  deviation)  was  A0  =  -43.7°  ±  2.6°.  In  Fig.  3 
an  increase  in  the  prism  position  corresponds  to  increasing  the  glass  thickness  in  the  optical  path. 
We  found  that  moving  the  prism  by  305.3  pm  gave  one  full  fringe.  From  the  dispersion  of  the 
BK7  prism  we  expected  a  value  of  309.2  pm. 

We  found  an  interesting  complication  in  our  experiment:  the  measured  phase  shift  A0  had 
different  values  if  we  probed  slightly  different  locations  in  the  glass  sample,  and  the  phase  shift 
also  depended  on  the  location  of  the  aperture  in  front  of  the  "interference  fringe"  detector.  Suppose 
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Figure  3.  (a)  First  we  observe  the  interference  pattern  between  the  LBO-  and  KTP-generated  second-harmonic  beams 
by  translating  a  phase-shifting  glass  prism,  (b)  Next,  we  block  the  green  seeding  beam  (LBO-generated) 
and  measure  the  interference  between  the  SK5-  and  KTP-generated  second-harmonic  beams.  The  phase 
shift  between  the  LBO-generated  seeding  beam  and  the  SK5-generated  signal  beam  is  shown  directly  as 
the  shift  between  these  two  patterns. 

the  incident  seeding  beams  propagated  in  the  z  direction  and  both  beams  were  polarized  in  the  y 
direction.  Figure  4  shows  the  variation  in  the  measured  phase  shift  as  the  glass  sample  was 
translated  in  the  y  direction,  that  is,  transverse  to  the  direction  of  the  light  beams.  In  Fig.  4a  we 
show  that  if  the  aperture  is  above  the  centerline  of  the  two  interfering  beams,  then  the  measured 
phase  shift  changes  rapidly  for  small  vertical  displacements  of  the  sample.  Fig.  4b  shows  the 
converse  case  when  the  aperture  is  below  the  centerline.  To  obtain  Fig.  4c  we  carefully  centered 
the  aperture  and  observed  that  the  measured  phase  shift  is  uniform  in  the  central  region,  but 
undergoes  an  abrupt  step  of  180°  towards  the  wings.  Horizontal  displacement  of  the  sample  did 
not  affect  the  measured  phase  shift.  This  dependence  of  the  phase  shift  on  the  position  of  the 
probing  beam  is  expected  from  the  spatial  shape  of  the  dc  electric  field  locked  inside  the  glass 
sample.  For  the  case  in  which  the  seeding  beams  are  both  vertically  polarized.  Fig.  5  shows  the 
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Figure  4.  We  demonstrate  here  that  the  measured  phase  shift  is  sensitive  to  both  the  position  of  the  aperture  before 
the  "interference  fringe"  detector  and  the  location  that  the  reading  beam  probes  the  dc  electric  field,  (a) 
The  aperture  is  too  high  and  the  phase  shift  sharply  decreases  as  the  probe  beam  is  scanned  vertically,  (b) 
Same  as  (a)  but  here  the  aperture  is  too  low.  (c)  When  the  aperture  is  on  the  centerline,  the  measured 
phase  shift  is  flat  in  the  central  region  but  jumps  by  n  as  the  probe  is  moved  vertically.  The  dashed  line 
in  (c)  shows  that  the  phase  shift  does  not  change  as  the  horizontal  position  of  the  probe  is  varied. 


measured  shape  of  the  dc-electric  field  in  the  glass.17  Imagine  probing  this  transverse  dc  field 
pattern  in  its  center,  where  the  dc  electric  field  is  directed  up,  in  the  +y  direction.  In  this  central 
region  the  phase  of  the  dc  electric  field  is  not  changing,  but  if  the  probing  beam  is  moved  either  up 
or  down  it  eventually  reaches  a  region  where  the  dc  electric  field  switches  sign,  and  now  points 
down  in  the  -y  direction.  Switching  the  sign  of  the  dc  electric  field  imparts  an  extra  180°  phase 
shift  on  the  green  beam  generated  in  the  glass  sample  (as  we  will  show  in  Eq.  2  below),  and 
.explains  the  abrupt  phase  change  seen  in  the  data  of  Fig.  4c.  Notice  that  translating  the  probe 
horizontally  along  the  centerline  scans  a  dc  field  that  always  points  in  the  same  direction,  and  so  we 
expect  and  observe  no  dependence  of  the  measured  phase  shift  as  we  scan  the  horizontal  position 
of  the  probing  beam,  as  shown  by  the  dashed  line  in  Fig.  4c.  Only  by  carefully  adjusting  both  the 
aperture  position  and  the  sample  position  is  the  flat-top  data  of  Fig.  4c  obtained,  and  the  actual 
phase  shift  is  revealed.  If  these  precautions  are  not  taken,  then  an  arbitrary  phase  shift  value  can  be 
obtained.  This  complication  was  not  recognized  in  previous  phase-shift  measurements. 
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Figure  S.  Measured  shape  of  the  light-induced  dc  electric  field  for  the  case  where  both  of  the  seeding  beams  are 
vertically  pola;  ed.  We  map  the  field  direction  in  the  plane  transverse  to  the  light  propagation  direction. 
As  you  move  a.ong  the  vertical  axis  of  symmetry  the  field  switches  direction  at  two  points.  As  you 
move  along  the  horizontal  axis  of  symmetry,  the  field  direction  is  "up”  along  the  entire  line.  The  shape 
of  this  dc  field  explains  the  phase-shift  behavior  demonstrated  in  Fig.  4. 

Phase  shift  of  the  dc  electric  field 

In  our  experiment,  the  intensity  of  the  glass-generated  green  is  always  much  less  than  that 
of  the  LBO-generated  green  that  seeds  the  glass.  In  this  case  the  LBO-generated  green  beam  seeds 
the  dc  field  and  sets  the  field's  phase,  and  the  weak,  glass-generated  green  beam  does  not  affect  its 
own  generation.  The  simplest  model2  for  producing  the  light-induced  dc  electric  field  leads  to  the 
following  relationship  between  the  dc  electric  field  and  the  seeding  optical  fields: 

E, *  =  r  E.E.  (Ol*>  e«2t-' 

=  |r|£,„ 

where  0r  is  the  phase-shift  between  the  dc  electric  field  and  the  interference  pattern,  and  (E2a})LB0 

is  the  green  seeding  beam  generated  in  the  LBO  crystal.  This  simple  equation  suffices  for 
heuristics,  as  we  discuss  below.  We  wish  to  determine  the  value  of  fc.  The  coupled-mode 
equation  for  dc  field-induced  second-harmonic  generation  is: 
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Inserting  Eq.  1  into  Eq.  2  and  keeping  only  the  phase-matched  terms  in  the  interaction,  we  find: 

^  r——  X0’  in |EJ4  (SJlbo  (3) 

dz  2  nl0)c 

Note  that  the  phase-shift  A0  between  the  glass-generated  green  and  the  seeding  green 
is0r  =  A0-  90°;  that  is,  the  generated  green  is  90°  degrees  shifted  from  <pr  because  of  the  factor 
of  i  in  the  wave  equation. 

Our  measurements  show  that  the  dc  field  induced  inside  of  SK5  is  not  in  phase  with  the 
three-field  interference  pattern  E*  Eim  that  served  to  create  the  dc  field.  This  photo-induced  effect 

is  nonlocal  and  the  phase  shift  is  =  -133.7°.  We  measured  a  similar  value  for  the  phase  shift  in 
Schott  glass  SK4  under  the  same  seeding  conditions.  These  measurements  contrast  sharply  with 
the  three  reported4*6  phase  shift  values  of  90°  in  Ge-doped  fused  silica4’5  and  in  Soviet  glass  ZhS- 
4,  where  a  local  response  was  found. 


Complications 

We  discuss  potential  sources  of  error  in  our  measurement.  First,  we  observed  that  even 
after  one  hour  of  seeding  the  signal  generated  by  the  SK5  sample  had  not  completely  saturated. 
Our  phase-shift  measurements  were  all  performed  after  one  hour  of  seeding,  and  the  phase  shift  for 
a  saturated  signal  might  be  different.  As  evidence  for  this  fact  we  observed  that  increasing  the 
power  of  the  green  or  the  infrared  seeding  beams  and  seeding  for  one  hour  led  to  larger  values  for 
the  measured  phase  shift.  (Higher  seeding  power  caused  the  second-harmonic  signal  to  saturate 
sooner.)  Also,  when  we  monitored  the  phase  shift  as  a  function  of  time  we  found  that  it  slowly 
increased.  Therefore,  the  measured  phase  shift  depends  on  the  exposure  time  and  the  seeding 
powers. 

Our  light  beams  are  focused  rather  tightly  into  the  SK5  glass  sample,  and  so  we  must 
-consider  nonlinear  optical  phase  shifts  such  as  self-phase  modulation  and  cross-phase  modulation. 
If  the  infrared  power  were  the  same  for  both  fringe-shift  measurements,  then  self-phase 
modulation  of  the  infrared  and  cross-phase  modulation  of  the  infrared  on  the  green  would  be 
common  to  both  fringe  measurements  and  so  would  cancel.  Unfortunately,  the  green-blocking 
filter  that  we  insert  to  reflect  the  LBO-generated  green  unavoidably  decreases  the  infrared  power  by 
20%.  The  change  in  the  self-phase  modulation  caused  by  this  20%  change  is  common  to  both  the 
glass-  and  the  KTP-green,  since  both  are  generated  from  the  infrared.  However,  the  effect  of 
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cross-phase  modulation  will  not  cancel,  since  the  glass-generated  green  will  suffer  from  this  phase 
modulation  but  the  KTP-generated  green  will  not.  The  effect  of  importance  here  is  the  difference 
between  the  cross-phase  modulation  suffered  by  the  LBO-  and  the  glass-generated  green.  This 
produces  an  additional  phase  of: 


A6 


XPM 


4/r  n2  A lm 


L 

0.532  \un 


(4) 


where  AIm  is  the  change  in  the  infrared  intensity  and  n2  is  the  intensity  coefficient  of  the  refractive 
index  (3.2xl0*16  cm2/W  in  fused  silica  and  similar  in  SK5).  If  the  interaction  length  is  the  depth 
of  focus  of  the  infrared  beam  (measured  to  be  -340  pm  in  air  and  so  inferred  to  be  ~5 10  pm  inside 
the  glass  sample),  then  the  phase  change  from  cross-phase  modulation  will  be  A 0XPM  =  17.8°. 
However,  the  flexibility  of  our  experimental  technique  allows  us  to  measure  the  dependence  of  the 
phase  shift  on  the  infrared  reading  power  without  disturbing  the  induced  nonlinearity  (because  we 
block  the  seeding  green  to  avoid  perturbing  the  induced  effect  while  still  measuring  the  relative 
phase  of  the  sample-generated  green  signal).  We  found  that  cross-phase  modulation  altered  the 
measured  phase  shift  with  a  slope  (in  terms  of  the  average  infrared  power)  of  ~6°/W.  The  20% 
change  in  the  infrared  reading  power  caused  by  inserting  the  green-block/infrared-pass  filter  will 
therefore  alter  the  measured  phase  shift  by  only  3*.  The  extreme  intensity  dependence  of  the 
second-harmonic  generation  growth  rate18  implies  that  the  actual  interaction  length  in  Eq.  4  is 
probably  much  less  than  the  gaussian  focal  depth  of  the  writing  beams.  This  partially  explains  the 
lower- than-expected  dependence  of  the  phase  shift  on  the  reading  intensity. 

Equation  1  states  that  the  optical  field  product  E*  is  the  source  term  for  the  dc  field  (in 

the  usual  complex  representation  of  the  optical  fields).  Although  the  actual  source  term  may 
contain  more  complicated  dependencies  on  the  optical  fields,  these  extra  terms  always  contain  the 
product  of  Em  E2t0  and  pairs  of  fields  appearing  in  both  conjugated  and  unconjugated  form,  so  that 
their  phase  information  cancels.  Thus,  while  E*  E*2q)  may  not  describe  the  entire  intensity 
dependence  of  the  production  of  the  dc  electric  field,  it  is  precisely  the  spatially  periodic  driving 
term  responsible  for  the  spatially  periodic  dc  field  created  in  the  glass. 

What  is  the  physical  origin  of  the  phase  shift  between  the  dc  electric  field  and  the  driving 
term  E *  E^,?  This  phase  shift  arises  from  the  quantum  mechanical  scattering  phase  shift  of  an 

ionized  electron’s  wavefunction  compared  to  a  free  wave  expanding  from  the  same  location.  The 
electron  is  moving  away  from  an  attractive  potential,  and  so  it  is  delayed  compared  to  a  freely 
traveling  electron.  The  value  of  this  scattering  phase  shift  depends  on  the  form  of  the  binding 
potential  that  tugs  on  the  electron  as  it  flees,  and  also  on  the  momentum  of  the  electron.  For  the 
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case  of  a  Coloumbic  potential  the  phase  shift  can  be  given  in  closed  form.  In  more  complicated 
cases  the  phase  shift  is  not  known. 

Conclusions  •  Phase-shift  measurement 

The  multiphoton  ionization  interference19  20  model  for  the  light-induced  optical  nonlinearity 
in  glass  leads  to  a  natural  phase  shift  between  the  driving  term  for  the  interference  ( £“  £*w)  and 

the  dc  electric  field.  This  phase  shift  arises  from  the  quantum  mechanical  scattering  shifts  inherent 
in  multiphoton  ionization.  This  spatial  phase  shift  affects  the  growth  and  saturation  of  the  dc 
electric  field  in  much  the  same  manner  that  spatial  and  temporal  phase-shifts  affect  other  light- 
induced  optical  nonlinearities  such  as  the  photorefractive  effect.21  We  show  that  the  phase  shift  is 
not  90°  as  previously  reported,  but  is  -44°  in  our  glass  samples.  This  value  of  the  phase  shift  was 
very  reproducible  under  our  seeding  conditions,  but  we  also  observed  that  the  phase  shift  depends 
on  the  seeding  duration  and  the  optical  seeding  powers.  We  will  extend  our  work  by  measuring 
the  phase  shift  in  Ge-doped  fused  silica,  and  in  other  bulk  glasses  to  determine  whether  the  phase 
shift  depends  on  the  glass  composition. 

We  believe  that  our  experimental  technique  offers  several  benefits  for  studying  the  phase 
shift.  Because  we  can  determine  the  phase  shift  without  disturbing  the  seeding  setup,  we  can 
easily  monitor  the  phase  shift  as  a  function  of  the  seeding  time  and  as  a  function  of  the  reading 
intensity.  This  flexibility  results  from  introducing  the  controllable  path  length  variation  after  the 
glass  sample.  Also,  the  horizontal  displacement  of  the  infrared  and  the  green  from  the  phase- 
shifting  prism  means  that  we  can  prudently  choose  a  location  (closer  to  the  weaker  green  beam) 
where  the  fringe  visibility  is  high.  We  have  also  showed  that  the  probe  beam  and  the  aperture  must 
be  placed  properly  for  accurate  determination  of  the  phase  shift.  This  complication  especially 
impacts  experiments  in  bulk  glasses,  but  may  also  play  a  role  in  fiber  experiments  if  the  fiber  is  not 
single  mode  at  the  second-harmonic  wavelength. 

Part  II  -  Introduction:  Poling  of  fused  quartz 

Application  of  a  dc  electric  field  to  an  isotropic  material  turns  the  sample  into  an  electro- 
optic  device.  The  electric  field  breaks  the  original  inversion  symmetry  and  creates  a  second-order 
optical  nonlinearity  that  generally  disappears  upon  removal  of  the  applied  field.  Recently, 
however,  Myers  et  al ,22  discovered  a  way  to  electrically  pole  ordinary  fused  quartz  by  heating  the 
glass  to  -300  °C  and  applying  a  dc  electric  field.  This  caused  the  sample  to  retain  its  second-order 
optical  nonlinearity  indefinitely  after  cooling.  The  resulting  strength  of  the  nonlinearity  is  -1  pm/V 
which  compares  favorably  with  the  best  nonlinear  crystals  (lithium  niobate:  LiNbC>3  -  30  pm/V). 
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Since  glass  is  cheap,  sturdy,  and  easily  fabricated  into  optical  waveguides,  this  induced  nonlinear 
optical  effect  will  be  extremely  useful  in  making  electro-optic  waveguide  devices. 

The  originally  proposed  microscopic  mechanism  for  this  poling  effect  in  amorphous  quartz 
invoked  migration  of  mobile  ions  (probably  Na+)  and  the  subsequent  formation  of  a  space-charge 
electric  field  near  the  anode  surface  of  the  glass  sample.22  The  optical  nonlinearity  arises  from 
electric-field  induced  second-harmonic  generation  which  obeys  the  following  relationship  between 
the  nonresonant  third-order  susceptibility  x(3)  (symmetry-allowed  in  all  materials)  and  the  second- 
order  nonlinear  susceptibility  x<2): 

F>  =  3  i0,EJc.  (5) 

The  direction  of  the  dc  electric  field  Edc  produced  by  poling  the  sample  is  along  the  direction  of  the 
applied  voltage.  The  symmetry  properties  of  are  well  known  and  it  is  easy  to  show  that  the 
electric  polarization  at  the  second-harmonic  frequency  E2co  produced  by  the  ^<2)  nonlinearity  in 
Eq.  5  is  related  to  the  probing  fundamental  field  Ea  by  the  following  vector  relationship: 

E2co  x  Xxyyx  Edc  {^(0  '  E(o)  +  ^X\cxyy  Eco  (^a>  '  Edc)-  (6) 


Only  the  component  of  the  polarization  density  that  is  perpendicular  to  the  propagation  direction  of 
a  wave  radiates  an  optical  beam  into  the  far  field.  If  the  direction  of  propagation  of  the  generated 

a  ^ 

second-harmonic  beam  is  labeled  k2t0  (parallel  to  kw  in  isotropic  samples)  then  the  component  of 
the  polarization  that  radiates  the  second  harmonic  is  given  by: 


(7) 


We  choose  z  as  the  direction  of  propagation,  x  is  vertical  and  y  is  horizontal.  If  we  express  all 
vectors  in  this  coordinate  system  then  we  find  that  only  the  component  of  the  dc  field 
Edc  =  (i- zz)  ■  Edc  contributes  to  the  signal.  If  the  second-harmonic  signal  is  detected  after  the 
beam  passes  through  an  analyzer  characterized  by  a  polarization  vector  ea,  then  the  signal  strength 
is: 


hco 


y(3) 

A^xyyx 


(£ '  Ei)  (4  •  4)  +  (C  •  4)  (4  •  4) 


(8) 


Since  the  direction  of  the  applied  poling  electric  field  is  known,  these  polarization  properties  are 
easily  checked  by  controlling  the  state  of  polarization  of  the  probing  fundamental  beam  and 
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viewing  the  produced  second-harmonic  beam  behind  a  polarization  analyzer.  We  performed  these 
experiments  and  found  discrepancies  with  the  theoretical  predictions. 

Description  of  the  experimental  apparatus 

We  used  a  poling  rig  designed  for  contact-poling  of  organic  polymer  waveguides.  The 
electrodes  contact  both  sides  of  a  microscope  slide  sample  (2"  x  1"  x  1  mm)  composed  of 
commercial-grade  fused  quartz.  We  heated  the  electrodes  (2  cm  diameter,  brass)  to  -350  °C  and 
applied  3  kV  across  the  thin  dimension  of  the  sample.  The  sample  remained  at  high  temperature 
for  -20  minutes  with  the  poling  field  applied  before  we  turned  the  electrical  heater  off.  After 
cooling  for  -40  minutes  the  glass  slide  returned  to  room  temperature  and  the  poling  field  was 
removed.  After  poling  we  noticed  a  change  to  the  surface  of  the  glass  slide  that  made  it  frost  when 
damp,  moist  air  was  directed  at  the  surface,  however,  this  change  occurred  even  without 
application  of  the  poling  field.  The  visible  appearance  of  the  sample  was  otherwise  unchanged  by 
the  poling  procedure  and  the  measured  absorption  spectrum  showed  no  distinct  alterations. 

The  optical  setup  used  to  probe  the  induced  second-harmonic  generation  effect  is  shown  in 
Fig.  6.  We  used  a  Q-switched  (1  kHz)  and  mode-locked  (82  MHz)  Nd.  YAG  laser  operating  at 
1.064  pm  with  approximately  300  mW  of  average  power  focused  with  a  50  mm  lens.  The  peak 
power  is  -100  kW.  We  set  the  input  infrared  polarization  with  the  X/2  quartz  half-wave  waveplate 
immediately  preceding  the  input  lens  and  we  monitor  the  second-harmonic  signal  behind  a  dichroic 
sheet  polarizer  that  follows  the  re-collimation  lens.  A  harmonic  beamsplitter  (reflects  532  nm, 
transmits  1.064  pm),  an  infrared  absorbing  glass  filter,  a  532  nm  interference  filter,  and  a 
photomultiplier  tube  serve  to  isolate  and  detect  the  signal.  The  output  of  the  photomultiplier  tube  is 
connected  to  a  1  MQ  oscilloscope  and  a  Stanford  Research  SR510  Lockin  amplifier.  The  A72 
waveplate  and  the  analyzing  polarizer  are  mounted  on  motorized  rotation  stages  controlled  by  a 
Newport  855  motion  controller.  The  data  acquisition  process  is  computer  controlled. 

The  sample  is  attached  to  a  vertical  post  so  that  the  probe  beam  angle-of-incidence  may  be 
altered  to  perform  the  Maker-fringe  experiment.23'24  We  rotate  the  sample  about  a  vertical  axis  so 
that  the  proposed  dc  electric  field  lies  entirely  in  the  horizontal  plane.  If  the  thickness  of  the 
^nonlinear  region  (spatial  extent  of  the  internal  dc  field)  is  much  less  than  a  coherence  length 
( lc  =  Xl2/[n2co  -no,]  =  48  pm  in  fused  silica),  then  we  won’t  observe  any  Maker  fringes  as  the 

sample  is  rotated.  This  is  exactly  what  we  observe  as  shown  in  Fig.  7.  At  normal  incidence  we 
observe  no  second-harmonic  signal  since  the  dc  electric  field  has  no  component  perpendicular  to 
the  propagation  direction.  As  the  incidence  angle  is  increased,  the  projection  of  the  dc  field 
increases,  resulting  in  increased  second-harmonic  generation.  At  very  high  angles  of  incidence. 
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Figure  6.  Schematic  showing  the  experimental  arrangement  used  to  measure  the  polarization  properties  of  the  poled 
fused  quartz  samples.  The  half-wave  waveplate  (immediately  before  the  input  lens)  and  the  analyzer  are 
mounted  on  motorized  rotation  stages.  We  can  rotate  the  probing  polarization  and  the  analyzer 
transmission  axis  to  any  orientation.  We  measure  the  complete  behavior  of  the  second-harmonic  signal 
as  either  the  input  polarization,  the  analyzer  orientation,  or  both  are  rotated. 


Incidence  Angle 


Figure  7.  Results  of  the  Maker  fringe  experiment  in  which  we  measured  the  second-harmonic  generation  (SHG) 
signal  as  the  angle  of  incidence  of  the  probe  beam  on  the  poled  glass  sample  is  varied.  Also  displayed  is 
the  single-parameter  theoretical  fit  to  the  data  which  assumes  that  the  active  nonlinear  region  of  the 
sample  is  much  less  than  the  coherence  length. 

the  Fresnel  reflectivity  of  the  air-glass  interface  begins  to  reflect  a  significant  fraction  of  the  incident 
infrared  probe  beam  and  the  generated  signal  and  the  detected  signal  falls  accordingly.  Figure  7 
shows  the  data  as  well  as  a  theoretical  fit  utilizing  only  an  overall  magnitude  parameter.  The 
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behavior  displayed  in  Fig.  7  demonstrates  that  the  nonlinear  region  is  much  shorter  than  one 
coherence  length  since  we  don’t  observe  an  oscillating  signal  versus  incidence  angle.23-24 

We  determined  the  polarization  dependence  of  the  generated  second-harmonic  signal  by 
performing  the  following  experiments:  1 )  Set  the  analyzer  horizontal  (p-polarized)  and  rotate  the 
input  polarization  starting  from  horizontal.  2)  Set  the  analyzer  vertical  (s-polarized)  and  rotate  the 
probing  polarization.  3)  Set  the  input  polarization  horizontal  (p-polarized)  and  rotate  the  analyzer. 
4)  Set  the  input  polarization  vertical  (s-polarized)  and  rotate  the  analyzer.  5)  Rotate  the  input 
polarization  and  the  analyzer  together  so  that  they  remain  parallel  {e0  II  ea).  6)  Rotate  the  input 
polarization  and  the  analyzer  together  so  that  they  remain  crossed  ( ±ea ).  Equation  8  shows  that 
experiments  of  type  #5  and  #6  both  determine  the  projection  of  the  internal  dc  electric  field  onto  the 
direction  of  the  analyzer.  We  show  in  Figs.  8-10  the  data  from  these  six  experiments  and  we  have 
grouped  them  as  rotating-input-polarization  experiments  (Fig.  8),  rotating-analyzer  experiments 
(Fig.  9),  and  rotate-both  experiments  (Fig.  10).  In  Fig.  10  we  plot  the  data  in  cylindrical 
coordinates  so  that  for  a  given  orientation  angle  0  of  the  analyzer,  the  distance  from  the  origin  in 
this  direction  gives  the  strength  of  the  measured  signal.  In  all  these  figures  we  also  show  the  best 
theoretical  fit  to  the  data  obtained  using  Eq.  8  along  with  the  condition  X^xvyx  ~  £x*yy  •  which  is  true 

for  non-dispersive  materials  (Kleinman's  conjecture).  We  see  that  there  is  stark  disagreement 
between  the  measured  data  and  the  theoretical  fits  utilizing  the  internal  dc  electric  field  model. 

We  performed  many  checks  to  determine  whether  our  experimental  setup  contained  an 
artifact  responsible  for  the  disagreement  between  the  theory  and  the  data.  We  tried  probing 
different  locations  in  the  poled  region,  including  the  very  center,  and  found  no  difference  in  the 
observed  signal.  We  changed  the  focusing/re-collimation  lenses  to  5X  objectives  to  determine  if 
the  disagreement  was  caused  by  the  focusing  conditions  and  found  no  difference.  We  found  no 
evidence  for  birefringence  in  the  poled  region  of  the  sample  or  infrared  leakage  into  the 
photomultiplier  detector.  We  checked  for  and  ruled  out  any  polarization  sensitivity  of  the  detection 
system.  We  changed  the  polarization  analyzer  to  a  Glan-Thomson  prism  and  observed  no  change 
in  the  measured  dependencies.  We  insured  that  the  1.064  p.m  XJ2  waveplate  gave  very  pure 
polarization  rotation.  We  inspected  the  optical  probing  beam  and  observed  no  spatial  asymmetry  in 
.its  shape.  We  performed  all  six  experiments  for  different  amounts  of  reading  power  and  at  various 
angles  of  incidence  and  in  numerous  different  poled  quartz  samples.  In  no  case  did  we  observe 
significant  departure  from  the  behavior  displayed  in  the  following  figures. 
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ire  8.  We  rotated  the  input  polarization  and  set  the  analyzer  either  horizontal  (a)  or  vertical  (b).  The 
experimental  data  is  shown  by  the  circles  and  the  solid  lines  indicate  the  best  fit  using  Eq.  8. 


Figure  10.  Here  we  rotate  the  input  polarization  and  the  analyzer.  In  (a)  they  are  parallel,  in  (b)  they  are  crossed. 


Conclusions  -  Poled  fused  quartz 

We  have  found  strong  disagreements  between  the  proposed  model  for  second-harmonic 
generation  in  poled  fused  quartz  and  our  experimental  observations  of  the  polarization  dependence 
of  the  effect.  We  have  checked  for  and  eliminated  many  possible  experimental  errors  in  our  setup. 
We  conclude  that  the  induced  second-order  nonlinearity  cannot  be  explained  by  simply  invoking  an 
internal  dc  electric  field.  Several  other  mechanisms  are  possible  such  as  microcrystallite  formation 
or  alignment  of  dipolar  moieties  inside  the  glass  host.  We  are  currently  conducting  investigations 
to  probe  for  these  possibilities. 

Even  without  a  complete  understanding  of  the  microscopic  mechanism  responsible  for  this 
unusual  nonlinear  optical  effect,  we  believe  that  poled  fused  quartz  holds  great  promise  as  a 
waveguide  material  for  electro-optic  and  second- harmonic  generation  devices.  This  is  also 
demonstrated  by  the  rapidly  increasing  interest  in  this  phenomenon.25'28  Glass  is  cheap, 
mechanically  rugged,  easily  formed  into  waveguides,  and  highly  resistant  to  optical  damage.  We 
have  begun  investigating  the  electro-optic  properties  of  our  poled  glass  samples  and  we  will  extend 
this  research  to  include  a  complete  characterization  of  the  poling  process  and  and  to  investigate 
alternate  glasses. 

Acknowledgements 

The  author  thanks  Rama  Vuppuladhadium  for  assisting  in  the  experimental  investigations 
of  poled  fused  quartz.  I  would  also  like  to  thank  Pat  Hemenger  for  making  this  research  possible, 
and  I  thank  Urua  Ramabadran  and  Dave  Zelmon  for  helpful  discussions.  Thanks  also  to  Paul 
VonRichter  who  designed  and  built  the  poling  rig. 

References 

1 .  U.  Osterberg  and  W.  Margulis,  "Dye  laser  pumped  by  Nd:YAG  laser  pulses  frequency 
doubled  in  a  glass  optical  fiber,"  Opt.  Lett.  11,  516-518  (1986);  "Experimental  studies  on 
frequency  doubling  in  glass  optical  fibers,"  Opt.  Lett.  12, 57-59  (1987). 

2.  R.  H.  Stolen  and  H.  W.  K  Tom,  "Self-organized  phase-matched  harmonic  generation  in 
optical  fibers,"  Opt.  Lett.  12,  585-587  ( 1 987). 

3 .  V.  Dominic  and  J.  Feinberg,  "Multiphoton  ionization  interference  explains  second-harmonic 
generation  in  glass,"  submitted  to  Phys.  Rev.  Lett. 

'4.  W.  Margulis,  I.  C.  S.  Carvalho,  and  J.  P.  von  der  Weid,  "Phase  measurement  in  frequency¬ 
doubling  fibers,"  Opt.  Lett.  14,  1346-1348  (1989). 

5 .  K.  Koch  and  G.  T.  Moore,  "Two-color  interferometry  using  a  detuned  frequency-doubling 
crystal,"  Opt.  Lett.  16,  1436-1438  (1991). 

6.  M.  A.  Bolshtyansky,  V.  M.  Churikov,  Yu.  E.  Kapitzky,  A.  Yu.  Savchenko,  and  B.  Ya. 

Zel'dovich,  "Phase  properties  of  gratings  in  glass,"  Opt.  Lett.  18,  1217-1219  (1993). 

7.  E.  M.  Dianov,  P.  G.  Kazansky,  D.  S.  Starodubov,  D.  Yu.  Stepanov  Observation  of  phase 
mismatching  during  the  preparation  of  second-order  susceptibility  gratings  in  glass  optical 
fibers,"  Sov.  Lightwave  Commun.  1,  395-398  (1991). 


28-19 


8.  R.  K.  Chang,  J.  Ducuing,  and  N.  Bloembergen,  "Relative  phase  measurement  between 
fundamental  and  second-harmonic  light,"  Phys.  Rev.  Lett.  15,  6-8  (1965). 

9.  J.  J.  Wynne  and  N.  Bloembergen,  "Measurement  of  the  lowest-order  nonlinear  susceptibility 
in  III- V  semiconductors  by  second-harmonic  generation  with  a  CO2  laser,”  Phys.  Rev.  188, 
1211-1216(1969). 

10.  R.  C.  Miller  and  W.  A.  Nordland,  "Absolute  signs  of  second-harmonic  generation 
coefficients  of  piezoelectric  crystals,"  Phys.  Rev.  B2, 4896-4902  (1970). 

11.  F.  A.  Hopf,  A.  Tomita,  and  G.  Al-Jumaily,  "Second-harmonic  interferome  ^rs,"  Opt.  Lett. 

5,  386-388  (1980). 

12.  H.  W.  K.  Tom,  T.  F.  Heinz,  and  Y.  R.  Shen,  "Second-harmonic  reflection  from  silicon 
surfaces  and  its  relation  to  structural  symmetry,"  Phys.  Rev.  Lett.  51,  1983-1986  (1983). 

13.  G.  Berkovic,  Y.  R.  Shen,  G.  Marowsky,  and  R.  Steinhoff,  "Interferences  between  second- 
harmonic  generation  from  a  substrate  and  from  an  adsorbate  layer,"  J.  Opt.  Soc.  Amer.  B  6. 
205-208  (1989). 

14.  N.  B.  Baranova,  A.  N.  Chudinov,  A.  A.  Shulginov,  and  B.  Ya.  Zel'dovich,  "Polarization 
dependence  of  interference  between  single-  and  two-photon  ionization,"  Opt.  Lett.  16,  1346- 
1348  (1991). 

15.  B.  Ya.  Zel’dovich,  Yu.  E.  Kapitzky,  and  A.  N.  Chudinov,  "Interference  between  second 
harmonics  generated  into  different  KTP  crystals,"  Sov.  J.  Quantum  Electron.  20,  1 120-1121 
(1990). 

16.  A.  N.  Chudinov,  Yu.  E.  Kapitzky,  A.  A.  Shulginov,  and  B.  Ya.  Zel'dovich, 
"Interferometric  phase  measurements  of  average  field  cube  EOJ2E2G)*>"  Opt.  and  Quant. 
Electron.  23,  1055-1060  (1991). 

17.  V  Dominic  and  J.  Feinberg,  "Spatial  shape  of  the  dc  electric  field  produced  by  intense  light  in 
glass,"  Opt.  Lett.  18,  784-786  ( 1993). 

18.  V.  Dominic  and  J.  Feinberg,  "Growth  rate  of  second-harmonic  generation  in  glass,”  Opt. 
Lett.  17,  1761-1763  (1992). 

19.  N.  l,.  Baranova  and  B.  Ya.  Zel’dovich,  "Physical  effects  in  optical  fields  with  nonzero 
average  cube,  <E3>  *  0,"  J.  Opt.  Soc.  Amer.  B  8,  27-32  (1990). 

20.  D.  Z.  Anderson,  V.  Mizrahi,  and  J.  E.  Sipe,  "Model  for  second-harmonic  generation  in  glass 
optical  fibers  based  on  asymmetric  photoelectron  emission  from  defect  sites,"  Opt.  Lett.  16, 
796-798  (1991). 

21 .  V.  L.  Vinetskii,  N.  V.  Kukhtarev,  S.  G.  Odulov,  and  M.  S.  Soskin,  "Dynamic  self- 
diffraction  of  coherent  light  beams,"  Sov.  Phys.  Usp.  22,  742-756  (1979). 

22.  R.  A.  Myers,  N.  Mukherjee,  and  S.  R.  J.  Brueck,  "Large  second-order  nonlinearity  in  poled 
fused  silica,"  Opt.  Lett.  16,  1732-1734  (1991). 

23.  P.  D.  Maker,  R.  W.  Terhune,  M.  Nisenoff,  and  C.  M.  Savage,  "Effects  of  dispersion  and 
focusing  on  the  production  of  optical  harmonics,"  Phys.  Rev.  Lett.  8,  21-22  (1962). 

24.  J.  Jerphagnon  and  S.  K.  Kurtz,  "Maker  Fringes:  A  detailed  comparison  of  theory  and 
experiment  for  isotropic  and  uniaxial  crystals,"  J.  of  Appl.  Phys.  41,  1667-1681  (1970). 

25.  A.  C.  Liu,  M.  J.  F.  Digonnet,  and  G.  S.  Kino,  "Electro-optic  phase  modulation  in  a  silica 
channel  waveguide,"  Integrated  Photonics  Research  Conference,  paper  PDP6,  Optical 
Society  of  America,  Washington,  D.C.,  1993. 

26.  P.  G.  Kazansky,  A.  Kamal,  and  P.  St.  J.  Russel,  "Erasure  of  thermally  poled  second-order 
nonlinearity  in  fused  silica  by  electron  implantation,"  Opt.  Lett.  18,  1 141-1143,  (1993). 

27.  R.  A.  Myers,  N.  Mukherjee,  and  S.  R.  J.  Brueck,  "Large  second-order  nonlinearity  bulk 
and  thin  film  Si02,"  Digest  of  Conference  on  Laser  and  Electro-Optics,  12,  paper 
CThD6,Optical  Society  of  America,  Washington,  D.C.,  1993. 

28.  A.  Okada,  K.  Ishii,  K.  Mito,  and  K.  Saski,  "Phase-matched  second-harmonic  generation  in 
novel  corona  poled  glass  waveguides,"  Appl.  Phys.  Lett.  60,  2853  (1992). 


FIBER  MATRIX  INTERFACE  -  INFORMATION 
FROM  EXPERIMENTS  VIA  SIMULATION 


George  N.  Frantziskoms 
Department  of  Civil  Engineering 
and  Engineering  Mechanics 
University  of  Arizona 
Tucson,  Arizona  85721 


Report  for: 

Summer  Research  Program 
Metals  and  Ceramics  Laboratory 
Nondestructive  Evaluation  Branch 
Wright-Patterson  Air  Force  Base 

Sponsored  by: 

Air  Force  Office  of  Scientific  Research 
Bolling  Air  Force  Base,  Washington,  D.C. 


July  1993 

AN  AMENDMENT  CONTAINS  FURTHER  RESULTS  AS  WELL 


AS  THE  MATERIAL 


FIBER  MATRIX  INTERFACE  -  INFORMATION 
FROM  EXPERIMENTS  VIA  SIMULATION 

George  N.  Frantziskoms 
Department  of  Civil  Engineering 
and  Engineering  Mechanics 
University  of  Arizona 

Abstract 

This  study  explores  a  novel  procedure  for  obtaining  quantitative  information  on  the 
mechanical  properties  of  the  fiber-matrix  interface  in  composite  materials.  The  method  simulates 
actual  experiments  in  detail,  including  fiber  breakage,  matrix  yield  and/or  cracking,  and  interface 
failure.  The  paper  concentrates  on  two  commonly  performed  experiments,  the  so-called 
fragmentation  test  for  metal  matrix,  and  the  pushout/pullout  test  for  metal  as  well  as  ceramic 
matrix  composites.  Based  on  the  documented  capability  of  the  technique  to  simulate  actual 
experimental  data,  reliable  values  of  interface  (homogenized)  properties  can  be  obtained.  In 
addition,  the  simulations  provide  further  understanding  of  the  mechanisms  involved  during  the 
relevant  testing.  Although  this  study  presents  results  from  basic  problems,  the  method  is  general 
enough  to  include  effects  of  residual  stress,  of  high  temperature  environment,  of  dynamic  crack 
propagation,  as  well  as  three-dimensional  details  of  the  interface  failure  process.  The  potential 
exists  for  simulating  non  destructive  wave  based  techniques  aimed  at  evaluating  interface 
properties. 


29-2 


INTERFACES  IN  COMPOSITES  -  INFORMATION 
FROM  EXPERIMENTS  VIA  SIMULATION 


George  N.  Frantziskonis 


Introduction 

Physical  reasoning  suggests  that  the  mechanical  properties  of  composite  materials  rely 
significantly  on  the  nature  of  the  interface  between  fiber  reinforcement  and  matrix.  It  is  the 
interface  that  delivers  information  (kinematic  and  dynamic  quantities)  from  the  matrix  to  the  fiber 
and  vise  versa.  Failure  of  composites  involves  not  only  failure  of  fibers  and  matrix,  but  also 
involves  the  propagation  of  cracks  along  (and  across  as  explained  subsequently)  interfaces.  The 
properties  of  such  cracks,  i.e.  dissipated  energy  during  propagation,  their  interplay  with 
matrix/fiber,  etc.,  are  decisive  for  the  macroscopic  properties  of  a  composite.  It  is  therefore 
important  to  understand  the  interface  properties  and  its  role  in  the  overall  mechanical  performance 
of  a  composite.  Consequently,  interfacial  characterization  has  received  intensive  attention,  from 
die  experimental  as  well  as  the  analytical  point  of  view. 

Various  experimental  procedures  addressing  interfacial  properties  have  been  designed. 
Mechanical  destructive  tests  have  been  and  are  being  used.  Recently,  attempts  to  characterize 
interfacial  properties  non-destructively,  i.e.  Karpur  et  al  (1993),  have  also  been  examined.  It  is 
not  intended  herein  to  provide  a  thorough  review  of  the  literature  on  interfacial  properties  and 
testing.  However,  reference  is  given  to  those  works  directly  relevant  to  the  present  study.  For 
reviews  and  trace  of  the  literature  we  refer  to  Metcalfe  (1974),  Evans  et  al  (1991),  and  the  works 
cited  therein.  For  analysis  of  micro-mechanical  stresses  involved  we  refer  to  Pagano  (1991)  and 
McCartney  (1990). 

In  general,  a  "universal"  experimental  procedure  designed  to  identify  interface  properties 
for  various  material  combinations  has  not  been  identified.  This  is  due  to  the  fact  that  it  is  very 
difficult,  if  not  impossible,  to  examine  interface  properties  directly  •  to  isolate  the  interface 
response.  The  relevant  test  measurements  are  sensitive  to  the  properties  of  the  matrix,  the  fiber(s). 
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the  interface(s)  present,  and  the  geometry  and  load  conditions  of  the  test  setup.  For  example, 
while  the  so-called  single  fiber  fragmentation  test  has  proven  effective  for  metal  and  polymer 
matrix  composites,  it  is  rather  inappropriate  for  ceramic  matrix  ones.  This  is  discussed  further  in 
the  following. 

The  present  study  focuses  on:  (a)  the  single  fiber  fragmentation  test,  often  performed  on 
metal  matrix  composites,  (b)  the  pushout  and  pullout  tests  on  metal  and  ceramic  matrix 
composites.  The  following  section  concentrates  on  the  information  available  from  such  tests, 
followed  by  the  description  of  the  numerical  simulation  procedure  used  herein,  and  presentation 
of  relevant  results.  Throughout,  the  paper  discusses  the  method  and  results  critically,  and 
evaluates  the  potential  of  the  approach.  It  is  stressed  that  more  needs  to  be  understood  in  this 
important  area  of  interface  properties  identification.  It  seems  that  the  success  in  doing  so  depends 
heavily  on  close  cooperation  between  experimental  work,  destructive  and  non-destructive,  and 
analytical,  simulation  work. 

Experimental  Information 

In  the  single  fiber  fragmentation  test  a  fiber  is  embedded  in  a  ductile  matrix.  The  sample 
is  subjected  to  tensile  loading  along  the  fiber  axis.  Through  transfer  of  load  from  the  matrix  to 
the  fiber,  at  some  point  the  fiber  breaks.  Further  loading  results  into  that  the  fiber  breaks 
successively  into  smaller  fragments  until  the  fragments  become  too  short  to  enable  further 
increase  in  the  fiber  stress  level.  Figure  1  (from  Roman  et  al  1993,  where  also  an  overview  on 
the  single  fiber  fragmentation  test  is  given)  contains  typical  results  obtained  from  fragmentation 
test  on  SCS-6  SiC  fiber  with  Ti-6A1-4V  and  Ti-14Al-21Nb  (wt.  %)  matrix.  According  to  Roman 
et  al  (1993)  the  Ti-6A1-4V  matrix  possesses  enhanced  ductility  and  shows  continuous  yielding 
without  yield  drop  or  shear  band  or  localized  deformation  zone  formation.  The  Ti-14Al-21Nb 
shows  much  more  complicated  response  at  post  yield  strains.  This  study  concentrates  on  die  Ti- 
6A1-4V  matrix.  As  shown  in  figure  1  the  specimen  shows  significant  amount  of  plastic  yielding. 
Since  the  acoustic  emission  bursts  correspond  mainly  to  fiber  fracture,  Roman  et  al  (1993),  it  is 
seen  that  fiber  fragmentation  initiates  after  the  matrix  (Ti-6A1-4V)  has  reached  its  yield  stress. 
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This  information  is  important  for  identifying  interface  properties  as  shown  subsequently. 

Fragmentation  tests  are  often  performed  on  metal  matrix  as  well  as  polymer  matrix 
composites.  The  multiple  fracture  behavior  has  been  studied  mostly  through  the  so-called  shear 
lag  analysis  which  provides  a  relation  among  the  critical  aspect  ratio  of  the  fiber,  tensile  strength 
of  the  fiber,  and  the  interfacial  shear  stress.  Several  limitations  of  the  method  have  been 
identified,  since  the  method  neglects  the  dependence  of  the  interfacial  shear  stress  on  the  volume 
and  strain  hardening  characteristics  of  the  matrix,  the  modulus  of  the  matrix,  and  the  strengths 
.of  fiber  and  matrix.  Also,  as  mentioned  by  Roman  et  al  (1993)  the  interfacial  characteristics 
predicted  by  that  method  are  often  very  unrealistic.  Ochiai  and  Osamura  (1986a,b)  have  attempted 
to  overcome  some  of  the  limitations  of  the  shear  lag  analysis  by  considering  the  details  of  stress 
transfer  (from  matrix  to  fiber)  and  plastic  stress-deformation  response  for  the  matrix.  They  have 
also  reported  numerical  results  by  assigning  a  Weibull  distribution  to  the  fiber  spatial  strength. 

The  so-called  pushout  and  pullout  tests  are  commonly  performed  on  ceramic  and  metal 
matrix  composites.  Figure  2  shows  a  typical  configuration  for  a  pushout  test.  The  pullout 
configuration  is  similar,  where  tensile  load  is  applied  on  the  fiber.  For  the  numerical  simulations 
described  in  the  next  section  we  consider  pushout  and  pullout  of  a  SiC  (SiC-6)  fiber  embedded 
in  a  Ti-6A1-4V  matrix,  and  in  a  glass  matrix.  The  length  of  the  fiber  pulled/pushed  out  in  metal 
matrix  is  much  shorter  than  the  length  in  ceramic  matrix  composites.  This  is  mostly  due  to 
experimental  difficulties  in  testing  long  fiber  lengths  in  a  metal  matrix.  As  shown  herein,  these 
geometrical  differences  have  important  consequences  in  the  information  obtained  from  die  tests. 

The  literature  on  the  pushout  and  pullout  test  is  rich.  For  a  review  of  the  reported 
experimental,  analytical  work  in  this  area  we  refer  to  Kerans  and  Parthasarathy  (1991)  for 
ceramic  matrix  and  to  Watson  and  Clyne  (1992)  for  metal  matrix  composites.  A  large  number 
of  parameters  influence  the  results  from  such  tests,  i.e.  non-uniformities  due  to  end  effects, 
residual  (radial  and  axial)  stresses,  the  stability  of  interface  crack  propagation,  the  elastic  and 
fracture  parameters  of  the  fiber  and  matrix.  Relevant  analytical  works  examine  some  of  the 
underlying  mechanisms,  the  result  being  a  better  understanding  of  the  problem,  i.e.  Atkinson  et 
al  (1982),  Kerans  and  Parthasarathy  (1991),  Watson  and  Clyne  (1992). 
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Typical  tensile  stress-strain  curves  and  acoustic  emission  RMS-strain  plots  for  the 
two  single  nber  composite  systems  at  room  temperature. 


Optical  micrographs  showing  a  portion  of  the  fragmented  fiber 
otter  tensile  testing:  (a)  Ti-6Al-iV/SCS-6  and  (b)  Ti-14Al-21Nb/SCS-6. 
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Figure  1:  Typical  Load-Displacement  Curves  and  Fiber  Fragmentation  Pattern  Observed  in 
Testing  SCS-6  Fiber  in  Ti-6A1-4V,  Ti-14-Al-21Nb  Matrices,  After  Roman  et  al  (1993). 
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Figure  2:  Schematic  of  Pushout  Test 


Simulations 

Materials,  mechanics  research  has  been  traditionally  carried  out  through  experiments  and 
theoretical  analysis.  Recently,  however,  a  new  trend  of  computer  assisted  research  has  evolved. 
Hus  branch  has  been  triggered  by  the  rapid  progress  in  computer  performance,  and  from  die 
increasing  need  for  the  understanding  of  systems  far  more  complex  than  traditional  techniques 
have  ever  handled.  For  example,  in  a  typical  single  fiber  fragmentation  test,  one  can  identify 
many  complicated  processes  that  take  place  concurrently  -  matrix  yielding,  fiber  breaking, 
interface  failure,  transfer  of  stress  through  the  interface  and  matrix  and  subsequent  fiber 
fragmentation.  It  is  important  that  such  processes  are  understood  so  that  the  role  of  the  interface 
can  be  identified  and  quantified. 

In  order  to  simulate  such  problems  numerically,  one  may  automatically  think  of  the  finite 
element  method  (FEM).  However,  within  the  FEM  framework  it  is  difficult  to  simulate  the 
fracture  processes  occurring  at  the  microlevel.  Such  a  process  would  require  use  of  elements 
much  smaller  than  the  crack  sizes,  significant  mesh  refinement,  in  addition  to  the  requirement  for 
a  continuum  based  fracture  criterion  (at  the  micro-level)  that  may  be  difficult  to  specify. 

In  this  work,  a  microscopic  representation  of  the  fiber,  matrix  and  interface  is  achieved 


through  a  so-called  lathee.  Lathees  are  being  used  extensively  in  different  sciennfic  fields,  i.e. 
fluid  mechanics,  physics  etc  particularly  as  a  tool  to  solve  differential  equations.  It  seems  that 
such  a  method  for  soluhon  of  problems  within  linear  elasticity  was  first  investigated  by 
Hrennikoff  (1941).  There  it  is  shown  that  a  lathee  provides  a  consistent  approach  to  the  soluhon 
of  elasticity  problems  -  the  soluhon  converges  to  the  exact  elasticity  one  with  lattice  spacing 
reduction.  The  advantages  of  using  a  lathee  (over  FEM)  become  evident  (as  further  explained  in 
the  sequence)  when  micro-fracturing  is  important.  Such  advantages  have  been  realized  by  a 
branch  of  statistical  physics  where  micro-fractunng  in  statistically  heterogeneous  solids  are 
examined  extensively,  Herrmann  and  Roux  (1990),  Charmet  et  al  (1990).  A  number  of  works 
simulating  the  process  of  micro-fracturing  in  composite  materials  using  a  lattice  discretization 
have  been  reported  in  the  literature  recently.  It  seems  that  this  approach  is  receiving  increasing 
attention.  Here  we  mention  the  work  of  Schlangen  and  vanMier  (1992)  in  modeling 
microcracking  in  cement  base  composites,  the  works  of  Murat  et  al  (1992)  and  Monette  et  al 
(1992)  in  modeling  the  behavior  of  short  fiber  reinforced  composites,  and  the  work  of  Dai  and 
Frantziskonis  (1993)  in  modeling  the  statistical  fracturing  of  cementitious  composites  and 
correlating  it  with  ultrasonic  non-destructive  measurements. 

In  this  study  we  utilize  a  triangular  lattice.  The  properties  of  the  unit  cell  are,  for  the  case 
of  linear,  isotropic  elasticity:  Young's  modulus  equal  to  the  modulus  assigned  to  the  bonds  of 
the  unit  cell  and  a  Poisson  ratio  that  depends  explicitly  on  the  (constant)  angular  stiffness 
between  bonds.  In  the  absence  of  angular  stiffness  the  Poisson  ratio  of  the  unit  cell  is  equal  to 
1/3.  For  a  thorough  presentation  of  the  lattice  properties  and  different  lattice  types  we  refer  to 
Hrennikoff  (1941),  Herrmann  and  Roux  (1990)  and  Murat  et  al  (1992).  It  is  also  possible,  without 
extensive  effort,  to  consider  anisotropy  within  a  unit  lattice  cell,  non  linear  effects  etc.  Also,  by 
assigning  beam  (bending  stiffness)  to  the  bonds  micro-rotational  (Cosserat)  effects  are  recovered. 
However,  in  this  study  we  consider  the  simplest  possible  case  which  calls  for  a  triangular  lattice 
without  angular  stiffness.  Besides  simplicity,  the  following  advantages  can  be  identified.  Since 
interest  is  on  micro-fracture  at  the  unit  cell  level,  using  such  a  lattice  there  is  only  one  choice  to 
serve  as  bond-fracture  criterion,  namely  the  level  of  stress  or  the  level  of  the  corresponding  strain 
at  a  bond.  This  is  important  since  it  is  very  difficult  to  identify  (experimentally)  the  local 
conditions  under  which  failure  at  die  microlevel  occurs.  Since  in  a  composite  material  properties 
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vary  spatially  (i.e.  transition  from  matrix  to  interface  to  fiber)  ambiguities  related  to  the  angular 
stiffness  at  the  transition  zones  -  that  may  render  the  problem  non  unique  -  are  not  present  when 
using  such  a  "central  force"  lattice.  On  the  other  hand,  the  Poisson  ratio  of  1/3  may  not  be 
precise.  For  the  material  combinations  considered  herein  such  a  value  is  not  unreasonable  for  the 
matrices  considered.  For  the  fiber  material  the  problem  of  Poisson  ratio  determination  is  a 
difficult  one  and  rigorous  methods  for  its  determination  have  not  been  established.  Furthermore, 
it  is  very  difficult  to  determine  (experimentally)  the  local  characteristics  (i.e.  Poisson  effects)  of 
interfaces/interface  reaction  zones. 

In  short,  there  are  several  issues  to  be  resolved  before  an  accurate  representation  of 
Poisson,  of  local  anisotropy,  of  length  scales  present,  and  perhaps  of  local  rotational  (Cosserat) 
effects  come  into  the  picture.  Thus  we  proceed  in  this  study  by  considering  the  simplest  possible 
case,  the  central  force  triangular  lattice  throughout  the  domain  of  interest. 


The  Interface 

Figure  3  shows  a  40x120  triangular  lattice  which  is  one  of  the  lattices  used  for  simulating 
the  single  fiber  fragmentation  test.  The  fiber  is  placed  in  the  center  of  the  lattice  in  figure  3, 
parallel  to  the  y-direction  and  together  with  the  interface  is  considered  to  be  four  lattice  spacings 
wide,  ninety  four  spacings  long  (4x94).  The  rest  of  the  lattice  is  assigned  matrix  properties,  and 
a  single  lattice  spacing  is  assigned  interface  properties.  From  a  first  evaluation  it  may  seem  that 
the  interface  region  is  considered  too  "thick".  This  brings  up  the  problem  of  interface  thickness, 
and,  as  will  be  explained,  there  is  a  simple  way  to  account  for  this  in  the  analysis. 

As  far  as  terminology  is  concerned  the  term  "transition  region”  (cf  following  discussion) 
may  be  more  appropriate  than  interface.  A  transition  region  allows  elastic  deformation  within  the 
"interface"  before  fracture.  However,  both  terms  are  used  in  the  following,  hoping  that  confusion 
is  not  possible. 

During  processing  of  a  composite  material,  a  "reaction  zone"  is  formed,  i.e.  an  interface 
that  may  impart  bonding  between  the  matrix  and  the  fiber,  Metcalfe  (1974).  Several  works  have 
examined  the  material  in  the  vicinity  of  the  fiber  identifying  significantly  different  properties  than 
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the  matrix.  That  region  is  often  called 
mesophase,  Theocans  (1987).  Despite 
extensive  work  in  this  area,  the  behavior  and 
properties  of  such  a  "mesophase",  or 
"transition  region"  or  "interface"  or  "interface 
reaction  zone"  have  not  been  understood  well. 

The  SCS-6  (SiC)  fiber  is 
approximately  140  (im  in  diameter  and 
contains  2  |im  thick  alternating  outer  layers  of 
C  and  nonstoichiometric  SiC  that  protect  it 
from  cracking  during  handling.  In  a  composite 
made  of  titanium  alloy  matrix  and  SiC  fiber 
with  carbon  coating  a  reaction  zone  consisting 
of  several  layers  of  T^C,  and  T^Siy  is  formed 
and  is  modulated  by  the  alloying  composition 
of  the  matrix  and  the  processing  procedure. 

Similar  considerations  hold  for  ceramic  matrix 
composites.  A  thorough  presentation  on  this 
subject  can  be  found  in  Karpur  et  al  (1993) 
and  the  references  cited  there,  where  also  the  concept  of  the  "equivalent  elastic  interface"  (EEI) 
is  introduced.  The  concept  is  relevant  to,  and  complements  the,  present  study,  thus,  the  ideas 
behind  EEI,  Karpur  et  al  (1993),  are  briefly  described  here.  Since  the  thickness  of  the  transition 
region  (interface)  and  the  spatial  variation  of  properties  along  it  are  difficult  to  quantify,  it  is 
advisable  to  consider  an  equivalent  homogeneous  transition  region.  By  doing  so  we  are  allowed 
to  consider  apparently  different  material  compositions,  i.e.  metal  matrix,  ceramic  matrix,  within 
the  same  framework. 

It  is  difficult  to  specify  the  exact  thickness  of  the  (homogeneous)  transition  region,  and 
the  analysis  would  be  sensitive  to  changes  in  thickness.  In  order  to  overcome  this  difficulty,  the 
properties  of  the  interface  can  be  defined  in  a  way  that  its  response  is  independent  of  thickness. 
Thus  interface  properties  should  be  defined  in  a  way  that  delivery  of  information,  the  jump  in 
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displacement  and  the  transmitted  stress  across  the  interface,  is  consistently  independent  of 
thickness.  This  is  accomplished  precisely  by  dividing  the  relevant  quantities,  modulus  of  the 
homogenized  region  and  failure  stress,  by  the  transition  region  thickness.  By  defining  quannties 
such  as  the  "stiffness  coefficient"  (modulus  over  thickness)  and  "failure  stress  coefficient"  (failure 
stress  over  thickness)  the  need  for  precise  specification  of  the  thickness  is  overcome.  Indeed,  it 
is  experimentally  possible  to  measure  such  coefficient  nondestructively,  i.e.  the  "shear  stiffness 
coefficient,"  Matikas  and  Karpur  (1993). 

In  our  lattice  discretization,  the  smallest  discretization  scale  (the  lattice  spacing)  is 
assigned  to  the  interface  thickness.  Thus  the  interface  is  considered  homogeneous  by  definition. 
A  stiffness  coefficient  S  (elastic  modulus  over  thickness)  and  a  failure  stress  coefficient  F  (failure 
stress  over  modulus)  are  assigned  to  it,  and  its  failure  is  considered  brittle.  As  mentioned 
previously  the  (shear)  stiffness  coefficient  can  be  evaluated  non-destructively,  Karpur  et  al  (1993), 
Matikas  and  Karpur  (1993).  At  this  time  such  relevant  experiments  are  being  conducted  (private 
communication  with  Karpur  &  Matikas)  and  correlations  with  the  present  study  will  be  examined 
later.  Also,  such  correlations  are  not  straight-forward  as  discussed  in  the  following,  cf  section 
titled  "discussion".  At  this  stage,  the  relevant  interface  properties  will  be  deducted  from  the 
destructive  experiments  via  back  analysis  and  physical  reasoning. 


Simulation  Results 

The  following  have  been  assumed  in  the  numerical  simulation  procedure.  Inertia  effects 
and  body  forces  are  neglected,  and,  load  is  applied  slowly  enough  so  that  there  is  enough  time 
for  redistribution  of  stress  before  failure/yield  proceeds  further.  The  fiber,  interface  and  ceramic 
matrix  are  considered  brittle  -  when  a  bond  fails  its  load  is  reduced  to  zero  and  the  released  load 
is  redistributed  by  solving  the  problem  again  with  the  broken  bond  absent.  The  difference  for 
ductile  matrix  bonds  (metal  matrix)  is  that  after  the  yield  stress  has  been  reached  the  modulus 
is  changed  to  the  (linear)  hardening  modulus  Emh.  Thus  the  simulation  procedure  involves  the 
following  steps:  (a)  discretize  the  structure  into  a  lattice;  (b)  assign  failure/yield  stress  to  each 
bond,  depending  on  whether  it  is  spatially  within  matrix  (brittle  or  ductile),  fiber  or  interface;  (c) 
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similarly  to  step  (b)  assign  stiffness  to  each  bond;  (d)  apply  an  tncrement  of  external 
displacement  or  load  until  the  failure  or  yield  cntenon  is  satisfied  by  the  bond  carrying  the 
maximum  load  *  the  problem  being  linear  makes  identification  of  that  load  easy;  (e)  if  that  bond 
is  brittle  release  the  load  earned  by  it  and  solve  the  problem  for  the  released  load  applied  at  the 
joints  adjacent  to  it.  If  another  bond  fails  during  this  process  repeat  step  (e).  If  that  bond  is 
ductile  apply  the  new  modulus  (Enl)  to  it;  (f)  increment  the  externally  imposed  boundary 
condition  until  the  next  bond  fails  or  yields  and  repeat  the  previous  step.  Allowing  failure  or 
yield  of  one  bond  at  a  time,  together  with  the  linearity  of  the  problem  during  each  step,  assures 
a  unique  solution. 


Simulation  Results  -  Fragmentation  Test 

The  following  properties  for  the  fiber  and  matrix  are  considered  and  assigned  to  the 
corresponding  lattice  bonds.  For  the  SiC  (SCS-6)  fiber  a  Young's  modulus  Ef=393  GPa,  and  a 
failure  stress  0^=3. 5  GPa.  Fiber  failure  is  perfectly  brittle  -  when  a  bond  fails  its  load  carrying 
capacity  is  reduced  to  zero.  The  Ti-6A1-4V  matrix  is  ductile,  with  a  Young's  modulus  EB=110 
GPa  and  yield  stress  om=0.83  GPa.  For  the  linear  hardening  post-yield  response  the  modulus  is 
a  fraction  of  Em.  Typically  the  strain  hardening  modulus  Emh  =  1/100  Em,  however,  as  shown  in 
the  following  the  fiber  fragmentation  pattern  depends  on  Emf.  The  matrix  is  not  allowed  to  fail  - 
due  to  its  ductility,  failure  occurs  at  large  strains  and  the  simulation  is  not  carried  out  to  such 
levels. 

For  identification  of  interface  properties  the  following  can  be  considered.  We  employ  the 
experimental  evidence  that  no  fiber  failure  occurs  in  the  linear  regime  of  the  specimen's  stress- 
strain  response,  figure  1,  but  fiber  failure  initiates  in  the  vicinity  of  the  deviation  from  linearity. 
Having  the  matrix  and  fiber  properties  fixed,  the  interface  properties  have  to  be  such  that  the 
predicted  load  displacement  response  and  fragmentation  pattern  match  the  experimental  results 
as  close  as  possible.  These  impose  important  restrictions  on  the  properties  of  the  interface.  Thus, 
together  with  the  9step-wise)  linearity  of  the  problem  a  few  simulations  can  identify  the  range 
of  interface  properties.  Before  we  identify  such  ranges,  we  present  the  conclusions  from  the 
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simulations. 

(a)  the  fiber  fragmentation  pattern  depends  strongly  on  the  volume  of  the  matrix  present.  This  is 
better  understood  if  we  consider  the  following.  In  the  limit  case  of  very  small  or  negligible  matrix 
volume,  a  single  fiber  failure  will  occur.  As  the  amount  of  matrix  surrounding  the  fiber  increases 
there  should  be  a  threshold  where  multiple  fiber  fragmentation  occurs.  By  increasing  the  amount 
of  matrix  further,  the  result  is  reduction  in  the  average  fragmentation  length.  The  saturation  limit, 
if  it  exists,  depends  on  the  properties  of  the  interface.  This  important  fact  is  rarely  mentioned  or 
addressed  in  the  literature  although  it  has  been  observed  experimentally,  Krishnamurthy  (1993). 
Our  analysis  showed  that  the  threshold  for  the  present  material  combination  is  approximately  at 
a  ratio  matrix  over  fiber  approximately  10-12.  The  approximation  is  due  to  the  following. 

(b)  the  matrix  hardening  modulus  E„h  influences  the  fragmentation  pattern.  The  influence  is  not 
sensitive  •  only  large  changes  in  Enf  influence  the  fragmentation  pattern,  i.e.  average  length 
between  fragments.  For  Emr  =  0  a  single  fiber  fracture  occurs,  or  even  no  fiber  fracture  at  all, 
depending  on  the  interface  properties. 

(c)  both  the  interface  modulus  and  strength,  and  their  relative  values  influence  the  fragmentation 
pattern.  A  weak  interface  will  fail  even  before  the  matrix  yields,  the  result  being  that  the  fiber 
will  simply  act  as  an  inclusion  in  the  matrix.  This  also  depends  on  the  modulus.  For  example, 
if  the  interface  and  fiber  are  subjected  to  the  same  strain,  the  fiber  will  fail  first  only  if  the 
interface  relative  values  (strength,  modulus)  allow  so.  Interface  modulus  has  not  a  strong  effect 
within  100%  or  so. 

(d)  the  simulations  showed  evidence  that  it  is  practically  impossible  to  achieve  fragmentation 
lengths  (average)  of  the  order  of  or  lower  than  the  fiber  diameter.  Perhaps  this  provides  goals  as 
far  as  tailoring  the  interface  properties  is  concerned.  In  passing,  it  is  noted  that  the  optimum 
interface  properties  depend  on  the  geometric  and  loading  conditions  of  a  specific  test  and/or 
configuration.  For  example  if  fibers  are  close  together  without  "enough"  matrix  material  in 
between,  the  optimum  interface  properties  are  likely  to  be  different  than  the  ones  implied  by  a 
single  fiber  fragmentation  test.  This  important  area  seems  to  be  totally  unexplored.  It  is  currently 
being  addressed. 

(e)  immediately  after  the  fiber  breaks  at  some  location,  tension  cracks  along  the  interface 
propagate.  In  order  that  fragmentation  occurs  these  cracks  have  to  be  arrested  and  the  arresting 
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length  (and  thus  the  fragmentation  pattern)  are  influenced  strongly  by  the  interface  strength.  This 
provides  significant  limitations  to  the  range  of  interface  strength. 

(f)  the  load-displacement  or  stress-strain  response  of  the  specimen  is  pracncally  msensinve  to  the 
interface  properties  (within  orders  of  magnitude),  thus  the  observed  fragmentation  pattern  and 
interface  failure  are  the  ones  providing  information  on  interface  properties. 

Figure  4  shows  the  load-displacement  (stress-strain)  response  obtained  from  40x120 


strain  -  V. 

Figure  4:  Two  Stress  Strain  Responses  Obtained  with  Identical  Material  Properties  Except  the 
Interface  Strength  Coefficient,  S  =  11  MPa/ pan  and  S  -  6  MPa/ pm. 

lattices.  The  material  properties  used  for  the  matrix  and  fiber  are  the  ones  given  above.  For  the 
interface  the  modulus  coefficient  used  is  857  MPa/|im  and  the  failure  strength  coefficient  for  one 
of  them  is  11  MPa/ pm  and  for  the  second  one  6  MPa/pm.  The  meaning  of  such  interface 
properties  is  discussed  later  (section  titled  discussion).  It  is  clear  that  the  interface  strength  has 
practically  no  influence  on  the  load-deformation  response.  Similar  results  hold  for  the  interface 
modulus.  The  (small)  stress  drops  in  the  curves  correspond  to  fiber  breaks.  It  is  noted  that 
experimentally,  often,  no  load  drop  is  observed.  Since  it  is  known  that  the  fiber  breaks  at  those 
levels  of  stress,  this  may  be  attributed  to  small  snap-through,  to  rate  of  loading  effects,  or  to  the 
sensitivity  of  the  equipment  used.  The  predicted  stress-strain  response  (figure  4)  correlates  well 
with  the  experimental  one  (figure  lb)  where  yield  initiates  at  about  850  MPa,  at  a  strain  close 
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to  the  2%  level.  Further  it  is  noted  that  with  these  values  for  the  interface  propemes  most  of  the 
matrix  bonds  yield  before  fiber  breaks  are  initiated. 

The  simulation  is  two-dimensional  while  the  actual  fragmentation  test,  figure  1 ,  is  three- 
dimensional!  The  diameter  of  the  SiC  fibers  is  approximately  0.14  mm.  The  samples,  Roman  et 
a 1  1993,  were  1.50  mm  thick  with  19.05  mm  x  6.35  mm  gage  sections.  Thus  the  problem  is  not 
axisymmetric.  It  was  mentioned  above  that  the  fragmentation  pattern  depends  on  the  amount  of 
matrix  surrounding  the  fiber.  In  the  three  dimensional  case  it  is  not  clear  if  the  minimum  matrix 
dimension  (1.50  mm  for  the  tests),  or  the  area  of  the  matrix  (1.50  x  6.35  mm:)  or  both  are 
decisive  with  respect  to  the  fragmentation  pattern.  For  the  test  configuration,  the  ratio 
(matrix/fiber)  with  respect  to  the  minimum  dimension  is  approximately  1.5/0.14.  Experimentally 
this  ratio  seems  to  govern  the  fragmentation  pattern  rather  than  the  cross-sectional  area  ratio. 
Three-dimensional  simulations  are  not  attempted  at  this  time,  due  to  excessive  computer  time 
requirements.  Further,  several  issues  need  to  be  understood  before  3-D  effects  come  into  picture. 

Although  the  two  different  values  for  interface  strength  coefficient  yielded  similar  load 
deformation  response,  the  fragmentation  patterns  that  evolved  were  different.  In  the  following 
figures,  for  effective  presentation,  a  broken  bar  is  represented  by  a  thin,  short  line  transverse  to 
its  original  direction.  Figure  5  shows  some  of  the  evolution  stages  of  fiber  fragmentation  and 
interface  failure  for  S  =  1 1  MPa/pm,  and  figure  6  shows  some  of  the  stages  for  S  =  6  MPa/ pun. 
The  following  can  be  identified: 

-  Interface  cracks  at  the  fiber  ends  initiate  and  quickly  become  arrested.  This  is  consistent  with 

the  analysis  and  experiments  by  Atkinson  et  al  (1982)  on  the  stability  of  interface  cracks 
near  the  fiber  end,  for  an  embedded  fiber. 

-  For  both  cases  the  fiber  breaks  first  in  the  middle  of  its  length.  The  reason  why  this  happens 

is  explained  subsequently. 

-  After,  or  concurrently  with,  the  first  full  fiber  crack  development  (over  its  width)  cracks 

propagate  along  the  interface  and  at  some  point  are  arrested,  figures  5b,  6b. 

-  The  crack  length  along  the  interfaces  is  important  with  respect  to  subsequent  fiber  breaks,  and 

thus  with  respect  to  the  final  fragmentation  pattern.  If  figures  5  and  6  are  compared,  it  is 
seen  that  the  interface  crack  length  is  smaller  in  figure  5  than  figure  6.  This  is  the 
decisive  reason  for  the  final  fragmentation  pattern.  In  figure  5  the  average  fragmentation 
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Figure  5:  Fiber  Fragmentation  and  Interface  Failure  Stages  for  Interface  Strength  Coefficient 
S  =11  MPa/ pm. 
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S  =6  MPa/fjm. 

1 
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length  is  about  half  the  one  in  figure  6. 

-  The  differences  between  figures  5  and  6  can  be  explained  by  the  length  of  interface  cracks.  In 
figure  6,  for  example  a  greater  total  length  of  interface  is  required  to  transmit  enough  load 
to  the  fiber  -  capable  to  break  it.  The  interface  shear  strength  is  important  here.  Figure  7 
shows  the  crack  evolution  when  an  interface  shear  strength  coefficient  S  =  1  MPa/pm  is 
considered.  For  strengths  even  lower  than  that,  no  fiber  breakage  is  observed. 


Figure  7:  Crack  Pattern  for  Interface  Strength  Coefficient  S  =  l  MPaZ/jm 

So  now  the  question  why  the  first  fiber  break  develops  in  its  middle  comes  into  picture.  We  find 
this  opportunity  to  discuss  further,  at  the  same  time,  the  problem  of  the  ratio  width  of  sample  (or 
matrix)  over  width  of  fiber.  Let  us  reduce  the  amount  of  matrix  surrounding  the  fiber,  say  a 
lattice  of  30x120  with  the  same  dimensions  for  the  fiber  as  before.  For  interface  properties  same 
as  those  that  produced  figure  S  a  single  fiber  break  will  develop  (no  fragmentation)  for  this 
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shows  such  distribution.  That  figure  is  plotted  as 
follows:  Only  bonds  exceeding  a  certain  level  of 
strain  are  drawn.  Clearly  the  stress  concentration 
is  in  the  middle.  In  order  that  the  fiber  breaks 
there  enough  load  capable  of  doing  so  must  be 
built  up  in  the  matrix  and  the  interface  has  to  be 
capable  of  transmitting  the  force  to  the  fiber.  For 
the  present  fiber,  matrix  and  interface  properties, 
the  horizontal  dimension  of  30  units  is 
approximately  the  limit  that  this  will  happen. 

The  interface  region  is  considered 
homogeneous.  This,  of  course  is  an  approximation 
of  the  reality.  In  general  at  the  micro-level  (at  the 
length  scale  of  a  material's  micro-structure)  it  may 
be  argued  that  failure  is  predominantly  in  tension. 

Then,  compressive  failure  is  the  integrated, 
phenomenological  process  of  several  tensile 
micro-failures.  By  considering  the  interface  as 
being  homogeneous,  we  indirectly  impiy/assume 
that  the  actual  response  is  homogenizable.  Then 

failure  in  compression  is  possible.  For  the  single  fiber  fragmentation  test,  compressive  failure 
proved  not  important. 


Figure  8:  Strain  Distribution  Before 
Fiber  Fracture. 
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ABSTRACT 

The  objective  of  the  research  is  to  develop  a  mechanistic  model  to  study 
the  response  and  damage  development  of  metal  matrix  composite  laminates 

under  a  general  thermomechanical  fatigue  loading.  The  research  consists  of 
two  parts.  The  first  part  deals  with  fatigue  life  prediction  of  SCS£/Ti-15-3  metal 

matrix  composite  laminates.  Damage  accumulation  and  property  degradation  of 
each  la  in  the  laminate  are  studied.  Internal  load  re-distribution  among 
all  the  i  iae  is  evaluated  from  the  model  of  stiffness  reduction.  It  is  shown 

that  within  the  first  few  cycles,  stiffness  reduction  saturates  to  a 
characteristic  level  which  is  independent  of  cyclic  and  static  loading  history. 
As  far  as  the  fatigue  life  prediction  is  concerned,  it  is  not  important  to  know 
how  the  damage  is  accumulated,  or  what  the  stress-strain  response  is  during 
the  first  few  cycles.  The  fatigue  life  is  determined  by  the  saturated  stiffness 
and  the  applied  stress  amplitude.  The  predictions  of  fatigue  life  agree  well  with 
experimental  data  of  [0/90]2s,  [02/±45]s  and  [0/±45/90]$  (SCS6/Ti-15-3) 

laminates.  The  data  needed  to  predict  the  life  of  these  laminates  under  variable 
amplitude  fatigue  are  those  of  its  laminae.  Therefore,  it  is  possible  to  establish 
a  data  base  for  different  unidirectional  laminae  and  predict  the  fatigue  life  of 
a  laminate  based  on  the  data  of  its  laminae  and  the  laminate  stacking  sequence. 

The  second  part  of  the  research  deals  with  micromechanical  analysis  of 
local  damage  and  viscoplastic  behavior  of  titanium  matrix  composites  under  a 
thermomechanical  fatigue  loading.  The  present  micromechanical  analysis  is 
based  on  Eshelby's  solution  of  an  ellipsoidal  inclusion  [2.1]  and  Mori-Tanaka’s 
concept  of  mean  field  theory  [2.2].  The  model  is  applicable  to  study  deformation 
and  stress  of  a  composite  under  general  nonisothermal  in-phase  and  out-phase 
fatigue  loading.  Interfacial  damage  and  debonding  are  represented  in  the 
model.  Such  an  analysis  make  it  possible  to  determine  the  possible  failure 
modes  (matrix  failure  or  fiber  failure  or  combined)  under  different 
thermomechanical  fatigue  loading.  The  predicted  creep  behavior  of 
unidirectional  composite  under  a  load  in  fiber  direction  agrees  well  with 
experimental  data. 
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Thermomechanical  fatigue  of  titanium  Matrix  composites 


Zhanjun  Gao  and  Brian  P.  Sanders 
PART  1:  FATIGUE  LIFE  PREDICTION 

Local  damage  and  its  evolution  are  very  critical  in  determining  the 
fatigue  life  of  metal  matrix  composites.  A  great  deal  of  effort  has  been  made  in 
studying  the  local  damage  such  as  interfacial  failure,  matrix  yielding  and 
fiber  fracture  and  their  implications  on  fatigue  life  [1.1,  1.2].  However,  such 
an  approach  is  fairly  complicated,  and  determination  of  damage  is  possible 
only  within  the  first  few  number  of  loading  cycles.  This  research  takes  a 
novel  approach  to  fatigue  life  prediction  of  a  laminate.  Instead  of  determining 
damage  events  and  their  evolutions,  we  focus  on  the  consequence  of  the 
damage  on  stress  redistribution  among  0  degree  plies  and  off-axis  plies.  The  0 
degree  plies  are  critical  plies  whose  failure  will  lead  to  final  rupture  of  the 
laminate.  Therefore,  the  fatigue  life  of  the  laminate  can  be  determined  if  the 

load  share  of  the  0  degree  plies  is  evaluated. 

Figure  1.1  shows  a  typical  stiffness  reduction  for  a  [0/90]  ^ s  lay-ups  of 

SCS^/Ti-15-3  laminate  at  room  temperature  [1.1].  The  elastic  modulus  dropped 

about  22%  during  the  first  few  cycles,  then  remained  almost  constant  until  just 
before  the  final  failure.  This  indicates  that  the  load  re-distribution  for  such  a 
laminate  occurs  only  during  the  first  few  loading  cycles.  After  the  first  few 
cycles,  the  damage  in  the  laminate  reaches  a  stable  level,  called  the 
characteristic  damage  state  (CDS)  (Reifsnider,  etc.  [1.2]).  Our  experience  with 
different  composite  materials  systems  indicates  that  the  CDS  is  completely 
defined  by  the  properties  of  the  fiber,  matrix,  interface  and  fiber  orientations, 

etc.  and  is  independent  of  loading  history.  Figure  1.2  shows  the  spacing 
between  cracks  in  the  -45  degree  plies  of  a  [0/90/±45]_  AS-3501-5  graphite 

epoxy  laminate  as  a  function  of  quasi-static  load  level  and  cycles  of  loading 
[1.2].  Cracks  develop  quite  early  in  the  life  and  quickly  stabilize  to  a  very 
nearly  constant  level  with  a  fixed  spacing  for  both  quasi-static  and  cyclic 
loading.  The  crack  patterns  for  two  types  of  loading  are  essentially  identical, 
regardless  of  load  history.  A  schematic  representation  of  damage  in  terms  of 
stiffness  reduction  is  shown  in  Fig.  1.3.  If  the  stress  amplitude  is  high  enough, 
the  reduced  axial  stiffness  at  CDS  level  can  be  reached  by  one  cycle.  For  a 
lower  stress  amplitude,  it  takes  more  loading  cycles  to  reach  CDS.  The 
important  fact  is  that  the  saturated  axial  stiffness  of  the  laminate  is 
independent  of  loading  history.  As  far  as  the  fatigue  life  prediction  is 
concerned,  it  is  not  important  to  know  how  the  damage  is  accumulated,  and 
what  the  stress-strain  response  is  during  the  first  few  cycles  before  the  CDS. 
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The  fatigue  life  is  determined  by  the  stiffness  at  CDS  and  the  applied  stress 
amplitude  as  to  be  seen  later. 

Prediction  of  stiffness  at  CDS 

Since  the  stiffness  at  the  CDS  level,  Exc  is  a  characteristic  material 

property  of  the  laminate,  and  independent  of  loading  history,  it  is  to  our 
advantage  to  determine  Exc  under  a  static  loading  condition.  Our  attention  is 

focused  on  cross-ply  laminate  first.  Under  a  static  loading,  as  soon  as  the 
loading  increases  up  to  a  level,  aA,  at  which  the  transverse  stress  in  the  90 

degree  plies  equals  to  the  transverse  strength  Y  of  the  unidirectional 

laminate,  damage  begins  to  initiate  in  90  degree  plies.  The  transverse  modulus, 
E2,  begins  to  degrade.  The  shear  modulus  has  no  effect  on  axial  stiffness 

change  of  the  laminate. 

After  damage  initiates,  the  stress  <5^2  *n  90  degree  plies,  denoted  as 

a 22(90°),  is  not  completely  relaxed.  Instead,  it  is  necessary  that  this  stress 

remains  at  a  level  equal  to  transverse  strength  Y  so  that  additional  damage  can 
be  accumulated  up  to  the  CDS  level.  Thus  the  reduced  modulus  E2  in  90  degree 

plies  can  be  approximately  obtained  by  solving  the  equation 

o22( 90°)=Y.  (1.1) 

The  algorithm  is  as  follows: 

(1)  For  an  applied  load  ox  larger  than  oA,  let  all  the  elastic  parameters 
in  0  degree  plies  be  the  initial  values.  E2  in  90  degree  plies  is  reduced  by  one 
step  length  £2-  Stress  distributions  in  each  ply  are  obtained  through  laminate 

analysis. 

(2)  If  the  stress  022(^0°)  is  larger  than  Y,  repeat  the  first  step  until  the 
Eqn.  ( 1 )  is  satisfied. 

(3)  Use  the  final  reduced  value  of  E2  for  90  degree  plies  to  obtain  the 
axial  stiffness  of  the  laminate. 

Figure  1.4  shows  the  stiffness  reduction  analysis  using  the  above 
procedure  for  a  SCS0/Ti-15-3  laminate  with  [0/90]2s  lay-ups.  The  reduction  of 

transverse  stiffness  E2  of  the  90  degree  plies  results  in  a  loss  of  laminate  axial 
stiffness  Ex,  as  shown  in  the  figure.  When  the  load  approaches  to  the  ultimate 
tensile  strength  (UTS)  level,  stress-strength  ratio  o^/X  of  0  degree  plies  (Ho  in 

the  figure)  approaches  to  1,  indicating  the  0  degree  plies  are  about  to  fracture. 
The  axial  stiffness  Ex  also  approaches  a  stable  value.  Therefore,  the 

characteristic  stiffness  Exc  can  be  approximately  obtained  as  the  stiffness 

value  corresponding  to  applied  load  equal  to  the  ultimate  tensile  strength, 
which  is  944  MPa  for  the  laminate  [1.1].  The  predicted  value  of  Exc  is  equal  to 
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78%  of  the  initial  axial  stiffness,  which  agrees  with  experimental  data  shown 
in  Fig.  1.1. 

For  [02/±45]s  laminates,  the  transverse  modulus  E?  of  45  and  -45  degree 

plies  has  little  influence  on  the  shear  stress  of  these  plies  and  axial  stiffness  of 

the  laminate.  This  implies  the  stress  transfer  from  the  off-axis  plies  to  the  0 
degree  plies  is  caused  by  a  reduction  of  shear  modulus  G  ^  2  °f  the  off-axis  plies. 

The  equation  corresponds  to  Eqn.  (1.1)  to  determine  the  reduction  of  GJ2  is 
changed  to 

t12(45°)  =  S  (1.1-) 

where  tj2(45°)  is  the  shear  stress  of  45  or  -45  degree  plies,  S  is  the  shear 

strength  of  the  lamina.  The  procedure  to  determine  the  characteristic  stiffness 
Exc  due  to  reduction  of  G^2  is  similar  to  that  used  for  [0/90]  2$. 

For  [0/90/±45]s  laminate,  since  there  are  two  kinds  of  off-axis  plies, 

more  stress  components  need  to  be  considered,  which  makes  the  problem  more 
complicated.  Usually,  the  damage  in  the  90  degree  plies  occurs  earlier  than 
that  in  45  and  -45  degree  plies.  In  fact,  90  degree  plies  often  delaminate  from 
the  rest  of  plies  before  the  final  failure  of  laminate,  which  implies  there  is  no 
significant  sharing  of  load  by  90  degree  plies  after  the  CDS.  Therefore,  if  only 
the  characteristic  damage  is  concern,  all  the  elastic  parameters  in  90  degree 

plies  can  be  set  zero.  The  problem  then  is  reduced  to  one  in  a  similar  case  as  in 
[02/±45]s  laminate  except  there  is  a  nonzero  value  of  thickness  of  90  degree 

plies  for  the  laminate  analysis  here. 

Fatigue  life  of  laminates  containing  0  degree  plies 

As  discussed  earlier,  damage  in  a  laminate  can  be  characterized  by  the 
axial  stiffness  reduction.  The  damage  accumulates  with  the  increase  of  number 
of  cycles  resulting  stress  re-distribution  up  to  a  saturated  state  called  the 
characteristic  damage  state  (CDS).  When  the  CDS  level  in  off-axis  plies  is 
reached,  a  stabilized  axial  stiffness  is  reached,  and  no  stress  redistribution 
takes  place  between  0  degree  plies  and  off-axis  plies.  Since  the  0  degree  plies 
are  critical  plies  whose  failure  results  in  final  rupture  of  the  laminate,  the 
fatigue  life  of  the  laminate  is  determined  from  the  life  of  the  0  degree  plies.  Of 
course,  the  stress  redistribution  among  0  degree  plies  and  other  off  axis  plies 
has  to  be  represented  correctly  through  stiffness  reduction  analysis,  as 
previously  explained. 

The  fatigue  life  for  a  laminate  containing  0  degree  plies  contains  two 

part,  CDS  life(the  number  of  cycles  necessary  to  reach  the  CDS)  and  the  fatigue 
life  to  failure  of  the  0  degree  plies.  For  as-fabricated  SCS^/Ti-lS-S  laminate,  the 
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axial  stiffness  stabilized  after  a  few  cycles  reported  by  Johnson  etc.  [1.1].  This 
indicates  that  the  CDS  life  is  quite  small  and  can  be  neglected. 

The  S-N  curve  of  0  degree  laminate  can  be  represented  as 

Log  j(0°)  =  a  (Log  N)2  +  b  (Log  N)  +  Log  X  (1.2) 


where  Ojj(0°)  is  the  cyclic  load  amplitude  of  0  degree  laminate,  N  the  number 

of  cycles  to  failure,  X  its  ultimate  tensile  strength  in  fiber  direction,  and  a  and 

b  are  material  constants  determined  from  experimental  tests.  The  values  of 
these  constants  for  SCS^/Ti-lS-S  0  degree  laminate  are:  X=1518  MPa,  a=-0.0496, 

b=0.1548. 

When  the  CDS  level  is  reached,  the  axial  stiffness  degrades  to  its 
characteristic  value,  Exc,  which  can  be  obtained  by  the  procedure  described  in 

the  previous  section.  The  cyclic  stress  amplitude  of  the  0  degree  plies  is 
determined  as 


°11 


(1.3) 


where  Ej  is  the  initial  axial  stiffness  of  the  0  degree  plies,  and  ox  is  the  stress 

amplitude  of  the  global  applied  load  on  the  laminate.  Combining  Eqns.  (1.2)  and 
(1.3),  the  fatigue  life,  N,  of  the  laminate  is  determined  from  the  following 
equation 

Log  (o  p-M  =  a  (Log  N)2  +  b  (Log  N)  +  Log  X.  (1.4) 

aC 


The  proposed  model  was  used  to  predict  the  stiffness  reduction  and 
fatigue  life  of  as-fabricated  SCS^/Ti-15-3  laminates.  The  characteristic 

stiffness  Exc  for  each  laminate  was  obtained,  and  then  Eqn.  (1.4)  was  used  to 

evaluate  the  fatigue  life,  N,  of  the  laminate. 

The  predicted  S-N  curves  for  [0/90]2S,  [02/±45]s  and  [0/±45/90]s 

laminates  agree  very  well  with  the  experimental  data  by  Johnson  etc.  [1.1]  as 
shown  in  Figs.  1.5,  1.6  and  1.7.  Overall,  the  results  of  this  paper  are  consistent 
with  the  experimental  observation  of  Johnson  etc.  [1.1]  that  the  stress  in  the  0 
degree  fiber  could  be  used  to  correlate  the  fatigue  life  of  different  laminates 
containing  0  degree  plies. 

The  predicted  values  of  Exc  for  [0/90]2s,  [02/±45]s  and  [0/±45/90]s 

laminates  are  141.1  GPa,  98.4  GPa  and  98.4  GPa,  respectively.  The  predicted  life 
depends  on  the  characteristic  stiffness  Exc.  A  better  prediction  of  the  S-N 

curve  is  obtained  for  the  cross-ply  laminate.  This  may  be  attributed  to  the 
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accurate  prediction  of  Exc  compared  with  the  experimental  result  [1.1].  As  for 
the  other  laminates,  [02/±45]s  and  [0/±45/90]s,  no  experimental  data  about 
Exc  are  available.  In  general,  the  predicted  life  for  these  two  kinds  of  laminate 

by  the  proposed  model  tends  to  be  a  little  conservative.  That  may  result  from 
the  smaller  predicted  value  of  Exc.  Since  the  reduced  axial  stiffness  is  obtained 

under  ultimate  tensile  strength  not  the  CDS  load,  it  is  over-reduced  to  a  smaller 
value.  The  smaller  is  Exc  the  larger  is  the  equivalent  cyclic  stress,  which 

causes  a  smaller  fatigue  life. 

PART  2:  LOCAL  DAMAGE  GROWTH  AND  GLOBAL  VISCOPLASTIC  BEHAVIOR 

This  part  of  the  research  deals  with  micromechanical  analysis  of  local 
damage  and  viscoplastic  behavior  of  titanium  matrix  composites  under  a 
thermomechanical  fatigue  loading.  The  model  is  applicable  to  study 
deformation  and  stress  of  a  composite  under  general  nonisothermal  in  phase 
and  out  phase  fatigue  loading.  Interfacial  damage  and  debonding  are 
represented  in  the  model. 

1.  Significance  of  the  approach 

(1) .  A  three-dimensional  nondilute  stress  solution  which  takes  into 
consideration  the  contribution  of  randomly  distributed  fibers  is  obtained. 

(2) .  The  stress-strain  relation  includes  creep  and  plastic  deformation. 

(3) .  Other  type  of  constitutive  models,  such  as  the  unified  constitutive 
model  of  Bodner  [2.10]  can  be  implemented  without  difficulties. 

(4) .  The  stress  analysis  can  be  extended  to  include  an  interphase  (a 
layer  with  finite  thickness  between  fiber  and  matrix  materials).  The  effects  of 
the  interphase  and  interphasial  failure  on  thermomechanical  behavior  of 
metal  matrix  composites  can  be  investigated. 

(5) .  Deformation  and  stress  of  a  composite  under  general  nonisothermal 
in  phase  and  out  phase  fatigue  loading  can  be  studied.  Such  an  analysis  will 
make  it  possible  to  determine  the  possible  failure  modes  (matrix  failure  or 
fiber  failure  or  combined)  under  different  thermomechanical  fatigue  loading. 

(6) .  The  proposed  approach  utilizes  Eshelby's  elasticity  solution  of  single 
inclusion  [2.1]  and  Mori-Tanaka's  concept  of  mean  field  theory  [2.2],  which 
greatly  reduces  the  complexity  of  the  analysis  involved.  While  maintaining  a 
relative  high  accuracy,  the  three-dimensional  stress  is  determined  in  a  closed 
form  at  any  given  time  step. 

(7) .  It  is  conceivable  to  use  a  similar  approach  to  calculate  the  local 
stress  (point-wise  stress  instead  of  mean  stress)  in  the  ductile  matrix  and 
establish  a  constitutive  relation  for  each  point  of  the  matrix  material. 
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However,  it  is  expected  that  under  a  loading  in  the  fiber  direction,  the  mean 
value  approach  will  provide  a  result  with  a  good  accuracy,  and 

(8).  The  proposed  approach  is  applicable  to  particle  reinforced 
composites,  short  fiber  composites,  and  continuous  fiber  composites. 


2.  Dilute  solution:  single  fiber  in  an  infinite  matrix 

A  model  of  composites  is  shown  in  Fig.  2.1,  where  identical  ellipsoidal 

inhomogeneitiesfor  fibers,  these  two  terms  are  used  alternatively  in  this 

paper)  are  aligned  along  the  same  direction.  A  traction  force  is  prescribed  on 

the  boundary  of  the  materia!.  The  elastic  stiffness  of  the  matrix  and 

f  m  f 

inhomogeneities  are  Cm  and  C1,  respectively.  Here  Cm  and  C1  are  6  by  6 
stiffness  matrix. 

We  will  first  consider  the  situation  of  a  single  inclusion  in  an  infinite 
matrix  as  sF  n  in  Fig.  2.2.  The  matrix  material  D,  contains  an  ellipsoidal 
inhomogeneous  inclusion  ft.  The  traction  force  prescribed  on  the  boundary  of 
the  material  produces  a  uniform  stress  and  strain  when  the  material  does 
not  contain  any  inhomogeneities,  i.e. 


where  o°  =  [o°u,  o0^,  0O33,  o°12,  o°13,  o°23]T,  e°  =  [e0n,  e°22,  £<>33,  e°12,  tPiy  eP23]T.  "T" 


denotes  transport  of  a  vector.  Throughout  this  paper  all  other  stress  and  strain 
vectors  are  defined  in  a  similar  fashion. 

ne 

Due  to  the  existence  of  the  inhomogeneities  and  nonelastic  strain  e  in 
ft,  the  stress  o  and  strain  e  have  perturbations,  (J  and  E,  respectively,  from 
their  original  values.  In  the  following,  superscripts  f  and  m  denote  quantities 
of  fibers  (or  inhomogeneities)  and  matrix,  respectively,  The  averages  of  these 

f 

quantities  over  their  defined  region  are  expressed  as  <.>.  For  instance,  <o  >  is 
the  average  fiber  stress,  while  <cr>  denotes  the  average  matrix  stress. 

From  Hooke's  law 


<j0  +  O  =  C^(e®  +  £  -  ene)  in  ft , 

oO+6  =  Cm(e°+E)  inD-ft,  (2.1) 

where 

o°=Cme°  inD-  (2.2) 


The  inhomogeneous  inclusion  is  simulated  by  an  inclusion  in  the 
homogeneous  material  with  nonelastic  strain  ene  plus  an  equivalent 
eigenstrain  e ', 
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<fi  +  G  =  Cm(e°+  £  -  ene  -  e  ) 
o°+  0  =  Cm(e°+  £) 


in  Q, 
in  D-Ci, 


(2.3) 


The  eigenstrain,  e  is  a  fictitious  noneiastic  strain  introduced  to  simulate  the 
stress  disturbance  due  to  the  existence  of  fiber  and  ene.  The  equivalency 
between  (2.1)  and  (2.3)  holds  when  e"  is  chosen  in  a  way  such  that  the 
following  equation  is  satisfied 

Cf(e°  +  £  -  ene)  =  Cm(e°+  £  -  ene  -  e")  inQ.  (2.4) 

Using  the  Eshelby's  solution  of  homogeneous  inclusion  problem  with  a 
uniform  nonelastic  strain  ene  +  e ",  the  strain  £  is  found  as 

£=  S(Ene  +  e")  (2.5) 

where  S  is  the  Eshelby's  tensor  given  in  reference[2. 1], 

When  Eqn.  (2.5)  is  substitute  into  Eqn.  (2.4),  the  following  relation  is 
obtained  to  determine  the  eigenstrain  e ' 

Cf[e0  +  S(ene  +  e")  -  ene]  =  Cm[e<>+  S(ene  +  e")  -  ene  -  e"]  in  a.  (2.6) 

The  eigenstrain  e"  is  solved  from  Eqn.  (2.6)  as 

e"=  [Cm(I  -  S)  +  Cf  S]'1  (Cm-  Cf)  [e0  +  (S  -  I)ene],  (2.7) 

where  "-1"  denotes  the  inverse  of  a  matrix,  and  I  is  a  6  by  6  unit  matrix.  The 
stress  in  fiber  is  then  given  as 

<of>=  o0+O  =  Cf[e°+  S(ene  +  e")-  ene]  =  Cf[E0+  (S  -  I)e  ne  +  St"] 

=  Cf{e°+  (S  -  I)ene  +  S[Cm(I  -  S)  +  Cf  S]'1  (Cm-  Cf)  [e°  +  (S-  I)ene]i 
=  Cf[(Cm)'1oO  +  (S  -  I)ene]  +  H  [(Cm)_1aO  +  (S  -  I)Ene]  (2.8) 

where  H  -  CfS[Cm(I  -S)  +  Cf  S]'1  (Cm-  Cf) 

3.  Nondilute  solution:  Mori-Tanaka  method 

When  the  volume  fraction  of  fibers  is  small,  Eshelby's  solution  [2.1]  for 
the  single  inclusion  (inhomogeneity)  in  an  infinite  medium  can  be  used  to 
represent  the  stress  and  strain  fields  in  the  inhomogeneity  and  matrix  region. 
However,  the  interactions  between  the  inhomogeneities  have  to  be  taken  into 
account  when  inhomogeneities  are  close  tc  each  other  such  as  the  case  of 
composite  materials. 
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The  concept  of  an  average  field  [2.2]  in  inhomogeneities  and  their 
surrounding  matrix  has  been  introduced  in  an  attempt  to  include  the 
interaction  between  the  inhomogeneities.  The  method  involves  rather 
complex  manipulations  of  the  field  variables  along  with  special  concepts  of 
equivalent  inclusions.  Slightly  different  derivations  of  the  method  have 
appeared  in  the  literature  [2. 3-2. 7].  Benveniste  [2.8]  has  provided  a  valuable 
contribution  to  the  Mori-Tanaka's  method  by  giving  a  much  more  direct  and 
simplified  derivation  of  the  method.  After  some  mathematical  description  and 
careful  scrutiny  of  the  existing  works  dealing  with  equivalent  inclusion  and 
the  average  stress  method,  he  revealed  that  Mori-Tanaka's  method  leads  to  the 
nondilute  stress  expression  by  solving  the  single  inclusion  problem  with  a 
single  fiber  in  an  infinite  matrix,  but  by  replacing  the  applied  load  by  the 
average  stress  of  the  matrix  in  the  composite,  i.e.,  «j  >.  A  schematic 
demonstration  is  shown  in  Fig.  2.2.  Therefore,  the  non-dilute  solution  is 

obtained  as  long  as  the  single  inclusion  problem  is  solved,  and  the  constant 

0  m 

applied  strain  term  t  is  replaced  by  the  unknown  quantity  <e  >. 

The  nondilute  fiber  stress  is  obtained  as 

«jf>=  Cf[(Cm)"1<o®«.  (S  -  I)ene]  +  H  [(Cm)'1<om>  +  (S-  I)ene]  (2.9) 

Note  that 

Vf  «jf>  +  (1-Vjr)  <am>=  o°  (2.10) 

where  v^  is  the  composite  fiber  volume  fraction.  Equations  (2.9)  and  (2.10)  are 
used  to  determine  the  average  stress  in  matrix,  <om>. 

«jm>=  [(l-vf)  I  +  Vf(Cf  +  H)  (C111)'1]"1  [o°  +  Vj(H  +  Cf)(I  -  S)e  ne]  (2-u) 

For  a  general  thermomechanical  loading,  we  have 
<j0(t)  =  Sin  cat  +  a  2 

ene(t)  =  -ec  -  eP  -  («m-  Of  )  T(t)Ij  (2.12) 

T(t)=  Tl  Sin  (ct  +  <p)  +  T2 

where  Ij=  [1,  1,  1,  0,  0,  0]T,  ec  and  ep  are  creep  strain  and  plastic  strain, 
respectively,  am  and  af  are  the  coefficients  of  thermal  expansion  for  the 

matrix  and  fibers,  T(t)  :  the  difference  between  current  temperature  and  the 
stress  free  temperature.  <p  is  the  phase  difference  between  thermal  and 
mechanical  loading. 
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4.  Constitutive  equations 

This  section  deals  with  the  constitutive  relationships  of  the  matrix 
material.  Stress  and  strain  to  be  used  should  be  understood  as  the  average 
stress  and  strain  of  the  matrix  material,  although  the  superscript  "m"  is 
omitted. 

A  one  dimensional  creep  response  is  given  by  Dorn's  law  [2.9] 


ec  =  A{^}”^D0exp{-Q/(RT)} 
G  kT 


(2.13) 


where  £c  and  <7  are  the  creep  rate  and  stress  of  the  material,  A  and  n  are 
constants  that  can  be  determined  experimentally,  G  is  the  shear  modulus,  b  is 
the  Burger's  vector,  k  is  Boltzmann's  constant,  and  Do  and  Q.  are  pre¬ 
exponential  constant  and  activation  energy  for  self-diffusion. 

For  two-dimensional  and  three-dimensional  problems,  the  Prandtl- 

Reuss  relations  can  be  used  for  computing  the  creep  increments.  Thus  we 
assume  an  equivalent  stress  defined  the  same  way  as  in  plasticity  theory  and 
an  equivalent  creep  strain  increment  and  write 

ec*  =  A{|r}n^D0exp{-Q/(RT))  (2.14) 

G  kl 

where  and  <7*  are  the  von  Mises'  effective  strain  rate  and  effective  stress 
(of  matrix)  defined  as 

(2'15) 


and 


(2.16) 


i 

respectively.  <J„  is  the  deviatoric  stress  (of  matrix).  The  creep  rate 
components  are  taken  to  follow  the  Prandtl-Reuss  relation 


3  £c* 
- r<T;; 


2  <7 


y 


(2.17) 
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where  Cp*  is  the  von  Mises'  effective  plastic  strain  defined  as 

dfi"*  =  |d£j  tte?)-  <2-20) 

Equation  (2.18)  is  valid  only  if  the  body  is  being  loaded  and  has  yielded,  for 
example,  if 

<7*><7y  (2.21) 

where  <Xy  is  the  yield  stress  in  tension.  This  is  the  so  called  von  Mises  yield 
condition  for  multiaxial  stress  states.  If  the  body  is  unloading  or  if  (7*  <  CTy, 
then  no  plastic  strain  occurs. 

5.  Procedure  for  solution 

Equations  (2.11),  (2.14)  -  (2.17)  are  written  in  an  incremental  form 
<am>-  [(l-vf)  I  +  Vf(Cf  +  H)  (C111)'1]'1  [o°(t)  +  Vf(H  +  Cf)(I-  S) 


(-ec  -  ep  -Ae c  -  Ae p  -  (o^-  af  )  T(t)lj)]  (2. 1 1 ') 

A£c’  =  A{^r}n  ~D0  exp{-Q  /  (RT)}At  <214') 

vj  kl 

Aec*  =  ^|(|Ae§Ae§)  (2-16') 
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(2.17’) 


3  Aec* 

2  g* 


* 


Equations  (2.18)  and  (2.19)  are  combined  to  yield 


3f'(g*)Ag* 
2  a 


(2.18') 


where  f'(g*)  is  the  derivative  of  the  experimentally  determined  function, 
f(cr*)  Ag*  is  the  increment  of  effective  stress  corresponding  to  the  time 

increment  At,  i.e.,  Ag*  =  <7  (t  +  At)— <7  (t)- 

The  procedure  for  solving  total  nonelastic  strain  as  a  function  of  time  is 
as  follows: 

(1) .  At  the  start  of  the  first  time  interval  t=At,  ec  and  eP  are  zero. 
Assuming  that  Aec  and  AeP  are  zero  and  substituting  these  values  into  Eqn. 
(2.1 1')  gives  a  first  approximation  of  stress  in  the  matrix  at  t=At. 

(2) .  Substitute  the  approximation  of  stress  in  the  matrix  into  Eqn.  (2.15') 
and  then  Eqn.  (2.14')  to  obtain  the  first  approximation  of  incremental 
equivalent  creep  strain. 

(3) .  Substitute  the  above  equivalent  creep  strain  into  Eqn.  (2.17')  to 
obtain  first  approximation  of  the  components  of  incremental  equivalent  creep 
strain. 

(4) .  If  Eqn.  (2.21)  is  not  satisfied  or  the  material  is  under  unloading,  let 
the  incremental  plastic  strain  components  be  zero  and  go  to  next  step,  else 
compute  the  incremental  plastic  strain  components  from  Eqns.  (2.18'). 

(5) .  The  first  approximations  of  stress,  incremental  creep  strain  and 
plastic  strain  are  substituted  into  Eqn.  (2.11')  again  and  the  iteration  proceeds 
from  Eqns.  (2.15'),  (2.14'),  (2.17')  and  (2.18'),  etc.  until  the  procedure  converges 
to  the  correct  set  of  incremental  creep  strain  and  plastic  strain. 

(6) .  At  the  beginning  of  the  second  time  increment,  the  creep  strain 
and  plastic  strain  (ec  and  ep)  are  known  and  are  equal  to  incremental  creep 
strain  and  plastic  strain  developed  during  the  first  time  interval.  In  fact,  the 
creep  strain  and  plastic  strain  at  the  beginning  of  any  time  interval  will 
always  be  known  and  will  be  equal  to  the  accumulated  incremental  strains  up 
to  that  time  interval.  The  procedure  for  calculating  the  average  stresses  and 

strains  for  the  other  time  interval  is  the  same  as  in  steps  1  to  5. 

Predictions  of  creep  strain  of  SCS^/Ti-(3-2 1  unidirectional  laminate  at  a 

load  of  586.5  MPa  and  temperature  of  650°  C  are  compared  with  experimental 
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data  in  Fig.  2.4.  In  this  example,  the  creep  equation  for  the  matrix  material, 
Eqns.  (2.14)  and  (2.14')  are  replaced  by 

ec‘  =  a0e°'a"[  1  -  e-^ala^''] + a^’t  <2.221 

where  constants  ag  to  a^  are  determined  from  creep  tests  of  the  matrix 
material  [2.1 1]  as  aQ  =  0.00625,  aj  =  -0.00254,  a2  =  0.00087,  a3  =  103,  a4  =  4.867,  a5  = 

1.608*10“^,  a^  =  0.06008.  The  above  equation  includes  both  primary  and 

secondary  creep  of  the  matrix  material.  While  the  predictions  agrees 
reasonable  well  with  experimental  data,  the  model  overestimates  the  creep 
strain  for  t  less  than  2000  seconds,  and  underestimates  the  creep  strain  when  t 
larger  than  2000  seconds.  Such  errors  are  believed  to  be  caused  by  fiber 
fractures  in  the  materials  which  is  experimentally  observed  but  not  included 
in  the  calculation  of  Fig.  2.4.  Furthermore,  the  creep  strain  equation  for  the 
matrix,  Eqn.  (2.22)  is  obtained  based  on  tests  of  load  range  70  MPa  to  103  MPa, 
but  the  stress  in  matrix  of  the  composite  under  the  applied  load  586.5  MPa 

varies  in  a  broader  range  which  cannot  be  represented  by  Eqn.  (2.22)  with 
values  of  aQ  to  a^  used. 

6.  Fiber  debonding 

Two  different  fibers  are  embedded  in  the  matrix,  perfectly  bonded 
fibers  (Qb)  and  debonded  fibers  (nd)  with  volume  fraction  vb  and  vd, 

respectively,  Fig.  2.5.  Under  the  applied  stress  a0,  the  average  total  stress  in  the 
matrix  is  o°  +  Cm£,  where  S  is  the  total  strain  perturbation  in  the  matrix.  If  a 
single  fiber  is  introduced  into  the  composite,  the  Eshelby's  equivalent 
inclusion  method  [2.12,  2.13]  yields  the  fiber  stress  as 

o°  +  ob  =  Cf(e0+£  +  Seb-ene)  =  Cm(E0+£  +  Seb-eb-ene)  inftb  (2.23) 
where  eb  are  fictitious  nonelastic  strains  in  bonded  fibers  (Qb).  The  stress  and 
strain  in  the  debonded  fibers  is  expressed  as 

<j0  +  od  =  Cf(e°+  £  +  S  ed  -ene)  (2.24) 

and 

e°  +  ed  =  (e°+  £  +  S  ed  -ene)  (2.25) 

It  is  noted  that  for  a  debonded  void  enveloping  a  high  modulus  fibers, 
the  actual  stress  in  direction  and  strain  in  X2  and  X3  direction  are  zero,  i.e., 
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(2.26) 


(o°  +  od)  { r  0,  (£°  +  ed)22=0,  (e°  +  ed)33=0 

The  summation  of  the  stress  perturbation  is  equal  to  zero,  i.e., 

Vjj  <o^>  +  <od>  +  ( 1-Vjj  -  vd)  C1^  =  0  (2.27) 

Hqns.  (2.23)-(2.27)  can  be  used  to  solve  the  unknowns  ,  £  >  ed  and  e*\ 

The  transverse  behavior  of  SCS^/Ti-p-21  unidirectional  laminates  at  a 

temperature  of  650°  C  is  considered  using  the  proposed  model.  Figure  2.6  shows 
the  growth  of  void  as  a  function  of  applied  load,  where  a  is  the  radius  of  the 
fibers,  c  is  the  larger  half  axis  of  the  elliptic  voids,  Fig  2.5.  In  Fig.  2.7,  creep 
strain  of  the  composite  is  shown  as  a  function  of  applied  load  in  MPa. 
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Fig.  1.1.  Change  in  elastic  unloading 
modulus  for  [0/90]2s  layups  of 
SCS6/Ti-15-3  [1.1]. 


Fig.  1 .2.  Crack  spacing  in  45  plies  of  a 
[0/90/45/-45]s  graphite  epoxy  laminates  as  a  function 
of  increasing  quasi-static  load  or  cycles  [1.2], 
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Normalized  stiffness 


Fig.  1.3.  A  schematic 
representation  of  stiffness  reduction 
as  a  function  of  loading  cycle. 


Applied  stress  (MPa) 


Fig.  1.4.  Stiffness  reduction  and 
stress  redistribution  of  a 
SCSg/Ti-15-3,  [0/90]2s  laminate. 

Ho=aM(00)/X,  the  stress  to 
strength  ratio  of  the  0°  plies. 
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Fig.  1.5.  Fatigue  life  prediction  and 
lest  data  for  [0/90]2s  laminates. 
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■Iim  (Ufa) 


The  S-N  curve  for  {(0)2/45/-45]s  laminate 


Fig.  1.6.  Fatigue  life  prediction  and  test  data  for  [02/45/-45]s  laminates. 


The  S— N  curve  for  [0/45/— 45/90 ]s  laminate 


Fig.  1.7.  Fatigue  life  prediction  Fig.  2.1.  A  schematic  diagram  of  composites 

and  test  data  for  [<V45/-45/90]s  showing  the  matrix,  with  stiffness  Cm.  and 

laminates.  fibers  with  stiffness  Cf. 
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Fig.  2.2.  A  single  inclusion  in  an 
infinite  solid  under  an  applied  load. 


Fig.  2.3.  The  non-dilute  solution  of  stress 
in  the  inhomogeneities  is  obtained  by 

solving  the  single  inclusion  problem  with 
applied  load  replaced  by  the  average  stress 

of  the  matrix  of  the  original  problem,  <om>. 


92-072,  SCS-6/B-21S  [0]m  ,  586.5  MPa,  650°C 

4 


Fig.  2.4.  Prediction  (solid  line)  and  test  data  of  creep  strain  of  SCSg/j$-21S  unidirectional  laminate 
under  a  constant  load  of  586.5  MPa  at  650^C. 
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Fifl  2  5  A  schematic  view  of  a 
laminate  under  a  transverse 
loading.  Debonding  occurs  at  a 
result  of  interfacial  failure. 
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Fir  2.6.  Normalized  debonding 
length  as  a  function  of  applied 
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Fir  2.7.  Composite  creep  strain  as 
a  function  of  applied  stress  at 

650°C. 
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Real-Time  In  Situ  Ellipsometry  of  Polymer  Films 
Produced  by  Flowing  Afterglow  Synthesis 


Joyce  A.  Guest 
Associate  Professor 
Department  of  Chemistry 
University  of  Cincinnati 

Abslracl 

A  helium-neon  laser-based  ellipsometer  has  been  constructed  and  coupled  to  a  flowing 
afterglow  plasma  reactor  to  monitor  in  real  time  the  growth  of  polymeric  thin  films  formed  from 
benzene  and  thiophene  precursors.  This  phase  modulated  ellipsometer  is  shown  to  be 
robust  and  to  provide  time-dependent  data  that  vary  sensitively  with  film  thickness.  Progress 
has  also  been  made  in  evaluating  the  utility  of  benzene/thiophene  precursor  injection  using  a 
pulsed  injection  valve  downstream  of  the  argon  metastable  excitation  source.  This  system 
shows  promise  for  development  into  an  apparatus  for  controlled  deposition  of  multilayer 
polymer  films  of  known  morphology. 
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Real-Time  In  Situ  Ellipsometry  of  Polymer  Films 
Produced  by  Flowing  Afterglow  Synthesis 

Joyce  A.  Guest 

Introduction 

Multilayer  polymer  thin  films  have  many  possible  applications  as  nonlinear 
optoelectronic  devices1  and  as  rugate  filters,2  optical  coatings,  and  organic 
electroluminescence  cells. 3  Flowing  afterglow  plasma  synthesis  is  a  unique  and  versatile 
method  io  generate  dense  polymeric  structures  with  promising  morphology  and  optical 
properties.4  At  Wright  Laboratory,  Peter  Haaland  (of  Lawrence  Associates)  and  coworkers 
are  exploring  these  syntheses  in  reactors  which  separate  the  active  plasma  from  the  injection 
region  for  the  organic  precursors.  The  organic  species  are  separated  effectively  from 
ultraviolet  light,  electrons,  ions,  and  fields  generated  in  the  plasma,  and  instead  collide 
predominately  with  highly  excited  argon  metastable  atoms.  Plasma  conditions,  substrates, 
and  precursors  have  been  varied,  and  a  variety  of  single  and  multilayer  polymer  films  have 
been  produced  and  then  evaluated  ex  situ. 

The  plasma  polymer  deposition  apparatus  at  Wright  Laboratory  includes  a  quadrupole 
mass  spectrometer,  which  has  been  used  to  evaluate  homogeneous  kinetics  in  the  gas  phase 
during  polymer  deposition.  We  decided  that  incorporating  a  non-invasive  real-time  in  situ 
probe  of  the  polymer  film  during  deposition  would  be  a  powerful  tool  for  understanding  and 
controlling  the  characteristics  of  these  materials.  Such  a  tool  would  enhance  the  capabilities 
of  the  plasma  reactor  significantly  for  producing  useful  multilayer  films. 

We  chose  to  construct  an  ellipsometer  for  this  apparatus  for  a  variety  of  reasons. 
Reflectance  ellipsometry  is  a  powerful  and  well-understood  non-destructive  technique  in 
which  the  polarization  transformation  in  a  light  beam  upon  reflection  from  a  surface  is 
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measured  and  interpreted.5,6  The  optical  properties  of  the  material  on  which  the  light  impinges 
determine  the  phase  and  amplitude  change  in  the  light  upon  reflection.  The  method  is 
extremely  sensitive  to  the  refractive  index,  absorption  coefficient,  and  thickness  of  the  film. 
There  are  a  wide  variety  of  commercial  and  custom-designed  ellipsometers  that  are 
appropriate  for  different  situations,  and  vary  over  a  range  of  complexity.  For  example,  the 
films  produced  in  this  laboratory  are  typically  evaluated  after  deposition  by  a  commercial 
spectroscopic  ellipsometer7,  and  the  wavelength-dependent  results  are  used  in  modeling  the 
sample  refractive  index  and  thickness.  Interest  has  accelerated  recently  in  developing 
ellipsometry  as  a  real  time  monitor  of  material  growth  processes.8 

The  present  studies  were  performed  with  a  home-built  polarization  modulated 
ellipsometer.  This  technique  was  introduced  by  Jasperson  and  Schnatteriy  in  1969,®  and  has 
been  explored  thoroughly  by  a  small  number  of  research  groups  over  the  ensuing  years.10 
The  method  is  particularly  well-suited  to  real-time  measurement  and  control  of  multilayer 
structure  processing  such  as  etching,11  and  has  just  recently  begun  to  be  utilized  for  such 
studies.  The  heart  of  the  polarization  modulated  ellipsometer  is  a  photoelastic  modulator 
(PEM),  which  is  a  50  kHz  oscillating  wave  plate  of  controllable  amplitude  based  on  the  piezo¬ 
optic  effect.12  Use  of  the  PEM  permits  the  construction  of  an  ellipsometer  with  no  mechanical 
moving  parts  and  contributes  greatly  to  ease  of  use.  Sampling  could  potentially  be  done  in  a 
time  period  as  short  as  20  ps,  or  as  long  a  duty  cycle  as  desired. 

At  the  same  time  as  the  PME  was  being  constructed  and  evaluated  in  this  laboratory, 
we  set  up  and  tested  a  new  plasma  reactor13  in  collaboration  with  Hao  Jiang  (Lawrence 
Associates).  This  new  reactor  incorporates  an  inductively  coupled  rf  discharge  source  and 
two  pulsed  injector  valves  downstream  for  precursor  introduction.  The  preliminary  studies  of 
this  reactor  will  be  discussed  in  this  report  in  conjunction  with  the  ellipsometer  development. 
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Experimental  Method 


The  experimental  description  will  focus  primarily  on  the  ellipsometer  and  its  integration 
into  the  plasma  reactor.  Secondarily,  the  changes  to  the  plasma  reactor  will  be  discussed 
briefly  as  they  relate  to  the  overall  project. 

Polarization  modulated  ellipsometer.  Several  groups  have  exploited  and  advanced 
the  understanding  of  this  powerful  PEM-based  non-mechanical  ellipsometry  method,  but  a 
PEM-based  ellipsometer  has  not  been  produced  commercially,  to  our  knowledge.  There  has 
been  a  revival  of  interest  in  polarization  modulated  ellipsometry  (PME)  recently,  because  of  its 
potential  for  sub-millisecond  temporal  resolution,  and  improvements  in  computational 
capabilities  that  permit  rapid  data  analysis  for  real-time  process  control.'1 

The  PME  constructed  for  this  project  is  of  standard  reflection  design.  The  light  source 
is  a  1  mW  HeNe  laser  operating  at  632.8  nm.  The  laser  light  passes  through  an  alignment 
iris,  a  Glan-Taylor  polarizer  (polarization  axis  45°  from  vertical),  PEM  (Hinds  International 
PEM-FS-4  at  0°  orientation),  and  then  through  a  window  into  the  reactor,  striking  the  sample 
at  -70°  from  normal  incidence.  The  reflected  light  passes  through  an  exit  window,  a  Glan- 
Taylor  analyzer  (±45°  orientation),  and  an  alignment  iris,  and  finally  strikes  a  photodiode 
detector  (EG&G  FND-100).  The  detector  output  is  processed  (1  k£2  input  impedance)  by  a 
lock-in  amplifier  (SRS  model  SR530)  that  is  interfaced  to  a  486DX-based  computer.  The 
interface  program  permits  lock-in  signal  acquisition  at  the  first  and  second  harmonics  of  the 
reference  frequency,  which  is  the  PEM  oscillation  frequency.  The  SR530/computer 
combination  can  also  acquire  and  process  two  additional  photodiode  outputs  if  required  for 
normalization  of  laser  power  variations. 

The  measured  signals,  S *,  S2a),  and  S0  at  50  kHz,  100  kHz,  and  DC,  can  be 
calibrated  and  converted  to  intensities  !„,  \2o,  and  l0  that  are  directly  related  to  the 
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ellipsometric  angles  T  and  A  by  the  following  relations: 


/  =/  sin  24*  sin  A 

(i)  o 

L  =/  sin  24*  cos  A 

2  co  o 

The  calibration  consists  of  determining  the  system  transfer  characteristics  by  prescribed 
methods,9,10  and  by  setting  the  angular  orientation  of  the  sample  with  respect  to  the 
ellipsometer  beam  path.  The  ellipsometric  angles  4'  and  A  are  related  to  the  ratio  of  the 
complex  Fresnel  reflection  coefficients  rp  and  rs  for  p  and  s  polarizations, 

^  ■  tan  4'e* 

rs 

Hence  tan  4/=  |  rp  |  / 1  rs  | ,  and  A=8p-8S,  where  the  8,  are  the  phase  changes  upon  scattering  for 
each  polarization. 

Even  without  a  complete  system  calibration,  one  can  evaluate  thickness  and  refractive 
index  changes  during  deposition  by  monitoring  the  50  kHz  and  100  kHz  lock-in  signals.  This 
should  be  true  for  our  apparatus,  since  multilayer  depositions  are  performed  using  films  of 
known  refractive  index  n  and  extinction  coefficient  k. 

Plasma  reactor.  The  new  flowing  afterglow  reactor  is  a  modification  of  the  apparatus 
described  in  Haaland  and  Targove.  Argon  (99.999%)  carrier  gas  flowed  at  200  seem  at  a 
pressure  of  0.5  Torr,  and  excited  with  -20  W  of  inductively  coupled  radiofrequency  power  at 
1 3.56  MHz.  Following  recombination  of  electrons  and  ions  downstream,  the  precursor 
monomer  species  are  injected  into  a  flow  region  where  argon  metastable  species  dominate 
tens  of  milliseconds  downstream.  A  right-angle  bend  following  the  plasma  source  minimizes 
the  amount  of  ultraviolet  light  that  will  strike  the  precursor  and  potentially  lead  to  undesired 
electronic  excitation/photochemistry. 
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The  modified  reactor  includes  fittings  onto  which  two  Lasertechnics  LPV  pulsed  valves 
(0.5  mm  orifice)  are  attached.  These  valves  permit  controlled  injection  of  precursor  gases, 
and  facilitate  examination  of  the  effect  of  gas  pulse  length  and  frequency  on  the  polymer  film 
deposition  rate.  The  precursor  gas  flow  rate  was  typically  0.2-0.5  seem,  produced  in  2  ms 
pulses  at  5  or  10  Hz.  The  film  deposition  rate  is  gauged  by  quartz  crystal  deposition  monitor 
measurements  under  a  variety  of  argon  flow,  pressure,  rf  power,  and  precursor  conditions,  as 
well  as  a  function  of  substrate  position  along  the  reactor  tube. 

For  the  ellipsometry  studies,  the  sample  substrate  was  mounted  20°  from  the  long  axis 
centerline  of  the  reactor,  as  shown  in  Figure  1 .  In  this  configuration,  the  input  laser  passes 
through  the  tube  or  an  attached  window  40°  from  the  reactor  centerline  and  strikes  the 
sample.  The  reflected  beam  exits  nearly  along  the  centerline  of  the  reactor,  through  a  flat 
window.  This  arrangement  was  chosen  for  ease  of  construction  and  to  keep  the  ellipsometer 
windows  in  a  region  where  deposition  is  minimized  (at  the  entrance  window),  and  nonexistent 
(at  the  exit  window  upstream  from  the  precursor  injection  line).  We  found  that  the  sample 
could  be  translated  about  3  mm  on  its  manipulator  without  affecting  the  laser  beam  path 
significantly. 

Results  and  Discussion 

Figure  2  shows  the  unnormalized  S2(a  signal  variation  over  a  three-hour  period  during 
film  deposition  on  a  silicon  wafer  substrate  with  benzene  as  a  precursor.  The  film  thickness 
change  over  this  period  is  estimated  to  be  less  than  200  nm,  based  on  optical  constants  and 
film  thickness  derived  from  ex  situ  measurements  using  a  Rudolph  Instruments  S2000 
spectroscopic  ellipsometer  after  the  real-time  studies  on  the  sample  were  complete. 

Deposition  rates  in  the  new  system  are  presently  low:  <0.02  nm/s.  Nonetheless,  the  real¬ 
time  method  is  sensitive  to  thickness  changes  on  the  order  of  0.1 -0.2  nm  for  this  sample, 
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which  has  a  derived  complex  refractive  index  N  of  about  1 .63  -  0.04i  in  the  600  nm  region.  It 
is  remarkable  that  the  first  test  of  this  device  shows  such  sensitivity  and  stability  over  a 
several  hour  period. 

Following  improvements  to  the  data  acquisition  software,  we  examined  film  deposition 
using  thiophene  as  a  precursor.  Figure  3a  shows  both  the  50  kHz  signal  (SJ  and  1 00  kHz 
signal  (  S2J  during  plasma  deposition  over  nearly  4.75  hours.  Again,  the  deposition  rate  is 
believed  to  be  very  low,  about  0.02  nm/s,  but  both  signals  vary  rather  smoothly  over  time, 
considering  that  they  are  not  normalized  for  incident  light  intensity.  Figures  3b  and  3c  show 
500  second  timescale  expansions  of  Figure  3a,  corresponding  to  about  10  nm  polymer 
deposition  thickness.  These  figures  show  that  the  present  system  is  sensitive  to  angstrom- 
scale  changes  in  the  film.  Note  also  that  the  rf  power  was  increased  after  6700  s,  leading  to 
an  increase  in  the  deposition  rate  and  hence  signal  variation.  The  joint  trends  in  the  50  kHz 
and  100  kHz  signals  during  deposition  are  sensible,  since  the  former  varies  as  sin  24*  sin  A 
and  the  latter  varies  as  sin  24*  cos  A. 

We  can  explore  the  temporal  variations  in  the  PME  signal  further,  and  extend  the 
results  to  predictions  for  multilayer  films,  using  the  methods  to  compute  reflection  amplitudes 
and  composite  reflection  matrices  for  multilayer  structures  from  MacLeod.14  The  ellipsometric 
angles  4#  and  A  can  be  extracted  from  the  complex  reflection  amplitude  ratio  for  p-  and  s- 
polarized  light,  and  then  converted  to  and  l2o),  which  are  proportional  to  the  signals 
measured  in  the  PME  experiment.  Figure  4  shows  the  relative  \a  and  l2o  calculated  for  a  two- 
layer,  slightly  absorbing  film,  the  first  with  refractive  index  N=1.6  -0.05i  (1000  nm  thick),  and 
the  second  overiayer  with  N=1.8-0.05i  (1000  nm  thick).  The  intensities  vary  in  amplitude  and 
period  as  the  refractive  index  is  changed,  as  expected.  Figure  5  shows  the  4/  -  A  trajectory 
for  the  same  model  system.  Because  the  films  are  absorbing,  the  4*  -  A  trajectory  does  not 
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repeat  cyclically. 

During  these  studies,  we  noticed  that  the  scattered  laser  beam  alignment  remained 
constant  when  the  sample  was  translated  up  to  3  mm  along  the  reactor  centerline.  Since  the 
HeNe  beam  is  <1.5  mm,  this  means  that  we  can  assess  the  film  thickness  profile  over  the 
translation  region.  Improvements  in  the  translator  and  sample  mounting  could  make  possible 
the  in  situ  study  of  the  polymer  film  over  a  variety  of  positions  with  minimal  realignment. 

The  ease  of  use  and  rapid  alignment  of  the  in  situ  ellipsometer  is  due  in  part  to  the  fact 
that  its  light  source  is  a  collimated  laser,  compared  to  the  broadband  sources  used  with 
spectroscopic  ellipsometers.  A  limitation  is  that  only  one  wavelength  is  available  from  the 
HeNe  laser  used  for  the  present  studies,  although  laser  sources  that  operate  at  two  or  more 
wavelengths  could  be  used  if  necessary.  The  important  requirement  for  monitoring  multilayer 
film  deposition  is  that  the  refractive  indices  of  the  films  from  the  different  precursor  materials 
are  known  and  differ  at  the  PME  monitor  wavelength. 

For  deposition  of  multilayer  films  of  known  composition,  one  can  evaluate  layer 
thickness  changes  during  deposition  by  monitoring  the  50  kHz  and  100  kHz  lock-in  signals  as 
a  function  of  time.  Each  film  deposition  process  has  a  history  that  is  preserved  throughout  the 
data  acquisition.  This  history  can  be  used  on-line  with  model  calculaf  o  compute  the 
thickness  and  growth  rate  of  each  polymer  layer,  utilizing  the  cyclical  n«  ,.e  of  the 
ellipsometric  signal  during  deposition.  The  temporal  information  is  thus  much  more  powerful 
than  single-point  analysis  for  process  control. 

Conclusions,  anti  future  Directions 

We  have  demonstrated  that  polarization  modulated  ellipsometry  is  a  rugged  and 
practical  technique  for  real-time  monitoring  of  polymer  film  growth  in  a  flowing  afterglow 
reactor.  The  preliminary  working  design  successfully  overcomes  several  potential  pitfalls, 
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among  them  coating  of  the  reactor  windows  by  polymeric  and  other  debris,  and  physical 
instabilities  leading  to  signal  instabilities.  The  planned  construction  of  a  permanent  in  situ 
ellipsometer  for  the  flowing  afterglow  reactor  is  expected  to  make  a  major  contribution  to  the 
evolution  of  the  plasma  technique  into  a  useful  method  for  custom  fabrication  of  multilayer 
heterostructures  such  as  organic  rugate  filters  and  NLO  devices.  This  real-time  ellipsometer 
is  a  cost-effective  instrument  that  will  efficiently  guide  the  technical  development  of  these 
polymer  multilayer  growth  processes. 

The  next  generation  ellipsometer  will  be  based  closely  on  the  one  constructed  for  this 
project.  The  sample  holder  and  manipulator  will  be  improved  to  facilitate  alignment 
reproducibility,  which  is  critical  for  quantitative  measurements.  The  system  needs  to  include 
light  intensity  normalization  and  optical  system  calibration,  both  of  which  can  be  patterned 
after  previously  demonstrated  procedures.  This  new  version  of  the  flowing  afterglow  system 
can  be  optimized,  utilizing  the  results  of  fluid  dynamics  calculations  and  rf  power  coupling 
enhancement  to  increase  and  control  uniform  polymer  deposition.  A  variety  of  ex  situ 
spectroscopic  and  microscopic  techniques  can  peg  the  identity  and  overall  morphology  of  the 
polymer  films,  while  the  real-time  in  situ  ellipsometer  evaluates  the  growth  dynamics. 
Acknowledgments 

I  am  indebted  to  Peter  Haaiand  and  Hao  Jiang  for  their  generous  collaboration  and 
efforts  contributing  to  the  realization  of  this  project.  I  also  thank  Robert  Crane  for  his  support 
and  valuable  advice  throughout  the  summer. 


31-10 


References 


1 .  P.  Prasad  and  D.  Williams,  Introduction  to  Nonlinear  Optical  Effects  in  Molecules  and 
Polymers  (Wiley,  New  York,  1991). 

2.  W.  E.  Johnson  and  R.  L.  Crane,  Proc.  SPIE  2046  (August,  1993);  B.  A.  Tirri,  J.  E.  Lazo- 
Wasem,  and  T.  D.  Rahmlow,  Jr.,  Proc.  SPIE  2046  (August,  1993). 

3.  C.  Hosokawa,  H.  Higashi,  and  T.  Kusumoto,  Appl.  Phys.  Lett.  62,  3238  (1993). 

4.  P.  Haaland  and  J.  Targove,  Appl.  Phys.  Lett.  61,  34  (1992);  P.  D.  Haaland  and  S.  J. 
Clarson,  Trends  in  Polymer  Sci.  (February,  1993);  P.  Haaland  and  H.  Jiang,  Polymer  Preprints 
34,  675  (1993). 

5.  R.  M.  A.  Azzam  and  N.  M.  Bashara,  Ellipsometry  and  Polarized  Light  (North-Holland,  New 
York,  1987). 

6.  H.  G.  Tompkins,  A  User's  Guide  to  Ellipsometry  (Academic,  San  Diego,  1993). 

7.  Rudolph  Instruments  S2000  Spectroscopic  Ellipsometer 

8.  N.  J.  lanno,  S.  Nafis,  P.  G.  Snyder,  B.  Johs,  and  J.  A.  Woolam,  Appl.  Surf.  Sci.  63,  17 
(1993);  H.  Schwie^ker,  D.  B.  Dang,  H.  P.  T.  Thanh,  J.  Zilian,  U.  Schneider,  and  J.  Heland, 
Proceedings  SPIE  1746,  222  (1992);  R.  W.  Collins,  Rev.  Sci.  Instrum.  61,  2029  (1990);  W.  H. 
Southwell  and  W.  J.  Gunning,  Proc.  SPIE  1019,  84  (1988). 

9.  S.  N.  Jasperson  and  S.  E.  Schnatteriy,  Rev.  Sci.  Instrum  40,  761  (1969). 

10.  G.  E.  Jellison,  Jr.,  and  F.  A.  Modine,  Appl.  Opt.  29,  959  (1990);  O.  Acher,  E.  Bigan,  and 
B.  Drevillon,  Rev.  Sci.  Instrum.  60,  65  (1989);  V.  M.  Bermudez  and  H.  Ritz,  Appl.  Opt.  17,  542 
(1978). 

11.  W.  M.  Duncan  and  S.  A.  Henck,  Appl.  Surf.  Sci.  63,  9  (1993). 

12.  J.  C.  Kemp,  J.  Opt.  Soc.  Am.  59,  950  (1969). 

13.  Designed  by  Peter  Haaland. 

14.  H.  A.  MacLeod,  Thin-Film  Optical  Filters,  (McGraw-Hill,  New  York,  1989). 


31-11 


Figure  Captions 


Figure  1 :  Schematic  of  laser  beam  path  in  flowing  afterglow  reactor. 

Figure  2:  100  kHz  lock-in  signal  from  in  situ  polarization  modulated  ellipsometer  during  film 
deposition  (  benzene  precursor  gas). 

Figure  3:  (a)  50  kHz  and  100  kHz  lock-in  signal  from  in  situ  polarization  modulated 

ellipsometer  during  film  deposition  (thiophene  precursor  gas),  (b)  and  (c)  are  500 
second  regions  of  the  deposition  process  measured  in  (a). 

Figure  4:  Predicted  polarization  modulated  ellipsometer  intensities  over  2000  nm  film 

thickness  for  two-layer  film:  1000  nm  (N=1 .6-0.05i),  then  1000  nm  (N=1.8-0.05i)  over 
substrate  with  n=1 .5.  Solid  line  is  I*.  dashed  line  is  \2a. 

Figure  5:  Predicted  T-A  trajectory  for  evolution  of  two-layer  film  of  1000  nm  each  as 
described  for  Figure  4. 


31-12 


signal  (volts) 


Figure  1 


beam  path 


Figure  2 


31-13 


signal  (volts) 


Figure  3a 


thiophene  deposition 


Figure  3b 


elapsed  time  (seconds) 


31-14 


Figure  3c 


31-15 


delta  (degrees)  relative  signal 


Figure  4 


modeled  lock-m  signal.  nl»l  6-.05i  (1000  nm)  and  n2=l  8- 05i  (1000  nm) 


Figure  5 

psi-delta  trajectory,  nl-1.6  *  0.05i.  n2*1 .8  -  0.05i 
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Abstract 

The  development  of  alloys  based  on  the  ordered  intermetallic  alloy  NiAl  in  the  are  of 
interest  for  high  temperature  aerospace  components.  NiAl  in  the  B2  structure  is  also  a  popular 
material  for  basic  scientific  research  in  ordered  alloys.  In  this  regard,  there  has  been  recent  interest 
in  understanding  dislocation  mobility  in  NiAl  at  the  atomic  level  through  atomistic  computer 
simulation.  Atomistic  simulations  employing  realistic  elastic  boundary  conditions  of  straight 
dislocations  have  been  used  to  estimate  relative  dislocation  mobilities  by  determining  the  stress 
required  to  initiate  dislocation  motion.  However,  these  studies  have  been  confined  to  zero 
temperature.  Many  properties,  such  as  the  thermal  activation  of  kink  pairs  and  the  activation 
pathway  for  dislocation  cross  slip,  are  best  studied  using  finite-temperature  molecular  dynamics 
simulations. 

In  order  to  test  and  develop  molecular  dynamics  simulation  capabilities  for  dislocation- 
mobility  studies,  as  well  as  to  begin  maintaining  a  database  of  thermal  properties  of  the  NiAl 
potential,  preliminary  molecular  dynamics  studies  have  been  carried  out  to  study  stoichiometric 
NiAl  in  the  B2  structure  at  400 'K  using  an  empirical  embedded-atom-method  potential  developed 
explicitly  for  NiAl.  Computer  codes  have  been  developed  and  tested  to  statistically  process  data 
generated  in  the  course  of  the  simulations.  Such  thermodynamic  quantities  as  the  energy,  heat 
capacity,  temperature,  stress  tensor,  volume  and  pair  distribution  functions  can  be  calculated  in 
various  thermodynamic  ensembles.  reparation  for  the  simulation  of  dislocations  and 
dislocation  mobility,  a  capability  has  been  developed  to  track  the  mis-coordination  of  atoms  and 

their  average  spatial  coordinate  through  the  course  of  the  simulation. 
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MOLECULAR  DYNAMICS  SIMULATION  OF  B2  NiAl 


John  A.  Jaszczak 


Introduction 

The  development  of  alloys  based  on  the  ordered  intermetallic  alloy  NiAl  are  of  interest  for 
high  temperature  aerospace  components  and  other  engineering  applications.1  Because  of  its  simple 
crystal  structure,  highly  ordered  lattice,  range  of  compositional  stability,  and  shape  memory  effect, 
NiAl  is  also  a  popular  compound  for  basic  scientific  research  in  ordered  alloys.  In  order  to 
understand  and,  hopefully,  improve  the  ductility  of  such  alloys,  there  has  been  recent  interest  in 
understanding  dislocation  mobility  in  NiAl  at  the  atomic  level  through  atomistic  computer 
simulation.  Atomistic  simulations  employing  realistic  elastic  boundary  conditions2-4  of  straight 
dislocations  have  been  used  to  estimate  relative  dislocation  mobilities  by  determining  the  stress 
required  to  initiate  dislocation  motion.5  However,  these  studies  have  largely  been  confined  to  zero 
temperature.  Many  properties  important  to  dislocation  mobility,  such  as  the  thermal  activation  of 
kink  pairs  and  the  activation  pathway  for  dislocation  cross  slip,  are  best  studied  using  finite- 
temperature  molecular  dynamics  (MD)  simulations.6  MD  simulations  that  have  been  performed  to 
study  the  mobility  of  straight  dislocations  in  NiAl  have  been  deficient  in  that  they  have  used 
potentials  fitted  to  M3AI  and  have  not  used  elastic  boundary  conditions.7  Simulations  of  kinks  in 
BCC  metals8  and  in  NiAl9  have  been  restricted  to  zero  temperature. 

During  the  AFOSR  Summer  Faculty  Research  Program,  we  have  tested  and  begun 
extending  the  molecular  dynamics  simulation  capabilities  of  the  code  DYNAMO.  With  the  goal  of 
investigating  dislocation-mobility  in  NiAl  at  non-zero  temperatures,  we  have  begun  using  MD  to 
compile  a  database  of  thermal  properties  of  stoichiometric  NiAl  in  the  B2  structure  using  an 
empirical  embedded-atom-method  potential  developed  explicitly  for  NiAl.5  Such  thermodynamic 
quantities  as  the  energy,  heat  capacity,  stresses,  lattice  parameters,  elastic  constants  and  pair 
distribution  functions  have  been  calculated  at  400*K.  The  lattice  parameters  and  elastic  constants 
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are  of  particular  importance  in  developing  the  elastic  boundary  conditions  for  simulations  of 
dislocation  mobility.4*5  In  preparation  for  the  simulation  of  dislocations  and  dislocation  mobility,  a 
capability  has  been  developed  to  track  the  mis-coordination  of  atoms  and  their  average  spatial 
coordinates  through  the  course  of  the  simulation.  Initial  results,  along  with  a  description  of  the 
codes  developed  for  producing  them,  are  presented  below. 

Simulation  Methods 

The  atomistic  simulation  tools  used  are  based  on  the  codes  known  as  CREATOR  (or 
LATTICE)  and  DYNAMO,  both  originally  issued  by  Sandia  National  Laboratories.  LATTICE  is 
used  to  generate  ideal  crystal  lattices,  strained  lattices,  and  single  dislocations  with  strain  fields 
consistent  with  anisotropic  continuum  elastic  theory.  The  molecular  dynamics  simulations  were 
carried  out  using  the  enhanced  capabilities  of  DYNAMO. 

Perhaps  one  of  the  most  obvious  practical  differences  between  conducting  zero-temperature 
lattice  statics  simulations  (which  are  also  performed  within  DYNAMO)  and  non-zero  temperature 
molecular  dynamics  simulations  is  that  the  information  gained  from  MD  is  statistical  in  nature. 
Data  describing  the  instantaneous  states  of  the  system  are  saved  throughout  the  course  of  the 
simulation  in  files  that  are  then  post  processed  to  compute  average  thermodynamic  quantities.  An 
important  part  of  this  process  is  the  determination  of  transients  and  correlation  times  and  the 
computation  of  standard  deviations.  For  an  excellent  overview  of  molecular  dynamics  methods  as 
well  as  other  simulation  methods,  see  Ref.  10.  The  heart  of  the  molecular  dynamics  simulation  is 
the  integration  of  Newton’s  equations  of  motion  for  the  atoms  comprising  the  system  of  interest. 
In  DYNAMO,  this  is  accomplished  using  a  fifth-order  Nordsieck-Gear  predictor-corrector 
method.10  Various  ensembles  can  be  simulated  by  controlling  different  independent  variables. 
The  number  of  particles,  N,  remains  fixed  in  all  of  the  ensembles  considered  here. 

Of  particular  interest  in  this  work  is  the  microcanonical,  canonical,  and  isothermal-isostress 
ensembles.  In  the  microcanonical  ensemble  the  volume  is  fixed  and  energy  of  the  system  is 
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conserved  while  the  stresses  and  temperature  fluctuate  during  the  simulation.  This  ensemble  is 
quite  useful  for  checking  the  correctness  of  the  simulation  code  and  for  optimizing  the  time  step  by 
monitoring  energy  conservation.  Most  of  the  simulations  of  interest  will  be  carried  out  in  the 
canonical  ensemble,  in  which  the  temperature  and  the  volume  are  held  fixed.  Although  it  does  not 
formally  generate  states  in  the  canonical  ensemble,  temperature  control  in  DYNAMO  is 
accomplished  via  the  “gentle”  velocity  rescaling  approach  of  Berendsen  et  al.,10*11  in  which  the 
system  is  driven  to  a  set  temperature  at  a  rate  determined  by  a  “thermal  equilibration  time”,  set  at 
0.01  psec  in  the  following  isothermal  simulations.  As  one  typically  desires  to  simulate  the  system 
under  zero  average  stress  for  a  given  temperature,  some  simulations  are  carried  out  in  the 
isothermal-isostress  ensemble,  in  which  the  temperature  and  the  stresses  are  equilibrated  to 
constant,  predetermined  values.  The  method  employed  for  obtaining  constant  stresses  is  based  on 
the  method  of  Andersen,10  generalized  for  simulation  cells  of  orthorhombic  symmetry,  and 
including  a  damping  term  to  control  undesired  oscillations  in  the  computational-cell  parameters.  In 
principle,  the  heat  capacity  can  be  determined  from  the  energy  fluctuations  in  the  isothermal 
ensembles,  and  such  a  computation  has  been  included  in  the  post-processing  codes.  However,  the 
effect  of  varying  the  thermal  equilibration  time  constant  on  the  heat  capacity  has  not  been 
determined  here  so  this  quantity  is  not  reported  in  the  following. 

While  previous  many-body  potentials  used  to  study  NiAl  have  been  the  embedded-atom- 
method  (EAM)  potential  developed  by  Voter  and  Chen12  for  Ni3Al,  we  have  employed  an  EAM 
potential  developed  specifically  for  NiAl  by  Rao,  Woodward  and  Parthasarathy.5*13  The  cut-off 
range  of  the  potential  is  5.5626  A.  The  determined  zero-temperature  elastic  constants  and  lattice 
parameter  for  this  potential  are  given  in  Table  1. 

For  most  simulations  of  perfect  crystal  NiAl,  LATTICE  was  used  to  generate  a  structure 
with  128  atoms  in  a  symmetrical,  cubic  simulation  cell  oriented  with  the  axes  x,y,z  parallel  to 
[100],  [010]  and  [001],  respectively.  The  B2  structure  can  be  considered  as  two  simple-cubic 
sublattices,  one  of  Ni  and  the  other  of  Al,  displaced  with  respect  to  each  other  by  V3/2a  along  the 
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cubic  unit  cell  diagonal,  where  a  is  the  lattice  constant.  Thus  the  computational  cell  consists  of  for 
B2  unit  cells  on  each  edge,  with  one  Ni  and  one  A1  atom  in  each  cubic  unit  cell.  Given  the  zero- 
temperature  lattice  parameter  and  the  cut-off  of  the  potential,  this  geometry  :  Ties  the  minimum 
image  convention^  and  ensures  that  no  atom  interacts  with  any  of  its  periodic  images.  Three- 
dimensional  periodic  boundary  conditions  have  been  used  throughout. 

Simulation  Results 

1.  Energy  Conservation 

Initial  MD  simulations  were  carried  out  with  fixed  volume  and  without  temperature  control 
(microcanonical  ensemble).  Such  simulations  are  useful  for  checking  the  simulation  code,  and  for 
determining  a  reasonable  simulation  time  step.  One  desires  to  use  as  large  a  time  step  as  possible 
to  allow  for  simulations  over  longer  times,  however,  too  large  a  time  step  can  cause  integration 
errors  which  manifest  themselves  in  non-conservation  of  the  energy.  After  slightly  modifying  the 
EAM  potentials  forNiAl  to  be  consistent  with  the  way  DYNAMO  handles  different  force  cut-offs, 
a  time  step  of  0.001  psec  resulted  in  energy  conservation  to  one  part  in  106.  A  smaller  time  step 
was  even  better,  while  a  time  step  of  0.002  psec  resulted  in  energy  conserved  to  only  one  part  in 
105.  As  a  result,  an  integration  time  step  of  0.001  psec  was  chosen  for  all  simulations. 

2.  Autocorrelation 

Since  the  data  generated  in  the  course  of  an  MD  simulation  is  highly  correlated  from  one 
time  step  to  the  next,  it  is  important  to  estimate  the  correlation  time  of  quantities  of  interest  in  order 
to  calculate  accurate  standard  deviations  of  the  mean.l®  For  example,  if  n  measurements  are  made 
of  the  pressure  in  a  simulation  and  the  standard  deviation  is  found  to  be  a,  then  the  standard 
deviation  of  the  mean  pressure  is  computed  as  provided  that  the  n  measurements  are 

statistically  independent.  If  only  every  m-th  measurement  can  actually  be  considered  statistically 
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o  , — 

independent,  then  the  standard  deviation  of  the  mean  should  be  computed  as  y=  V  m.  A  convenient 

method  of  estimating  the  correlation  time  for  a  quantity  Q  is  through  its  autocorrelation  function, 
which  is  defined  as 


<fl(t+x)fl(t)>  -  <fl>2 
<02>  -  <Q>2 


(32-1) 


where  the  thermodynamic  averages  <0>  are  given  by 

l  n 

<Q>  =  ^  (32-2) 

t=l 

t  is  the  time  step,  and  is  x  the  time  shift  between  measurements  being  compared.  As  x— >0,  Q(t+x) 
and  £2(t)  become  perfectly  correlated.  In  this  case,  <Q(t+x)Q(t)>  — »  <0>2,  and  Aq(x)  approaches 
1.  On  the  other  hand,  as  x  increases,  Q(t+X)  and  Q(t)  become  uncorrelated,  <X2(t+x)Q(t)>  — > 
<0>2,  and  Aq(x)  approaches  0. 

For  B2  NiAl  equilibrated  at  400*K,  the  autocorrelation  function  of  the  pressure,  Aq(x),  is 
shown  in  Fig.  1.  Autocorrelations  of  the  stress  behave  similarly.  As  each  data  point  on  the  curve 
represents  0.02  psec,  the  correlation  time  for  NiAl  is  estimated  to  be  0.05  psec. 
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x  ( 0.02  psec) 

Fig.  1.  Autocorrelation  function  of  the  pressure  Ap(x)  as  a  function  of  time  separation  x 
for  NiAl  at  400’K,  averaged  over  a  20  psec  simulation  with  128  atoms. 


3.  Thermal  Expansion 

To  determine  the  lattice  parameter  corresponding  to  zero  stress  for  NiAl  at  400’K, 
simulations  were  performed  in  the  isothermal-isostress  ensemble.  Simulations  on  the  order  of 
6  psec  determined  an  average  lattice  parameter  a=2. 90943  A.  This  lattice  parameter,  in  a  20  psec 
fixed-volume  simulation,  determined  the  average  residual  stresses  shown  in  Table  1.  These 
residual  stresses  and  their  fluctuations  set  the  scale  for  determining  elastic  constants  by  stress-strain 
simulations.  The  resulting  linear  coefficient  of  thermal  expansion  is  approximately  1.6  times  larger 
than  the  experimental  value1  of  15.1xlO-5  K*1,  and  reflects  a  "thermal  softness"  of  the  potential. 


32-8 


Table  1.  Elastic  Constants,  Cjj,  Bulk  Modulus,  B,  Lattice  Parameter,  a,  and 
average  residual  stresses,  o°,  for  the  NiAl  potential  using  128  atoms  in  all  cases 
except  for  the  determination  of  C44,  which  used  500  atoms. 


T  =  0TC 

T  =  400’K 

c„  (GPa) 

190 

144  ±2 

C12  (GPa) 

126 

100  ±2 

C44  (GPa) 

129 

105  ±  10 

B  (GPa) 

147 

118.7  ±0.5 

a  (A) 

2.8815 

2.90943 

0“  (GPa) 

9.89xl0-5 

(-2.6i2.DxlO-4 

a°  (GPa) 

0 

(0.8  ±  OJxlO-4 

4.  Elastic  Constants 

Several  means  are  available  to  calculate  elastic  constants  in  MD  and  Monte  Carlo 

Simulations.14  While  it  is  not  uncommon  to  use  the  second-order  strain  dependence  of  the  energy 

for  zero-temperature  elastic  constants,  the  free  energy  is  more  difficult  to  determine  and  is  therefore 

seldom  used  to  determine  non-zero  temperature  elastic  constants.  Fluctuation  methods  are  efficient 

for  the  calculation  of  non-zero  temperature  elastic  constants  of  crystals  with  a  monatomic  basis,  but 

formalisms  have  generally  not  been  worked  out  to  correctly  account  for  sublattice  displacements 

and  inhomogeneous  strains  in  more  complicated  systems.14-15  A  simple  and  relatively 

straightforward  means  of  determining  elastic  constants  at  non-zero  temperatures  is  to  investigate 

the  first-order  strain  dependence  of  the  virial  stresses,  which  are  already  computed  in  DYNAMO. 

Relative  to  the  cubic  coordinate  system,  Cn  and  C12  are  easily  determined  (see  Table  1)  from  the 

generalized  Hooke's  law  relation  (in  Voigt  notation) 
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Oj  —  Cjj  £j 


(32-3) 


by  computing  the  stresses  resulting  from  various  magnitudes  of  an  applied  strain  ei  (with  all  other 
strain  components  equal  to  zero).  For  example,  Fig.  2  shows  the  dependence  of  the  stress  <?i  on 
the  strain  ei,  with  a  slope  whose  magnitude  is  Ci  j.  Stresses  were  typically  determined  in  15  psec 
simulations  after  an  initial  7-psec  equilibration. 


Strain  £ 

Fig.  2.  Stress-strain  curve  to  determine  Ci  i.  The  magnitude  of  the  slope  from  a  least 
squares  linear  fit  (dashed  line)  is  Cn  =  144  ±  2  GPa.  Error  bars  represent  statistical 
standard  deviations  of  the  mean. 
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The  determination  of  C44  is  slightly  more  complicated,  as  DYNAMO  can  only  perform 
simulations  using  a  computational  cell  with  orthogonal  axes.  By  performing  the  following  rotation 
on  the  NiAl 

x  II  <100>  -4  x'  II  <1 10>  (32-4a) 

y  II  <010>  -4  y'  II  <  l70>  (32-4b) 

z  II  <001>  -4  z’  II  <001>  ,  (32-4c) 

the  elastic  constants  in  the  cubic  coordinate  system  (unprimed)  can  be  related16  to  the  elastic 
constants  in  the  rotated  system  (primed)  as 

2C44  =  C'n  —  C'i2  •  (32-5) 

In  the  the  rotated  coordinate  system,  a  small  applied  strain  e'j  =  e’2  =  e,  £'3  =  0,  gives  two 
independent  determinations  of  C44  via  the  relations 

o'i  =  (C’n  -  C’i2)e  =  2C44  e,  (32-6a) 

and 

&2  =  (C12  -  C'i i)e  =  -2C44  e,  (32-6b) 

while  a'3  =  0.  In  the  rotated  coordinate  system,  in  order  to  satisfy  minimum  image  conditions,  a 
minimum  computational  cell  size  of  3x3x4  unit  cells,  or  144  atoms  could  be  used.  However,  due 
to  the  breaking  of  the  symmetry  of  the  z'  direction  compared  to  the  x'  or  y'  directions  in  the  rotated 
computational  cell,  finite-size  effects  were  found  to  be  significant.  A  computational  cell  of  5x5x5 
unit  cells,  or  500  atoms,  was  found  to  yield  satisfactorily  small  stresses  for  the  previously 
determined  lattice  parameter,  and  was  thus  the  cell  size  of  choice  in  the  determination  of  Cm-  It 
was  found  that  strains  less  than  0.0005  and  simulations  on  the  order  of  100  psec  for  each  strain, 
were  necessary  to  obtain  a  satisfactory  determination  of  C44  (Table  1).  As  can  also  be  seen  from 
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Table  1,  it  is  not  possible  to  tell  the  sign  of  C  12*^44  due  to  the  rather  large  uncertainty  in  C44. 
Additional  simulations  are  underway  to  determine  C44  more  accurately. 

The  thermal  softening  of  the  elastic  constants  of  metals  is  known  to  primarily  be  a  result  of 
the  thermal  expansion  of  the  crystal.17  The  more  rapid  softening  with  temperature  of  the  elastic 
constants  for  the  NiAl  potential,  shown  in  Table  1,  as  compared  with  experimental 
determinations,18  is  related  to  and  is  consistent  with  the  potential's  larger  thermal  expansion. 
While  this  fact  could  be  used  to  aid  development  a  new  potential  for  NiAl,  we  would  propose 
using  the  same  potential  in  initial  MD  studies  of  dislocations  to  facilitate  a  direct  comparison  with 
work  already  done  at  zero  temperature.5*8 

S.  Pair  Distribution  Function 

A  useful  characterization  of  structure  and  structural  disorder  in  condensed  systems  is 
obtained  from  the  pair  distribution  function,  G(r),  which  gives  the  probability  of  finding  a  pair  of 
atoms  a  distance  r  apart,  relative  to  a  completely  random  distribution  at  the  same  density.10*17 
With  increasing  temperature,  the  centers  of  the  peaks  can  be  seen  to  shift  to  larger  separations  due 
to  the  thermal  expansion,  and  the  widths  of  the  peaks  can  be  seen  to  broaden  due  to  the  increasing 
thermal  disorder  (related  to  the  Debye-Waller  factor).  Shown  in  Fig.  3  are  the  partial  pair 
distribution  functions  for  B2  NiAl  equilibrated  at  400*K.  The  first  peak,  centered  at  r=V3/2a 
represents  the  eight  nearest  Ni-Al  neighbors  in  the  B2  structure,  where  a  is  the  lattice  parameter  at 
400*K.  The  second  peaks  at  r=a  represent  the  six  next-nearest  neighbors,  which  are  of  type  Ni-Ni 
and  Al-Al,  etc. 
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Fig.  3.  Partial  pair  distribution  functions  for  NiAl  equilibrated  at  400*K,  and  averaged 
over  a  2-psec  simulation. 


Conclusions  and  Outlook 

Molecular  dynamics  simulations  have  been  carried  successfully  out  for  stoichiometric  NiAl 

at  400*K  in  order  to  test  and  develop  such  capabilities.  At  this  temperature,  pair  distribution 

functions,  lattice  parameters,  residual  stresses  and  elastic  constants  have  been  determined  for  a 

many-body  EAM  potential  previously  developed  explicitly  for  NiAl.  The  EAM  potential  for  NiAl 

was  found  to  be  rather  thermally  soft  as  compared  to  actual  NiAl. 

We  propose  to  extend  this  work,  and  investigate  the  stress  required  to  move  a  single 

straight  dislocation  at  400*K  with  realistic  elastic  boundary  conditions.  These  molecular  dynamics 

simulations  can  be  compared  with  similar  zero  temperature  simulations  using  the  same  potential.5 

At  the  same  time,  the  database  of  NiAl  thermal  properties  can  be  refined  and  expanded.  In  order  to 

efficiently  track  the  motion  of  the  dislocation  in  the  course  of  the  simulation,  work  has  begun  to 
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compute  and  monitor  the  average  position  of  near-neighbor  mis-coordinated  atoms,  which  are 
located  only  at  the  dislocation  cores.19  Stress  and  mis-coordination  calculations  will  have  to  be 
modified  for  the  dislocation  simulations  which  are  carried  out  in  a  cylindrical  simulation  cell  with  a 
boundary  of  "frozen"  atoms  at  the  curved  surface  and  periodic  boundaries  at  the  flat  surface.  Initial 
simulations  of  an  <001>{  1 10}  screw  dislocation  will  be  carried  out  on  a  small  system  with 
approximately  2000  atoms.  More  realistic  simulations  satisfying  the  minimum  image  condition  in 
the  periodic  direction  (parallel  to  the  dislocation  line)  will  be  conducted  next  for  the  same 
dislocation  using  up  to  8000  atoms.  Successful  simulations  of  this  dislocation  will  lead  to 
simulations  of  other  dislocations  and  other  temperatures,  and  will  set  the  stage  for  the  non-zero 
temperature  simulation  of  tanks. 
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Several  Fortran  codes  along  with  Unix  command  files  have  been  developed  to  simplify  the 
analysis  of  data  generated  in  the  course  of  the  MD  simulations.  The  following  output-data  files  are 
generated  in  DYNAMO,  and  typically  have  a  number  appended  to  the  end,  here  taken  as  1  for 
example,  for  the  purpose  of  processing  and  bookkeeping: 

gr  .out  1  Output  data  file  of  partial  pair  distribution  functions  and  integrated 

numbers  of  pairs,  versus  pair  separation. 

len.stl  1  Lists  the  instantaneous  computational  cell  parameters  versus  time  for 

isostress  simulations. 

md.stl  1  Lists  the  instantaneous  kinetic  energy,  potential  energy,  total  energy, 

temperature  and  pressure  with  time. 

mol  d  .ou  1 1  Standard  output  containing  general  simulation  parameters, 

stress.stl  1  Lists  the  instantaneous  components  of  the  stress  tensor  with  time. 

The  following  command  files  look  for  the  appropriate  data  files,  appended  with  a  specified  number 
as  above,  to  process  with  the  like-named  Fortran  codes: 

auto.com  1  Computes  the  autocorrelation  function  (see  pp.  192-195  of  Ref.  10)  for 

any  column  of  data  in  mcLstll.  This  gives  a  measure  of  simulation  time 
scale  for  sampling  independent  data,  and  is  used  to  correct  the  standard 
deviations  of  the  mean  computed  in  other  post-processing  codes. 
post.com  1  Computes  averages  and  standard  deviations  of  data  in  md.stll . 

The  heat  capacity  is  also  computed,  as  appropriate  for  simulations  with 
fixed  temperature.  The  effect  of  the  thermal  equilibration  time  parameter 
on  the  heat  capacity  has  not  been  investigated.  Code  can  generate 
smaller  files  convenient  for  plotting  of  optionally  binned  data. 
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stress.com  1 


Computes  the  average  and  standard  deviations  of  the  six  stress 
components  in  stress.stl  1.  Code  can  generate  smalier  files  convenient 
for  plotting  of  optionally  binned  data. 


Other  utilities: 

polfit.com  f.dat  Searches  for  the  file  f.dat  and  performs  least-squares  polynomial  fits  to 
the  data.  The  order  of  the  polynomial  and  the  type  of  statistical 
weighting  of  the  data  is  determined  interactively  by  the  user. 

Hies  under  development  for  mis-coordination  computation  and  dislocation  tracking: 

B2NNCUT  Input  data  file  giving  structural  information  such  as  lattice  parameter, 

nearest-neighbor  coordination  cut-off  distances  and  ideal  nearest- 
neighbor  coordinations  for  each  pair  type.  One  means  of  obtaining 
reasonable  cut-offs  is  from  the  pair  distribution  functions. 

nncoord.out  1  Output  data  file  showing  average  position  of  mis-coordinated  atoms  and 

actual  atom  coordinations  and  mis-coordinations  for  each  type  of 
nearest-neighbor  pairs  (based  on  B2NNCUT). 
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